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Title  3 — The  President 

EXECUTIVE  ORDER  11850 

Renunciation  of  Certain  Uses  in  War  of  Chemical  Herbicides  and  Riot 

Control  Agents 

The  United  States  renounces,  as  a  matter  of  national  policy,  first  use 
of  herbicides  in  war  except  use,  under  regulations  applicable  to  their 
dtxnestic  use,  for  control  of  vegetation  within  U.S.  bases  and  installations 
or  around  their  imn^ediate  defenave  perimeters,  and  first  use  of  riot 
control  agents  in  war  except  in  defensive  military  modes  to  save  lives 
such  as : 

(a)  Use  of  riot  control  agents  in  riot  control  situations  in  areas  under 
direct  and  distinct  U.S.  military  control,  to  include  controlling  rioting 
prisonei-s  of  war. 

(b)  Use  of  riot  control  agents  in  situations  in  which  civilians  are  used 
to  mask  or  screen  attacks  and  civilian  casualties  can  be  reduced  or 
avoided. 

(c)  Use  of  riot  control  agents  in  rescue  missions  in  remotely  isolated 
areas,  of  downed  aircrews  and  passengers,  and  escaping  prisoners. 

(d)  Use  of  riot  control  agents  in  rear  echelon  areas  outside  the  zone 
of  immediate  combat  to  protect  convoys  from  civil  disturbances,  terrorists 
and  paramilitary  organizations. 

I  have  determined  that  the  provisions  and  procedures  prescribed  by 
this  Order  are  necessary  to  ensure  proper  implementation  and  observance 
of  such  national  policy. 

NOW,  THEREFORE,  by  virtue  of  the  authority  vested  in  me  as 
President  of  the  United  States  of  America  by  the  Constitution  and 
laws  of  the  United  States  and  as  Commander-in-Chief  of  the  Armed 
Forces  of  the  United  States,  it  is  hereby  ordered  as  follows: 

Section  1.  The  Secretary  of  Defense  shall  take  all  necessary  measures 
to  ensure  that  the  use  by  the  Armed  Forces  of  the  United  States  of  any 
riot  control  agents  and  chemical  herbicides  in  war  is  prohibited  unless 
such  use  has  Presidential  approval,  in  advance. 

Sec.  2.  The  Secretary  of  Defense  shall  prescribe  the  rules  and  regu¬ 
lations  he  deems  necessary  to  ensure  that  the  national  policy  herein 
announced  shall  be  observed  by  the  Armed  Forces  erf  the  United  States. 

The  White  House, 

April  B,  1975. 

[FR  Doc 75-9504  Filed  4-8-75  ;3 : 3 1  pm] 
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Title  5 — Administrative  Personnel 
CHAPTER  I— CIVIL  SERVICE  COMMISSION 
PART  213— EXCEPTED  SERVICE 
Federal  Energy  Administration 

Section  213.3388  is  amended  to  reflect 
the  following  title  change  from:  Confi¬ 
dential  Secretary  (Stenography)  to  the 
General  Cotinsel  to  Confidential  Assist¬ 
ant  (Secretary)  to  the  General  Counsel. 

EffecUve  on  AprU  10,  1975,  f  213.3388 
(e)  (2)  is  amended  as  set  out  below. 

§  213..3388  Federal  Energy  Adminblra- 
tion. 

•  •  •  •  • 

(e)  OiJlce  of  the  General  Coun~ 
sel.  •  •  • 

(2)  One  Confidential  Assistant  (Secre¬ 
tary)  to  the  General  Counsel. 

(6  n.S.C.  sees.  3301,  3302,  E.O.  10577,  3  CPR 
1954-58  C^omp.  p.  218) 

United  States  Civil  Serv¬ 
ice  Commission, 

James  C.  Sprt, 

Executive  Assistant 
to  the  Commissioners. 

|FR  DOC.7&-9290  FUed  4-9-75:8:45  am] 


Title  14 — Aeronautics  and  Space 

CHAPTER  I— FEDERAL  AVIATION  ADMIN¬ 
ISTRATION,  DEPARTMENT  OF  TRANS¬ 
PORTATION 

( Airwortbiuess  Docket  No.  75-W£:-19-AO; 

Arndt.  39-2162] 

PART  39— AIRWORTHINESS  DIRECTIVES 

Hughes  269  Series  Helicopters  Including 
MHItary  TH-55A  HeNcopters 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (31  FR  13697), 
an  airworthiness  directive  was  adopted 
on  March  6, 1975,  and  made  effective  Im¬ 
mediately  by  airmail  letters  to  all  known 
United  States  operators  or  owners  of 
Hughes  269  series  helicopters,  including 
military  TH-55A  helicopters  equipped 
with  certain  part  numbered  linear  clutch 
actuators.  In  addition,  the  directive  was 
made  effective  Immediately  to  all  opera¬ 
tors  who  had  accomplished  the  inspec¬ 
tions  and  replacements  of  defective 
screws  in  accordance  with  the  procedures 
in  Hughes  Service  Information  Notice 
No.  N-126,  dated  February  24,  1975.  The 
directive  was  made  effective  immediately 
due  to  hydrogen  onbrittlement  failures 
of  a  certain  type  of  retainer  screw  which 
internally  secure  the  clutch  actuator  lug 
to  the  housing.  The  directive  requires 
partial  disassembly  of  the  clutch  actu¬ 
ator,  inspection  for  possible  defective  re¬ 
tainer  screws,  and.  If  necessary,  replace¬ 
ment  of  defective  screws,  and  Identifica¬ 


tion  of  the  actuator  to  indicate  com¬ 
pliance  with  the  directive. 

Since  it  was  found  that  immediate  cor¬ 
rective  action  was  required,  notice  and 
public  procedure  thereon  was  impracti¬ 
cable  and  contrary  to  the  public  int^est 
and  good  cause  existed  for  making  the 
airworthiness  directive  effective  immedi¬ 
ately  as  to  all  known  U.S.  operators  or 
owners  of  Hughes  269  series  heliccmters 
and  military  TH-55A  helicopters  by  in¬ 
dividual  ainnail  letters  dated  March  7, 
1975.  These  conditions  still  exist  and  the 
airworthiness  directive  is  hereby  pub¬ 
lished  in  the  Federal  Register  as  an 
amendment  to  §  39.13  of  Part  39  of  the 
Federal  Aviation  Regulations  to  make  it 
effective  as  to  all  persons. 

Hughes  Helicopters.  Applies  to  Hughes  269 
series  helicopters  certificated  In  all  cate- 
g<»les.  Including  military  model  TH-55A, 
which  are  equipped  with  linear  clutch 
actuators,  P/N  DL  1020M81C(12V), 
269A4564,  or  DL  1020M8aC(28V) ,  In¬ 
cluding  those  helicopters  on  which 
Hughes  Service  Information  Notice  No. 
N-126,  dated  February  24,  1975,  has  been 
accomplished. 

(A)  Prior  to  furthw  flight,  unless  previ¬ 
ously  accomplished,  remove  the  actuator  and 
cover  at  the  lug  end  of  the  linear  clutch 
actuator  In  accordance  with  Hughes  209 
series  Maintenance  Manual  of  Instructions, 
Issued  April  1973,  Revision  No.  2,  January  1, 

1974. 

(A)(1)  Visually  Identify  the  markings  on 
the  foin*  number  4-40  AUen  screw  heads 
which  secure  the  lug  to  the  housing.  If  any 
retainer  screw  has  a  single  band  of  vertical 
lines  around  the  outside  diameter  of  the 
raised  head,  mutilate  aiKl  discard  the  screw. 
R^lace  any  retainer  screw  having  such  ver¬ 
tical  lines  with  new  screws  having  either  of 
the  following  part  niunbers,  and  torqiM  to 
five  to  seven  Inch -pounds:  New  Ny-Lock  P/N 
P60HS440-12C  or  new  Slmmonds  P/N 
S6370CESC64-12. 

(A)  (2)  Operat<»^  who  have  compiled  with 
paragraph  "d",  per  Hughes  Service  Informa¬ 
tion  Notice  No.  N-126,  dated  February  24, 

1975,  by  Installing  these  new  screws,  are  not 
required  to  repeat  the  r^lacement  of  the 
new  screws  If  the  procedures  erf  paragraph 
(A)  (1)  of  tills  AD  have  been  followed. 

(A)  (3)  If  the  Identifying  markings  on  the 
outside  diameter  of  the  raised  head  consist 
of  any  thing  other  than  the  single  band  (rf 
vertical  lines,  such  as  cross  hatched  band, 
double  band  of  vertical  lines,  etc.,  the  retainer 
screws  need  not  be  replaced. 

(B)  After  complying  with  paragnqihs 
(A)(1),  (A)(2),  and  (A)(3),  as  aj^Ucable, 
Identify  the  actuators  by  hand  Impression 
stamping  the  letter  "B’*  on  the  bottom  line 
of  the  actuator,  data  plate. 

(C)  Reassemble  and  Install  the  actuator  In 
accordance  with  the  Hughes  jMalntenance 
Manual  of  Instructions. 

(D)  Record  Inqwctlons  and  modifications 
per  this  AD  In  aircraft  maintenance  records 
In  accordance  with  FAR  43.9. 


(E)  Helicopters  may  be  flown  to  a  bcue 
where  maintenance  may  be  performed  to 
comply  with  this  AD  per  FAR’s  21.197  and 
21.199. 

(F)  Equivalent  Inspection  and  modifica¬ 
tion  procedures  may  be  approved  by  the 
Chief,  Aircraft  Engineering  Division,  FAA 
Western  Region.” 

This  amendment  is  effective  April  14, 
1975,  for  all  persons  except  those  to 
whom  it  was  made  effective  immediately 
by  ainnail  letter  ds^ed  March  7.  1975. 

This  amendment  is  made  under  the 
authority  of  aecUons  313(a),  601  and  603 
of  the  Federal  Aviation  Act  of  1958  (49 
U.8.C.  1354(a),  1421,  and  1423^  and  of 
section  6(c)  of  the  D^iartment  of  Trans¬ 
portation  Act  (49  U.S.C.  1655(0). 

Issued  In  Los  Angeles,  CTalifomla  on 
March  31,  1975. 

Lynn  L.  Hink, 

Acting  Director. 

FAA  Western  Region. 

(FR  Doc.75-9337  FUed  4-9-75:8:45  am] 


(Alrworthlnsas  Docket  No.  75-WE-15-AD; 

Arndt.  88-2166] 

PART  39— AIRWORTHINESS  DIRECTIVES 

LocfchMd-Califomia  Company  Model 
L-101 1-385-1  Series  Airplanes 

There  have  been  failures  of  the  C-1 
cargo  door  books  on  Lockheed-Califomia 
Ckimpany  L-101 1-385-1  airplanes  due  to 
cracks  that  could  result  In  fatigue  fail¬ 
ures  in  the  hook/door  surround  structure 
which  would  cause  a  sudden  in-flight  de- 
luressurization.  Since  this  condition  is 
likely  to  exist  or  develop  in  other  air¬ 
planes  of  the  same  type  design,  an  air¬ 
worthiness  directive  is  being  issued  to 
require  inspections  and  r^lacement  of 
C-1,  C-2,  and  C-3  cargo  door  hooks  on 
Lockheed-Califomia  CTompany  L-101 1- 
385-1  Series  airplanes. 

Since  a  situation  exists  that  requires 
Immediate  adc^tion  of  this  regulatKm,  it 
is  foimd  that  notice  and  public  procedure 
hereon  are  impracticable  and  good  cause 
exists  for  making  this  amendment  effec¬ 
tive  in  less  than  30  days. 

In  consideration  of  the  foregoing  and 
pursuant  to  the  authority  d^egated  to 
me  by  the  Administrator  (31  FR  13697). 
S  39.13  of  Part  39  eff  the  Federal  Aviation 
Regulations  is  amended  by  adding  the 
following  new  airworthiness  directive: 

LOCKHBD-CaUTORNIA  OSlCPAIfT.  Applies  to 
Lockhse<l-C:aUfoml&  Company  Model  L- 
1011-385-1  series  airplanes  certlfioated 
In  all  categories. 

To  prevent  possible  fatlnres  of  the  C-1, 
C-2,  and  C-3  cargo  door  hooks  due  to  cracks, 
aocomplteh  ths  following: 

(a)  Within  275  additional  flight  hours  after 
the  effective  date  of  this  AD,  unless  already 
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•ccompUshed,  perform  the  following  per 
Lockheed  Alert  Service  Bulletin  093-6a-A079. 
Bevlslon  1,  dated  March  26,  1975  or  later 
FAA-approved  revision.. 

(1)  An  lnq>ectlon  of  the  C-1,  C-2  and  C-S 
cargo  door  hooks  for  Identification  configura¬ 
tion  and  alllrlng  of  appropriate  part 
numbers; 

(2)  A  djre  penetrant  Inspection  of  all  hooks 
for  cracks; 

(3)  Replace  all  cracked  ho<dcs  prior  to  fur¬ 
ther  fil^t. 

(4)  Scrap  hooks  Identified  as  P/N's  157205- 
103/-105. 

(5)  Check  rigging  of  hooks  and  docna  for 
usage,  and  reiig,  as  required. 

(b)  Perfmm  a  dye  penetrant  Inspection 
fcH-  cracks  at  Intervals  not  to  exceed  1500 
hours  time  In  service,  of  the  C-1  and  C-2 
cargo  docx'  hooks  Identified  as  P/N’s  157205- 
107/-106  (per  the  Inspection  of  (a)(1), 
above).  Replace  all  cracked  hooks  pricw  to 
further  filght. 

(c)  Within  8000  flight  hours  after  the  ini¬ 
tial  in^>ecti(Mis  performed  per  (a)(1)  and 
(2),  above,  replace  all  hooks  identified  as 
P/N’s  157205-107/-109  with  hooks  identified 
as  P/N’s  157205-111/-113  on  the  C-1  and  C-2 
cargo  doors. 

(d)  Equivalent  Insroctlons  and  replace¬ 
ments  may  be  iq>provra  by  the  Chief,  Air¬ 
craft  Engineering  Division,  FAA  Western 
Region. 

(e)  Airplanes  may  be  flown  to  a  base  f<^ 
the  accmnpllshment  of  the  Inspections  and 
replacements  required  by  this  AD,  per  PAR’S 
21.197  and  21.199. 

This  amendment  becomes  effective 
April  16, 1975. 

This  amendment  is  made  under  the 
authority  sections  313(a),  601,  and 
and  603  of  the  Federal  AvlaUon  Act  of 
1958  (49  U.S.C.  1354(a) ,  1421,  and  1423) 
and  of  section  6(c)  of  the  Department  of 
Transportation  Act  (49  U.S.C.  1655(c)). 

Issued  In  Los  Angeles,  California  on 
April  1, 1975. 

Ltnn  L.  Hink. 

Acting  Director. 

FAA  Western  Region. 

(PR  Doc.75-9336  Piled  4-0-75;8:45  am] 


[Airworthiness  Docket  No.  74-WE-61-AD; 

Arndt.  39-2165] 

PART  39— AIRWORTHINESS  DIRECTIVES 

McDonnell  Douglas  Model  DC-10-10,  DC- 
lO-lOF,  DC-10-30,  and  DC-10-30F 
Airplanes 

A  proposal  to  amend  Part  39  of  Fed¬ 
eral  Aviation  Regulations  to  include  an 
airworthiness  directive  requiring  modi¬ 
fications  of  the  engine  nose  cowl  attach¬ 
ments  per  McDonnell  Douglas  DC-10 
Service  Bulletin  71-53,  dated  Septem¬ 
ber  25,  1974,  on  McDonnell  Douglas 
Model  DC-10-10,  DC-lO-lOF,  DC-10-30, 
and  DC3-10-30F  airplanes  was  published 
In  39  FR  44034. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the  mak¬ 
ing  of  the  amendment.  The  Air  Trans¬ 
port  Association  has  commented  that  the 
4000  hour  compliance  time  could 
create  a  logistic  problem  beca\ise  of  the 
need  to  intermix  modified  cowls  with 
unmodified  engines  and  vice-versa  dur¬ 
ing  the  modification  program.  FAA  con¬ 
siders  the  4000  hour  compliance  time 


adeqiiate  to  implement  the  requirements 
of  this  AD. 

One  airline,  through  the  ATA,  has 
cmnmented  that  the  one  case  of  DO-IO 
cowling  loss  was  due  to  massive  engine 
imbalance  as  a  result  of  fan  blade  de¬ 
parture.  All  ATA  members’  CF6  engines 
are  equiiH>ed  with  Improved  fan  blade 
retainers  and  the  fan  blade  tip  clear¬ 
ances  have  been  increased.  The  airline 
contends  that,  because  of  these  improve¬ 
ments,  the  original  cause  of  a  massive 
engine  imbalance  occurrence  has  been 
removed  and,  therefore,  a  potential 
cause  for  loss  of  the  nose  cowl  has  been 
eliminated. 

The  FAA  does  not  agree.  Notwith¬ 
standing  the  recent  CF6  engine  improve¬ 
ments  designed  to  remove  the  possibility 
of  a  massive  engine  imbalance,  the  im¬ 
provements  (1)  are  not  mandatory  in¬ 
stallations;  and  (2)  the  possible  caiises 
of  an  en^e’  imbalance  due  to  blade 
departime  have  not  been  cmnpletely 
eliminated.  The  AD  is  Intended  to  mini¬ 
mize  the  possibility  of  such  an  occur¬ 
rence. 

Comments  received  from  Douglas  Air¬ 
craft  Company  also  mention  recent 
improvements  to  the  CF6  engine  as 
rationale  for  not  requiring  mandatory 
c(xnpliance  by  airworthiness  directive.  In 
addition,  they  state  that  there  has  been 
only  one  suspected  incident,  in  2.3  million 
CF6  engine  operating  hours,  when  some 
nose  cowl  bolts  may  have  severed.  In 
that  instance,  the  nose  cowl  remained  in 
place.  They  further  state  that  the  pres¬ 
ent  nose  cowl  attachment  configuration 
was  designed  to  withstand  conservatively 
high  unbalance  loads  and,  that  although 
they  released  the  improved  21  bolt  design 
by  a  Service  Bulletin  to  reestablish  the 
conservatism  intended  by  their  originsd 
design  objective,  they  contend  that  man¬ 
datory  incorporation  of  additional  nose 
cowl  attachments  by  airworthiness  di¬ 
rective  is  not  substantiated. 

FAA  agrees  that  the  nose  cowl  design 
conservatism  should  be  well  established. 
The  intent  of  issuing  this  AD  is  to  imi- 
formly  establish  the  conservatism  of  the 
nose  cowl  structural  integrity. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (31  FR  13697), 
S  39.13  of  Part  39  of  the  Federal  Aviation 
Regulations  is  amended  by  adding  the 
following  new  airworthiness  directive: 

McDonnell  Douglas.  Applies  to  Model  DC- 
10-10,  DC-lO-lOP,  DC-10-30,  and  DC- 
10-30F  airplanes  certificated  in  ail  cate¬ 
gories. 

Compliance  required  within  the  next  4000 
flight  hours  after  the  ^  effective  date  of 
this  AD,  unless  already  accomplished. 

To  minimize  the  possibility  of  losing  a 
wing  engine  nose  cowl  due  to  severed  nose 
cowl  attach  bolts  and  engine  unbalance 
loads,  modify  the  wing  engine  nose  cowls 
per  McDonnell  Douglas  DC-10  Service  Bul¬ 
letin  71-63,  "Powerplant — Cowling — Modify 
Engine  Nose  Cowl  Attachments,”  dated  Sep¬ 
tember  25,  1974,  OT  later  FAA-approved 
revisions,  or  an  equivalent  modification  ap¬ 
proved  by  the  Chief,  Aircraft  Engineering 
Division,  FAA  Western  Region. 

Special  flight  permits  may  be  issued  under 
FAR  21.197  and  21.199  for  the  purpose  of 


moving  the  aircraft  to  a  base  to  perform  the 
requirements  of  this  AD. 

This  amendment  becomes  effective 
May  16, 1975. 

This  amendment  is  made  under  the 
authority  olsections  313(a),  601  and  603 
of  the  Federal  Aviation  Act  of  1958  (49 
U.S.C.  1354(a).  1421  and  1423)  and  of 
section  6(c)  of  the  Department  of  Trans- 
portaUon  Act  (49  U.S.C.  1655(c)). 

Issued  in  Los  Angeles,  California  on 
April  1, 1975. 

Lynn  L.  Hink, 

Acting  Director, 
FAA  Western  Region. 

(FR  Doc.75-9336  Filed  4-9-75;8;45  am] 


(Docket  No.  14228;  Arndt.  No.  39-2170] 

PART  39— AIRWORTHINESS  DIRECTIVES 
Rolls  Royce  RB  211  Series  Engines 

The  telegraphic  AD  adopted  on  Octo¬ 
ber  4,  1974,  and  Amendment  39-2060  (39 
FR  44740),  AD-75-02-02,  require  bore- 
sc(H>e  and  dye  penetrant  inspections  for 
cracks  in  the  intermediate  compressor 
casing  in  the  vicinity  of  the  internal 
wheelcase  oil  scavenge  boss  and  the  bore- 
scope  access  port  of  wing-mounted  en¬ 
gines,  and  require  replacement  of 
cracked  casings  with  serviceable  casings. 

After  issuing  Amendment  39-2060,  the 
FAA  determined  that  cracks  had  also 
occurred  in  the  outer  main  casing  wall  in 
the  vicinity  of  the  internal  gear  box  oil 
vent  and  pressure  tube  connections,  and 
that  cracks  had  been  found  in  engines 
other  than  wing-mounted  engines.  The 
FAA  further  determined  that  the  bore- 
scope  inspection  required  by  Amend¬ 
ment  39-2060  has  not  been  effective  in 
detecting  craicks  in  the  annulus  wall  web. 
Finally,  based  on  service  experience,  the 
FAA  has  determined  that  the  periodic 
inspection  frequency  should  be  changed 
to  150  cycles  unless  the  engine  is 
equipped  with  a  sleeve  Insert  in  the 
drilled  oil  passageway,  in  w’hich  case  the 
inspection  frequency  may  go  to  300 
cycles.  The  AD  is,  therefore,  being  su¬ 
perseded  by  a  new  AD  that  requires 
inspection  of  all  engines  regardless  of 
portion  on  the  aircraft,  requires  dye 
penetrant  inspection  of  additional  areas 
of  the  main  casing  wall,  deletes  the  bore- 
scope  inspection,  and  changes  the  peri¬ 
odic  inspection  frequency. 

Since  a  situation  exists  that  requires 
immediate  adoption  of  this  regulation,  it 
is  found  that  notice  and  public  procedure 
hereon  are  impracticable  and  contrary 
to  the  public  interest  and  good  cause 
exists  for  making  this  amendment  effec¬ 
tive  in  less  than  30  days. 

This  amendment  is  made  under  the 
authority  of  sections  313(a) ,  601,  and  603 
of  the  Federal  Aviation  Act  of  1958  (49 
U.S.C.  1354(a).  1421,  and  1423  and  of 
section  6(c)  of  the  Department  of  Trans¬ 
portation  Act  (49  U.S.C.  1655(C) ) . 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (14  CFR  11.89) , 
§  39.13  of  Part  39  of  the  Federal  Avia¬ 
tion  Regulations  Is  amended  by  adding 
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the  following  new  airworthiness  dlrec* 
tive: 

Rolls  Rotcx  (1071)  Limitkd.  Applies  to  Rolls 
Royce  RB  311  Series  Engines. 

Compliance  required  as  Indicated. 

To  prevent  Inflight  engine  shutdown  that 
could  result  from  cracks  In  the  engine  Inter¬ 
mediate  casing  comply  with  the  following: 

(a)  Within  the  next  60  hours  time  In  serv¬ 
ice  after  the  effective  date  of  this  amend¬ 
ment,  or  before  the  accumulation  of  the 
lesser  of  400  hours  time  In  service  or  280 
cycles,  whichever  occurs  later,  unless  already 
accomplished  In  accordance  with  revision  3 
of  Rolls  Royce  Service  Bulletin  RB-2 11-72- 
A3077  dated  January  31,  1976,  comply  with 
paragraph  (b)  of  this  AD. 

(b)  Using  dye  penetrant.  Inspect  the  out¬ 
side  of  the  Intermediate  compressor  casing 
for  axial  cracks  in  the  outer  main  casing 
wail — 

(1)  In  the  vicinity  of  the  Internal  wheel 
case  oil  scavenge  boss  and  the  borescope  ac¬ 
cess  port  at  the  6  o’clock  location  when 
viewed  from  the  rear;  and 

(2)  In  the  vicinity  of  the  Internal  gearbox 
oil  vent  and  pressure  tube  connections 
(ground  handling  point)  at  the  9  o’clock 
location  when  viewed  from  the  rear. 

(o)  If  a  crack  Is  foimd  during  an  Inspec¬ 
tion  required  by  this  AD  that  has  not  reached 
the  <rfl  scavenge  boss  at  the  5  o’clock  loca¬ 
tion  or  the  ground  handling  point  at  the 
9  o’clock  location,  before  further  flight,  ex¬ 
cept  that  the  engine  may  be  operated  In  ac¬ 
cordance  with  PAR  Sf  21.197  and  21.199  to  a 
base  where  replacement  can  be  accomplished, 
replace  the  cracked  casing  with  a  serviceable 
casing. 

(d)  If  a  crack  is  found  dxudng  an  lnEq>ec- 
tlon  required  by  this  AD  that  has  progressed 
from  a  point  forward  to  a  point  aft  of  the 
oil  scavenge  boss  at  the  6  o’clock  .location, 
or  from  a  point  forward  to  a  point  aft  of  the 
ground  handling  point  at  the  9  o’clock  loca¬ 
tion,  replace  the  cracked  casing  with  a  serv¬ 
iceable  casing,  before  f\irther  flight,  except 
that  the  engine  may  be  operated — 

(1)  In  accordance  with  PAR  {{  31.197  and 
21.199  to  a  base  where  replacement  can  be 
accomplished;  or 

(2)  Par  up  to  7  additional  cycles  If — 

(I)  There  Is  no  visible  loss  of  oil; 

(II)  Engine  oil  consumption  remains 
within  limits;  and 

(III)  All  other  engines  on  the  aircraft  are 
inspected  In  accordance  with  this  AD  at  the 
same  time  as  the  affected  engine  and  found 
free  of  cracks. 

(e)  Repeat  the  Inspection  specified  in 
paragraph  (b)  of  this  AD  at  Intervals  not  to 
exceed — 

(1)  300  cycles  for  engines  Incorporating 
Rolls  Royce  Service  Bulletin  72-3660  dated 
January  20,  1976,  or  Rolls  Royce  Service  Bul¬ 
letin  72-3681  dated  October  7,  1974,  or  an 
PAA  approved  equivalent  of  either;  or 

(2)  160  cycles  for  engines  not  covered  in 
paragraph  (e)  (1)  of  this  AD. 

(f)  Por  the  purpose  of  this  AD.  the  num¬ 
ber  of  cycles  equals  the  number  of  flights 
that  Involve  an  engine  operating  sequence 
consisting  of  engine  starting,  takeoff,  opera¬ 
tion,  landing,  and  engine  shutdown. 

(g)  Report  all  cracks  found  as  a  result  of 
any  Inspection  performed  In  compliance  with 
this  AD  within  10  days  of  the  Inspection  to 
the  Chief,  Engineering  and  Manufactiudng 
Division,  Plight  Standards  Service,  Attention: 
APS  140,  Pederal  Aviation  Administration, 
800  Independence  Avenue  SW..  Washington, 
D.C.  20591.  Each  report  must  include  the 
part  number,  total  time  in  service  on  the 
part,  the  number  of  flight  cycles  on  the  part, 
size  and  location  of  cracks,  engine  serial 
number,  and  engine  position.  (Reporting  ap¬ 


proved  by  the  Bureau  of  the  Budget  under 
BOB04RO174.) 


This  Amendment  supersedes  Amend¬ 
ment  39-2060  (39  PR  44740) .  AD-75-02- 
02,  and  the  telegraphic  AD  adopted  on 
October  4, 1974. 

This  Amendment  becomes  effective 
April  10, 1975. 


Issued  in  Washington,  D.C.  on  April  2, 
1975. 


James  M.  Vines, 
Acting  Director, 
Flight  Standards  Service. 


[PR  Doc.75-9338  Piled  4-9-75;8:46  am) 


[Docket  No.  76-NE-16;  Arndt.  39-2163] 

PART  39— AIRWORTHINESS  DIRECTIVES 

Sikorsky  S-61N  Helicopters  Certificated 
in  All  Categories 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (31  PR  13697) , 
an  Airworthiness  Directive  was  adopted 
on  Pebruary  14,  1975,  and  made  effective 
immediately  to  all  known  operators  of 
Sikorsky  S-61N  helicopters.  The  direc¬ 
tive  required  an  inspection  of  the  locking 
mechanism  of  the  baggage  door  prior  to 
each  flight,  and  required  a  reduction  in 
speed  and  a  landing  as  soon  as  practi¬ 
cable  if  the  door  opened  in  flight. 

Since  it  was  found  that  immediate 
corrective  action  was  required,  notice  and 
public  procedure  thereon  were  imprac¬ 
ticable  and  contrary  to  the  public  in¬ 
terest,  and  good  cause  existed  for  making 
the  Airworthiness  Directive  effective  im¬ 
mediately  to  all  known  United  States 
operators  of  Sikorsky  S-61N  helicopters 
by  individual  telegrams  dated  Pebru¬ 
ary  14,  1975. 

Prior  to  the  publication  of  the  AD  in 
the  Pederal  Register,  the  agency  deter¬ 
mined  that  a  reduction  in  speed  to  45 
knots  would  provide  an  adequate  margin 
of  safety,  and  that  the  speed  reduction 
would  be  required  only  if  the  baggage 
door  could  not  be  closed  and  locked  after 
opening  in  flight.  Since  this  change  to 
the  AD  relieves  a  restriction  and  imposes 
no  additional  burden  on  any  person,  no¬ 
tice  and  public  procedure  thereon  are 
unnecessary  and  it  may  be  made  effec¬ 
tive  in  less  than  thirty  (30)  days. 

The  full  text  of  the  AD.  incorporating 
the  change  to  a  45  knot  speed  reduction 
if  the  baggage  door  cannot  be  closed  and 
locked  after  opening  in  flight,  is  hereby 
published  in  the  Pederal  Register  as  an 
amoidment  to  9  39.13  of  Part  39  of  the 
Pederal  Aviation  Regulations: 

Sikobskt:  Applies  to  S-81N  helicopters 
certificated  In  all  categories. 

Compliance  required  within  6  hours  time 
in  servioe  after  the  effective  date  of  this  AD. 

(1)  Prior  to  each  flight,  a  flight  crewmem¬ 
ber  or  ground  service  personnel  shaU  check 
the  baggage  door,  P/N  S6120-72601-1,  to  en¬ 
sure  that  it  is  closed  and  the  locking  mech¬ 
anism  and  pins  are  in  the  locked 
position. 

(2)  If  the  baggage  door  t^ns  in  flight  as 
indicated  by  warning  light  in  the  instrument 
panel  and  the  door  cannot  be  closed  and 
locked,  the  aircraft  speed  must  be  reduced  to 
46  knots  and  a  landing  made  as  soon  as 
practicable. 


This  amendment  becomes  effective 
April  10, 1975. 

This  amendment  is  made  under  the 
authority  of  section  313(a),  601,  and  603 
of  the  Pederal  Aviation  Act  of  1958  (49 
U.S.C.  1354(a),  1421,  and  1423)  and  of 
section  6(c)  of  the  Department  of 
Transportation  Act  (49  U.S.C.  1655(c)). 

Issued  in  Burlington,  Massachusetts, 
on  March  31, 1975. 

Quentin  S.  Taylor, 

Director,  New  England  Region. 

[FR  Doc.75-9339  PUed  4-9-76:8:45  am] 


Title  16 — Commercial  Practices 

CHAPTER  I— FEDERAL  TRADE 
COMMISSION 

[Docket  No.  C-2614] 

PART  13 — PROHIBITED  TRADE  PRAC¬ 
TICES,  AND  AFFIRMATIVE  CORRECTIVE 

ACTIONS 

Brown’s  Quality  Furniture,  Inc.,  et  al. 

Correction 

In  PR  Doc.  75-8228,  appearing  at  page 
14299  in  the  issue  for  Monday,  March  31, 
1975,  make  the  following  changes: 

1.  On  page  14299  in  the  third  coliunn, 
in  line  flve  of  paragraph  (2)  the  reference 
to  “226.3(c)(2)”  should  read  “226.8(c) 
(2)”. 

2.  On  page  14299  in  the  third  column, 
in  the  third  line  of  paragraph  (12),  in¬ 
sert  the  word  “with”  after  the  words 
“•  *  *  in  accordance”. 


[Docket  No.  8932-0] 

PART  13— PROHIBITED  TRADE  PRAC¬ 
TICES,  AND  AFFIRMATIVE  CORRECTIVE 
ACTIONS 

Fedders  Corporation 
Correction 

In  PR  Doc.  75-8229,  appearing  at  page 
14300  in  the  issue  for  Monday.  March  31, 
1975,  make  the  following  change^ 

On  page  14300  in  the  second  column 
imder  the  heading  Pinal  Order,  the  line 
reading  “P.  3,  line  9,  word  ‘asserting’.” 
should  read  “P.  3,  line  9,  word  4  ‘assert¬ 
ing’.” 


CHAPTER  11— CONSUMER  PRODUCT 
SAFETY  COMMISSION 

SUBCHAPTER  C — FEDERAL  HAZARDOUS 
SUBSTANCES  ACT  REGULATIONS 

PART  1500 — HAZARDOUS  SUBSTANCES 
AND  ARTICLES;  ADMINISTRATION  AND 
ENFORCEMENT  REGULATIONS 

Test  Methods  for  Simulating  Use  and  Abuse 
of  Toys,  Games,  and  Other  Articles  In¬ 
tended  for  Use  by  Children;  Corrections 

In  FR  Doc.  75-225  appearing  at  page 
1480  in  the  Federal  Register  of  Janu¬ 
ary  7,  1975: 

1.  Sectlmi  1500.50  commencing  on 
page  1483  is  corrected: 

a.  In  paragraph  (b)  by  changing 
“(bid)  Application — general.  (1)”  to 
read  “(b)  Application — general.  (Dd)”. 

b.  In  paragraph  (b)(4)  by  changing 
“(23‘’±2'’)”  toread“(23"±2*  C.)”. 
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2.  Section  1500.51  commencing  on 
page  1484  is  corrected: 

a.  In  paragraph  (b)  (2)  by  changing 
"Vs  inch”  and  ”2.5  inch”  to  read 
“Va-inch”  and  “2.5-inch”  respectively. 

b.  In  paragraph  (b)(3)  by  deleting 
the  comma  after  “±0.5  inch”. 

c.  In  paragrai^  (b)  (4)  (ii)  by  insert¬ 
ing  a  comma  after  “(0.085  cubic  meter)  ”. 

d.  In  paragraph  (c)  (2)  by  .  deleting 
the  comma  after  “(0.635  centimeter)  ”. 

e.  In  paragrai^  (c)  (3)  by  deleting  the 
comma  after  “.(11.35  kilograms)  ”. 

f.  In  paragr£^h  (d)(2),  second 
sen  twice,  by  deleting  the  comma  after 
“(5  centimeters)  ”  in  two  places. 

g.  In  paragraph  (e)(1)  (ii)  by  chang¬ 
ing  “road  or  shaft”  to  read  “rod  or  shaft”, 

h.  In  paragraph  (e)  (2)  (i)  by  changing 
•*±2  inch  pound”  to  ^read  “±0.2  inch- 
pound”. 

i.  In  paragraph  (e)  (3)  by  changing  “2 
inch  pounds  ±0.2  povmd”  to  read  “2  inch- 
ixmnds  ±0.2  inch-pound”. 

j.  Also  in  paragraph  (e)  (3)  by  chang-^ 
ing  “2.30  kilogram -centimeters  (2  inch- 
pounds)”  to  read  “2  inch-pounds  (2.30 
kilogram -centimeters)  ”. 

k.  In  paragraph  (f)  (1)  (ii)  by  changing 
"(4.55  kilograms)”  to  read  “(4.55-kilo¬ 
grams)  ”, 

l.  In  paragraph  (f)(3)  by  changing 
"(4.55  kilogram)”  to  read  “(4.55-kilo¬ 
gram)  ”  in  two  places. 

m.  In  paragraph  (g)  (2)  by  changing 
"(0.375  inch)”  to  read  “0.375  inch”  and 
by  changing  inch)”  to  read 
inch". 

3.  Section  1500.52  commencing  on  page 

1485  is  corrected: 

a.  In  paragraph  (b)(1)  by  deleting  the 
comma  after  "(1.8  kilograms)”. 

b.  In  paragraph  (b)  (2)  by  changing 
"Vb  inch  (0.3  centimeter)”  to  read  “Ve- 
Inch  (0.3-centlmeter)”  and  by  changing 
“2.5  inch  (6.4  centimeter)  ”  to  read  “2.5- 
Inch  (6.4-centimeter)”. 

c.  In  paragraph  (b)  (3)  by  deleting  the 
comma  after  “(0.92  meter)  ”. 

d.  In  paragrai^  (b)  (4)  (ii)  by  insert¬ 
ing  a  comma  after  "  (0.085  cubic  meter)  ”. 

e.  In  paragraph  (d)  (1)  by  deleting  the 
comma  after  “(5  centimeters)”. 

f.  In  paragraph  (d)  (2)  by  changing 
“(0.95  centimeter)”  to  read  “(0.95- 
centimeter)  ”. 

g.  In  paragraph  (e)  (3)  by  changing 
“±0.2  Inch-pounds”  to  read  “±0.2  inch- 
pound”  in  two  places. 

h.  In  paragraph  (f)  (1)  (il)  by  chang¬ 
ing  “(±0.5  pound”  to  read  “±0.5  pound”. 

4.  Section  1500.53  commencing  on  page 

1486  is  corrected: 

a.  In  paragraph  (b)  (2)  by  deleting  the 
comma  after  “(0.3-centimeter)  ”. 

b.  In  paragraph  (b)  (3)  by  inserting  a 
c(xnma  in  the  first  sentence  after  “(b) 
(4)  (i)  and  (ii)  of  this  section”. 

c.  In  paragraph  (c)(3)  by  changing 
“(0.64  to  1.27  centimeters)  inch),”  to 
read  “(0.64  to  1.27  centimeters) 

d.  In  paragraph  (d)(2)  by  changing 
“13-gauge  thick  cold-rolled  steel”  to  read 
“13 -gauge  cold-rolled  steel”. 

e.  In  paragraph  (e)(2)  by  changing 
“(2)  Testing  equipment — "to  read  "(2) 
Test  equipment — ". 


f.  In  paragraph  (f)  (1)  (ii)  by  changing 
“15  pound”  to  read  “15  pounds”. 

5.  In  §§  1500.51(b)(4),  1500.52(b)(4), 
and  1500.53(b)(4),  respectively,  by 
changing  “2,560  or  more  square  centi¬ 
meters  (400  or  more  square  inches)”  to 
read  “400  or  more  square  inches  (2,560 
or  more  square  centimeters)  ”. 

Dated:  April  7,  1975. 

Sadye  E.  Dunn, 
Secretary,  Consumer 
Product  Safety  Commission. 
IFR  Doc.75-9334  Piled  4-9-75;8:45  am] 


Title  21 — Food  and  Drugs 
CHAPTER  I— FOOD  AND  DRUG  ADMINIS¬ 
TRATION,  DEPARTMENT  OF  HEALTH. 
EDUCATION.  AND  WELFARE 
SUBCHAPTER  G — COSMETICS 

PART  701— COSMETIC  LABELING 
Designation  of  Ingredients  on  Package 
Labels 

Correction 

In  FR  Doc.  75-5330  appearing  at  page 

8918  in  the  issue  for  Monday,  March  3, 
1975,  make  the  following  change,  on  page 

8919  in  the  first  full  paragraph  in  the 
third  column  and  in  the  sixth  line  the 
word  “products”  should  read  “product”. 


PART  740  COSMETIC  PRODUCT 
WARNING  STATEMENTS 

Warning  Statements 

Correction 

In  m  Doc.  75-5328  appearing  at  page 
8912  in  the  issue  for  Monday,  March  3, 
1975,  make  the  following  changes: 

1.  On  page  8912,  in  the  second  column, 
in  the  foiuth  whole  paragraph,  and  in 
the  ninth  line  the  word  “imusual”  should 
be  changed  to  read  “usual”. 

2.  Also  on  page  8912,  in  the  second 
column,  in  the  fourth  whole  paragraph, 
and  in  the  twelfth  line  from  the  bottom 
of  the  paragraph  the  word  “one”  should 
read  “once”. 


PART  740— COSMETIC  PRODUCT 
WARNING  STATEMENTS 

Feminine  Deodorant  Sprays 
Correction 

In  FR  Doc.  75-5329  appearing  at  page 
8926  in  the  issue  for  Monday,  March  3, 
1975,  make  the  following  change,  on  page 
8928  in  the  second  coltimn,  in  the  last 
paragraph,  and  in  the  third  line  the  word 
“scrap”  should  read  “sprays”. 


Title  24 — Housing  and  Urban  Development 

CHAPTER  X— FEDERAL  INSURANCE 
ADMINISTRATION 

SUBCHAPTER  B — NATIONAL  FLOOD 
INSURiUlCE  PROGRAM 

[Docket  No.  FI-310] 

PART  1915 — IDENTIFICATION  OF 
SPECIAL  HAZARD  AREAS 

Correction 

Tlie  Correction  of  the  Identification  of 
Special  Hazard  Areas  published  on  No¬ 


vember  13,  1974,  in  39  FR  40016  is  here¬ 
by  corrected  to  read:  On  July  23,  1971, 
in  36  FR  13675,  the  Federal  Insurance 
Administrator  published  a  list  of  com¬ 
munities  with  Special  Flood  Hazard 
Areas  and  the  map  number  and  locations 
where  Flood  Insurance  Rate  Maps  were 
available  for  public  inspection.  This  list 
included  Arlington,  Texas,  as  an  eligible 
community  and  included  Map  No.  H 
485454  16  which  indicates  that  Rushmoor 
Subdivision,  First  Increment,  as  recorded 
in  Volume  388-84,  Page  3,  and  Second 
Increment,  as  recorded  in  Volume  388- 
95,  Pages  8  and  9  of  the  Map  Records  of 
Tarrant  County,  Texas,  are  in  their  en¬ 
tirety  within  the  Special  Flood  Hazard 
Area.  It  has  been  determined  by  the  Fed¬ 
eral  Insurance  Administration,  after 
further  technical  review  of  the  above 
map  in  light  of  addltionsd,  recently  ac¬ 
quired  flood  information,  that  the  above 
property  is  not  within  the  Special  Flood 
Hazard  Area.  Accordingly,  effective  July 
23,  1971,  Map  No.  H  485454  16  is  hereby 
corrected  to  reflect  that  the  above  prop¬ 
erty  is  not  within  the  Special  Flood  Haz¬ 
ard  Area. 

(National  Flood  Insurance  Act  of  1968  (Title 
Xin  of  Housing  and  Urban  Development  Act 
of  1968),  effective  January  28,  1969  (  33  FR 
17804,  November  28,  1968),  as  amended.  42 
U.S.C.  4001-4128;  and  Secretary's  delegation 
of  authority  to  Federal  Insurance  Adminis¬ 
trator  34  FR  2680,  February  27,  1969,  as 
amended  by  39  FR  2787,  January  24,  1974.) 

Is.sued;  March  21, 1975. 

J.  Robert  Hunter, 

Acting  Federal  Insurance 
Administrator. 

[FR  Doc.75-9298  Piled  4-9-75:8:46  am] 


(Docket  No.  FT-340] 

PART  1915 — IDENTinCATION  OF 
SPECIAL  HAZARD  AREAS 

Correction 

On  August  21, 1974,  in  39  FR  30122,  the 
Federal  Insurance  Administrator  pub¬ 
lished  a  list  of  communities  with  Special 
Flood  Hazard  Areas  and  the  map  num¬ 
ber  and  locations  where  Flood  Insurance 
Rate  Maps  were  available  for  public  in¬ 
spection.  This  list  included  the  City  of 
Columbus.  Ohio,  as  an  eligible  commu¬ 
nity  and  included  Map  No.  H  390170  01 
which  indicates  that  Lot  No.  2.  Scioto 
Park  Subdivision,  Columbus,  Ohio,  as 
recorded  in  Plat  Book  No.  43,  Page  108 
in  the  oflace  of  the  Recorder  of  Franklin 
County,  Ohio,  is  in  its  entirety  within 
the  Special  Flood  Hazard  Area.  It  has 
been  determined  by  the  Federal  Insur¬ 
ance  Administration,  after  further  tech¬ 
nical  review  of  the  above  map  in  light  of 
additional,  recently  acquired  flood  infor¬ 
mation,  that  the  above  property  is  not 
within  the  Special  Flood  Hazard  Area. 
Accordingly,  effective  August  9.  1974, 
Map  No.  H  390170  01,  is  hereby  corrected 
to  reflect  that  the  above  property  is  not 
within  the  Special  Flood  Hazard  Area. 

(National  Flood  Insurance  Act  of  1068  (Title 
YTTT  ot  Housing  and  Urban  Development  Act 
of  1968),  effective  January  28,  1960  (88  FR 
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17804,  November  28,  1968),  as  amended,  42 
U.S.C.  4001-4128;  and  Secretary’s  delegation 
of  authOTlty  to  Federal  Insurance  Adminis¬ 
trate  84  FR  2680,  February  27,  1969,  as 
amended  by  39  FR  2787,  January  24, 1974.) 

Issued:  March  19, 1975. 

J.  Robert  Hunter, 

Acting  Federal  Insurance 
Administrator. 

[FR  Doc.  76-9299  FUed  4-9-76;8:45  am] 


PART  1915— IDENTIFICATION  OF 
SPECIAL  HAZARD  AREAS 

Correction 

On  August  31, 1972,  in  37  PR  17704,  the 
Federal  Insurance  Administrator  pub¬ 
lished  a  list  of  communities  with  Special 
Flood  Hazard  Areas  and  the  map  number 
and  locations  where  Flood  Insurance 
Rate  Maps  were  available  for  public  in¬ 
spection.  TTiis  list  included  the  City  of 
Winston-Salem,  North  Carolina,  as  an 
eligible  community  and  Included  Map 
No.  H  375360  13,  which  indicates  that 
Lot  B  of  the  C.  M.  Thomas  Property, 
Winston-Salem,  North  Carolina,  as  re¬ 
corded  in  Plat  Book  15,  Page  50,  in  the 
records  of  Forsyth  County,  North  Caro¬ 
lina,  is  in  its  entirety  within  the  Special 
Flood  Hazard  Area.  It  has  been  deter¬ 
mined  by  the  Federal  Insurance  Admin¬ 
istration,  after  further  technical  review 
of  the  above  map  in  light  of  additional, 
recently  acquired  flood  information,  that 
the  structure  on  the  above  property  is 
within  Zone  B,  and  is  not  within  the 
Special  Flood  Hazard  Area.  Accordingly, 
effective  March  24,  1971,  Map  No.  H 
375360  13,  is  hereby  corrected  to  reflect 
that  the  structure  on  the  above  property 
is  not  within  the  Special  Flood  Hazard 
Area. 

(National  Flood  Insurance  Act  of  1968  (Title 
XIII  of  Housing  and  Urban  Development  Act 
of  1968),  effective  January  28,  1969  (33  FR 
17804,  November  28,  1968),  as  amended,  42 
n.S.C.  4001-4128;  and  Secretary’s  delegation 
of  authority  to  Federal  Insiirance  Adminis¬ 
trator,  84  FR  2680,  February  27,  1969,  as 
amended  by  39  FR  2787,  January  24,  1974.) 

Issued:  March  27, 1975. 

J.  Robert  Hunter, 

Acting  Federal  Insurance 
Administrator. 

[FR  Doc.76-9300  FUed  4-9-76;8:46  am] 

Title  29 — Labor 

CHAPTER  XIV— EQUAL  EMPLOYMENT 
OPPORTUNITY  COMMISSION 

PART  1601— PROCEDURAL 
REGULATIONS 

Subpart  G — Case  Processing  Under  §  707 
of  Title  VII 

Section  5  of  the  Equal  Employment 
Opportunity  Act  of  1972,  Pub.  L.  92-261, 
amended  section  707  of  the  Civil  Rights 
Act  of  1964,  42  U.S.C.  2000e-6,  and  pro¬ 
vided  that  effective  two  years  after  the 
date  of  the  enactment  of  the  Equal  Em¬ 
ployment  Opportvmity  Act,  the  functions 
of  the  Attorney  General  imder  section 
707  be  transferred  to  the  Equal  Employ¬ 


ment  Opportunity  Commission.  Hie  fol¬ 
lowing  regulations  are  promulgated  to 
make  clear  various  fimctions  and  re¬ 
sponsibilities  within  the  Commission  re¬ 
garding  the  processing  of  cases  under 
section  707  of  the  Civil  Rights  Act  of 
1964,  as  amended.  At  a  duly  constituted 
Commission  meeting  held  on  April  1, 
1975,  the  Commission  adopted  the  regrula- 
tions  appearing  below. 

'The  section  707  regulations  provide 
that  any  Commissioner  may  designate  a 
charge  for  processing  under  S  707  and 
that  the  General  Counsel  is  authorized 
to  administratively  process  such  charges 
and  any  other  related  charges  which  the 
General  Counsel  designates  for  consoli¬ 
dation.  Hie  General  Counsel  is  made  re¬ 
sponsible  for  furnishing  the  10  day  no¬ 
tice  of  the  charge  to  respondents,  for 
deferring  charges  to  State  and  local  de¬ 
ferral  agencies  (as  deflned  in  29  CFR 
1601.12(c)),  for  conducting  the  inves¬ 
tigation  of  the  charge,  and  for  enforcing 
subpoenas  issued  as  a  part  of  the  inves¬ 
tigation  of  such  charges.  The  General 
Counsel  will  conduct  conciliation  efforts 
when  the  Commission  makes  a  reasonable 
cause  determination  that  discrimination 
has  occurred  and  will  issue  notices  of 
right  to  sue.  The  (General  Counsel  is  also 
responsible  for  commencing  litigation 
against  those  respondents  who  have 
failed  or  refused  to  sign  a  conciliation 
agreement  and  against  whom  the  Com¬ 
mission  determines  the  General  Counsel 
should  commence  litigation. 

Accordingly,  Part  1601  of  Htle  29  of 
the  Code  of  Federal  Regulations  is  hereby 
amended  by  adding  new  Subpart  G, 
§§  1601.50,  1601.51,  1601.52,  1601.53, 

1601.54,  1601.55,  1601.56,  1601.57,  1601.58, 
and  1601.59  as  set  forth  below.  These 
are  procedural  amendments  and  are  ef¬ 
fective  immediately. 

Subpart  G — Casa  Processing  Under  S  707  of 
Title  VII 

Sec. 

1601.60  Purpose. 

1601.61  Delegation  of  Authority. 

1601 .62  Initiation  of  S  707  charge. 

1601.63  Service  of  notice  of  charge. 

1601.64  Deferral. 

1 601 .66  Investigation. 

1601.66  Issuance  of  subpoenas;  petitions  to 

revoke  subpoenas;  enforcement  of 
subpoenas. 

1601.67  Commission  reasonable  cause  find¬ 

ing. 

1601.68  Voluntary  compUance;  settlements; 

commission  authority  to  file  suit. 
1601.59  Notice  to  aggrieved  perscHis  and  per¬ 
son  filing  charge  on  behalf  of  ag¬ 
grieved  persons. 

AuTHORiTT :  Secs.  706,  707,  709,  710,  and  713 
(a) ,  CivU  Rights  Act  of  1964,  and  as  amended, 
86  Stat.  104-109,  78  Stat.  262,  265  (42  U.S.C. 
(Supp.  n)  2000e-6,  -6,  -9,  42  UJS.C.  2000e-8, 
-12(a). 

§  1601.50  Purpose. 

The  regulations  of  this  subpart  apply 
to  charges  designated  for  processing 
imder  the  Commission’s  authority  as  set 
forth  in  section  707  of  the  Act.  The  Gen¬ 
eral  Counsel  shall  process  such  charges 
on  behalf  of  the  Commission  (mce  Uiey 
have  been  designated  for  section  707 
processing. 


§  1601.51  Delegation  of  authority. 

The  General  Counsel  is  hereby  dde- 
gated  authority  to  give  notice  of  and  to 
defer  charges  to  State  and  local  706  agen¬ 
cies  as  deflned  in  §  1601.12(c),  to  give 
notice  of  charges  to  respondents,  to  in¬ 
vestigate  charges,  to  sign  and  issue  sub¬ 
poenas,  and  to  conciliate  charges  of 
employment  discrimination. 

§  1601.52  Initiation  of  Section  707 
fJiarge. 

Any  member  of  the  Commission  may 
designate  a  charge  for  section  707  proc¬ 
essing  under  this  subpart.  Any  related 
charge  shall  be  processed  under  this  sub¬ 
part  if  the  General  Counsel  determines 
that  it  should  be  consolidated  with  the 
charge  designated  for  section  707  proc¬ 
essing  by  a  member  of  the  Commission. 

§  1601.53  Service  of  notice  of  charge. 

Within  10  days  of  the  flUng  of  a 
charge,  the  General  Counsel  shall  furnish 
the  respondent  with  a  notice  of  the 
charge  (including  the  date,  place  and 
circumstances  of  the  alleged  unlawful 
employment  practice)  by  mall  or  in 
person.  Hie  General  Counsel  need  not 
furnish  such  notice  if,  prior  to  the  des¬ 
ignation  of  the  charge  for  section  707 
processing,  the  notice  has  been  furnished 
pursuant  to  §  1601.13. 

§  1601.54  Deferral. 

(a)  Where  the  alleged  unlawful  em¬ 
ployment  practice  occurs  in  a  State  or 
political  subdivision  of  a  State  which  has 
a  State  or  local  law  prohibiting  the  prac¬ 
tice  alleged  and  establishing  or  author¬ 
izing  a  State  or  local  authority  to  grant 
or  seek  relief  from  such  practice  (or  to 
institute  criminal  proceedings) ,  the  Gen¬ 
eral  Counsel  shall  notify,  on  b^ialf  of 
the  CkHnmlssion,  the  appropriate  State 
or  local  706  Agency,  as  deflned  in 
§  1601.12(c),  before  taking  any  action 
with  respect  to  a  Commissioner’s  Charge. 

(b)  The  General  Couns^,  on  behalf 
of  the  Commission,  shall  not  defer  such 
Commissioner’s  Charge  unless  the  State 
or  political  subdivision  notifled  in  para¬ 
graph  (a)  of  this  section  within  10  days 
of  receipt  of  such  notice  requests  sub¬ 
mission  of  the  charge  to  its  jurisdiction. 

(c)  Where  deferral  is  made  by  the 
General  Counsel  in  paragraph  (b)  of 
this  section,  the  deferral  shall  be  for  no 
less  than  60  days,  unless  a  shorter  period 
is  requested. 

(d)  Charges  filed  by  individuals  shall 
be  deferred  pursuant  to  the  provisions 
of  §  1601.12,  except  that  they  shall  be 
deferred  by  the  General  Coimsel. 

§  1601.55  Investigation. 

’Hie  General  Counsel  shall  Investigate 
any  charge  designated  for  section  707 
processing  or  any  charges  consolidated 
with  that  charge  pursuant  to  9  1601.52. 

§  1601.56  Issuance  of  subpoenas;  peti¬ 
tions  to  revoke  subpoenas;  enforce¬ 
ment  of  subpoenas. 

(a)  As  part  of  the  investigation  of  a 
charge,  the  General  Counsel  may  sign 
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and  issue  a  subpoena  requiring  the  at¬ 
tendance  and  testimony  of  witnesses  and 
the  production  of  evidence  including,  but 
not  limited  to  books,  records,  correspond¬ 
ence  or  documents  in  the  possession  or 
under  the  control  of  the  person  sub¬ 
poenaed.  The  subpoena  shall  state  the 
name  and  address  of  the  issuer;  and 
identify  the  person  or  evidence  sub¬ 
poenaed,  and  the  iierson  to  whom  and 
the  place,  date,  and  time  at  which  it  is 
returnable.  A  subpoena  may  be  return¬ 
able  to  any  attorney  designated  in  the 
subpoena.  The  General  Counsel  shall  not 
issue  a  subpoena  upon  the  request  of  a 
person  filing  a  charge,  a  person  on  whose 
behalf  a  charge  was  filed,  or  a'  respond¬ 
ent. 

(b)  Any  person  served  with  a  subpoena 
who  intends  not  to  conujly  with  the  sub¬ 
poena  shall,  within  5  days  of  the  service 
of  the  subpoena,  petition  the  Commis¬ 
sion  in  writing  to  revoke  or  modify  the 
subpoena.  The  petition  shall  be  served 
on  the  Director  of  Compliance  by  mail 
at  the  Equal  Employment  Opportimity 
Commission,  Washington,  D.C.  20506, 
and  a  copy  shall  be  served  on  the  Com¬ 
mission  attorney  to  whom  the  subpoena 
is  returnable.  The  petition  shall  state 
each  ground  on  which  the  petition  relies. 
Within  eight  days  of  receipt,  insofar  as 
possible,  the  Commission  shall  pass  on 
the  petition  and  shall  serve  a  copy  of  its 
determination  on  the  petitioner.  For  pur¬ 
poses  of  this  section,  service  shall  be 
made  and  proof  thereof  established  pur¬ 
suant  to  section  11(4)  of  the  National 
Labor  Relations  Act,  as  amended,  29 
U.S.C.  161(4),  as  made  applicable  to  the 
proceeding  hereimder  by  section  710  of 
TiUe  vn,  42  U.S.C.  (Supp.  H)  2000e-9. 

(c)  If  any  person  fails  to  comply  with 
a  subpoena,  the  General  Counsel  may 
Institute  enforcement  proceedings  in  the 
appropriate  district  court  pursuant  to 
section  11(2)  of  the  National  Labor  Re¬ 
lations  Act,  as  amended,  29  n.S.C.  161(2). 

§  1601.57  ^Commi^iiion  reasonable  cause 
finding. 

(a)  Upon  completion  of  the  investiga¬ 
tion.  the  Commission  shall  determine 
whether  there  exists  reasonable  cause  to 
believe  that  the  respondent  is  engaged 
in  a  pattern  or  practice  of  imlawful  dis¬ 
crimination  within  the  meaning  of  sec¬ 
tion  707(a)  of  Title  vn.  A  finding  of  no 
reasonable  cause  shall  constitute  dismis¬ 
sal  of  the  charge. 

§  1601.58  Voluntarj  compliance;  settle¬ 
ments;  Commission  authority  to  file 
suit. 

A  finding  of  reasonable  cause  by  the 
Commission  shall  be  deemed  to  authorize 
'  the  General  Counsel  to  endeavor  to  elimi¬ 
nate  the  alleged  unlawful  employmoit 
ivactices  by  informal  methods  of  confer¬ 
ence,  conciliation  and  persuasion.  Should 
such  endeavors  fail  to  produce  a  concilia¬ 
tion  agreraient  satisfactory  to  the  Gen¬ 
eral  Counsel,  the  General  Counsel  may 
commence  UUgatlon  upon  approval  by 
the  Commission. 


f  1601.59  Notice  to  aggrieved  persons 
and  person  filing  charge  on  behalf 
of  aggrieved  persons. 

In  any  charge  designated  for  process¬ 
ing  under  this  subpart,  the  General 
Counsel  shall  issue  the  notice  required 
by  S§  160.25  and  1601.25c  to  be  Issued 
to  the  aggrieved  person  or  persons  and 
to  any  person  who  filed  the  charge  on  be¬ 
half  of  the  aggrieved  person  or  persons. 

Signed  at  Washington,  D.C.,  this  4th 
day  of  April,  1975. 

Ethel  Bent  Walsh, 

Acting  Chairman. 

[FE  Doc.75-9394  Filed  4-9-75;8:45  amj 


Title  32 — National  Defense 

CHAPTER  I— OFFICE  OF  THE 
SECRETARY  OF  DEFENSE 

SUBCHAPTER  B — PERSONNEL;  MILITARY  AND 
CIVILIAN 

PART  40— STANDARDS  OF  CONDUCT 
Purpose  and  Objectives 

This  revised  part  40  updates  and  in¬ 
corporates  changes  to  the  Department  of 
Defense  “Standards  of  Conduct”  relat¬ 
ing  to  possible  conflict  between  private 
interest  and  official  duties  by  Depart¬ 
ment  of  Defense  personnel.  This  set  of 
standards  is  in  implementation  of  (1) 
Executive  Order  11222  of  May  8,  1965, 
prescribing  Standards  of  Elthical  Con¬ 
duct  for  Government  Officers  and  Em¬ 
ployees  and  (2)  The  C?ivll  Service  Com¬ 
mission  Regulation  of  October  1,  1965, 
as  amended  August  9,  1967.  It  is  in  con¬ 
sonance  with  the  Code  of  Ethics  for 
Government  Service  contained  in  House 
ConciuTent  Resolution  175,  85th  Con¬ 
gress,  which  applies  to  all  Government 
personnel. 

Sec. 

40.1  Purpose  and  objective. 

40.2  AppllcabUlty. 

40.3  Etblcal  standards  of  conduct. 

40.4  Bribery  and  graft. 

40.5  Oratultles. 

40.6  Prohibition  of  contributions  or  pres¬ 

ents  to  superiors. 

40.7  Use  of  Government  facilities,  proper¬ 

ty,  and  manpower. 

40.8  Use  of  Civilian  and  MUltary  titles  In 

connection  with  commercial  enter¬ 
prises. 

40.9  Outside  employment  of  DoD  person¬ 

nel. 

40.10  Gambling,  betting,  and  lotteries. 

40.11  Indebtedness. 

40.12  Information  to  personnel. 

40.13  Reporting  suspected  violations. 

40.14  Statements  of  employment  and 

financial  Interests. 

40.15  Confilct  of  Interest  laws. 

40.16  Effective  date  and  implementation. 

Appendix  A — ^House  Concurrent  Resolution 
175  (85th  Congress,  2d  Session). 
Appendix  B — ^Digest  of  Conflict  of  Interest 
Laws. 

Appendix  C — ^Extract  from  Appendix  C  of 
Civil  Service  Personnel  Manual  Sys¬ 
tem  on  Special  Government  Em¬ 
ployees  (Including  Guidelines  for  Ob- 
talnlng  and  Utilizing  the  Services  of 
Special  Government  Employees). 

AuTHoamr:  PubUc  Laws  87-777  and  87-849. 


§  40.1  Purpose  and  objectives. 

(a)  This  Part  prescribes  the  standards 
of  conduct,  relating  to  possible  conflict 
between  private  Interests  and  official 
duties,  required  of  all  Department  of 
Defense  personnel,*  regardless  of  assign¬ 
ment,  CTlose  adherence  to  these  prin¬ 
ciples  will  insure  compliance  with  the 
h^h  ethical  standards  demanded  of  all 
public  servants.  Violations  of  this  Part 
may  be  cause  for  appropriate  discipli¬ 
nary  action  which  may  be  in  addition  to 
any  penalty  provided  by  law. 

(b)  This  part  is  in  implementation  of 

(1 )  Executive  Order  11222  of  May  8, 1965, 
prescribing  Standards  of  Ethical  Conduct 
for  Government  Officers  and  Employees, 
and  (2)  The  Civil  Service  Commission 
Regulation  of  October  1,  1965,  as 

amended  Auerust  9,  1967.  It  is  in  conso¬ 
nance  with  the  Code  of  Ethics  for  Gov¬ 
ernment  Service  contained  in  House  con¬ 
current  Resolution  175,  85th  Congress, 
which  applies  to  all  Government  per¬ 
sonnel.  (See  Appendix  A  to  this  Part.) 

(c)  This  Part  includes  standards  of 
conduct  based  on  the  revisions  of  the  con¬ 
flict  of  interest  laws  enacted  in  1962  (Pub. 
L.  87-777  and  Pub.  L.  87-849).  (See  Ap¬ 
pendix  B  to  this  Part.) 

§  40.2  Applicability. 

Tills  Part  applies  to  all  components  of 
the  DoD. 

§  40.3  Ethical  standards  of  conduct. 

(a)  General.  DoD  personnel  are  bound 
to  refrain  from  any  private  business  or 
professional  activity  or  from  having  any 
direct  or  Indirect  financial  Interest  which 
would  place  them  in  a  position  where 
there  is  a  conflict  between  their  private 
Interests  and  the  public  interests  of  the 
United  States,  particularly  those  related 
to  their  duties  and  responsibilities  as 
DoD  personnel.  Even  though  a  technical 
conflict,  as  set  forth  in  the  statutes  cited 
in  this  Directive,  may  not  exist,  DoD  per¬ 
sonnel  must  avoid  the  appearance  of  such 
a  conflict  from  a  public  confidence  point 
of  view.  DoD  personnel  will  not  engage 
in  any  private  business  or  professional 
activity  or  enter  into  any  financial  trans¬ 
action  which  Involves  the  direct  or  in¬ 
direct  use,  or  the  ai^arance  of  use,  of 
inside  information  gained  through  a  DoD 
position  to  further  a  private  interest  or 
for  private  gain  for  themselves  or  an¬ 
other  person  or  entity,  particularly  one 
with  whom  they  have  family,  business,^ 
or  financial  ties.  DoD  personnel  must  not 
use  their  DoD  positions  In  any  way  to 
induce  or  coerce,  or  give  the  appearance 
of  inducing  or  coercing,  any  person  (in¬ 
cluding  subordinates)  or  entity  to  pro¬ 
vide  any  financial  benefit  to  themselves 


>DoD  personnel,  as  used  In  this  Part,  un¬ 
less  the  context  Indicates  otherwise,  means 
all  civilian  officers  and  employees.  Including 
special  Government  employees,  of  all  the 
offices,  agencies  and  departments  In  the  De¬ 
partment  of  Defense  (Including  non-appro- 
prlated  fund  activities)  and  all  active  duty 
officers  and  enlisted  members  of  the  Army, 
Navy,  Air  Force,  and  Marine  Corps  (officers 
Includes  commissioned  and  warrant) . 
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or  another  person  or  entity,  particularly 
one  with  whom  they  have  family,  busi¬ 
ness,  or  financial  ties.  For  tlie  purpose  of 
this  paragraph,  “inside  information” 
means  information  obtained  under  Gov¬ 
ernment  authority  which  has  not  become 
part  of  the  body  of  public  information. 
This  paragraph  does  not  preclude  DoD 
personnel  from  teaching,  lecturing,  and 
writing  as  authorized  by  §  40.9(d),  nor 
does  it  preclude  DoD  personnel  from  hav¬ 
ing  -financial  interests  or  engaging  in 
financial  transactions  to  the  same  extent 
as  private  citizens  not  employed  by  the 
Government  so  long  as  they  are  not  pro¬ 
hibited  by  law  or  the  regulations  in  this 
part. 

(b)  Dealing  with  Present  and  Former 
Military  and  Civilian  Personnel.  DoD 
personnel  will  not  knowingly  deal  with 
military  or  civilian  personnel,  or  former 
military  or  civilian  personnel,  of  the 
Government,  if  such  action  will  result  in 
a  violation  of  a  statute  or  policy  set  forth 
in  this  Part. 

(c)  Membership  in  Associations.  All 
DoD  personnel  who  are  members  or  of¬ 
ficers  of  non-govemmental  associations 
or  organizations  must  avoid  activities  on 
behalf  of  the  association  or  organiza¬ 
tion  that  are  incompatible  with  their 
official  government  positions. 

(d)  Commercial  Soliciting  by  Active 
Duty  Members  of  the  Military.  Military 
personnel  on  active  duty  are  prohibited 
from  personal  commercial  solicitation 
and  sale  to  military  personnel  Junior  in 
rank  or  grade,  at  any  time,  on  or  off 
duty,  in  or  out  of  uniform.  This  limita¬ 
tion  includes,  but  Is  not  limited  to,  the 
personal  solicitation  and  sale  of  life  and 
automobile  insiiranc^,  stocks,  mutual 
funds,  real  estate  or  any  other  commodi¬ 
ties,  goods,  or  services. 

As  used  In  this  paragraph,  “personal 
conunercial  solicitation”  refers  to  those 
situations  where  a  military  member  Is 
employed  as  a  sales  agent  on  conunission 
or  salary,  and  contacts  prospective  pur¬ 
chasers  suggesting  they  buy  the  com¬ 
modity,  real  or  Intangible,  that  he  is  of¬ 
fering  for  sale.  This  prohibition  is  not 
applicable  to  the  one-time  sale  by  an 
individual  of  his  own  personal  property 
or  privately  owned  dwelling.  It  is  not  the 
intent  of  this  subparagraph  to  discour¬ 
age  the  off-duty  employment  of  military 
personnel,  but  It  is  the  intent  to  elimi¬ 
nate  any  and  all  Instances  where  it 
would  appear  that  coercion.  Intimida¬ 
tion.  or  pressure  was  used  based  on  rank, 
grade,  or  position. 

(e)  Assignment  of  Reserves  for  Train¬ 
ing.  DoD  personnel  who  are  respcmsible 
for  assigning  Reserves  for  training 
should  make  an  effort  to  assign  them 
when  they  are  on  active  duty  for  train¬ 
ing  to  duties  in  which  they  will  not  ob¬ 
tain  Information  that  could  be  used  by 
them  or  their  employers  to  give  them  an 
unfair  advantage  over  their  civilian  com¬ 
petitors. 

(f)  Conduct  prejudicial  to  the  Oov- 
emment.  DoD  personnel  shall  not  en¬ 
gage  In  criminal.  Infamous,  dishonest. 
Immoral,  or  notoriously  disgraceful  ocm- 
duct,  or  other  conduct  prejudicial  to  the 


Government.  Moreover,  DoD  personnel 
shall  avoid  any  action  whether  or  not 
specifically  prohibited  by  this  Part, 
which  might  result  in,  or  create  the  ap¬ 
pearance  of: 

(V)  Using  public  office  for  private 
gain; 

(2)  Giving  preferential  treatment  to 
any  person; 

(3)  Impeding  Government  efficiency 
or  economy; 

(4)  Losing  complete  independence  or 
impartiality; 

(5)  Making  a  Government  decision 
outside  official  channels;  or 

(6)  Affecting  adversely  the  confidence 
of  the  public  in  the  integrity  of  the  Gov¬ 
ernment. 

§  40.4  Rribcry  and  graft. 

In  general,  DoD  personnel  may  be  sub¬ 
ject  to  criminal  penalties  if  they  solicit, 
accept,  or  agree  to  accept  anything  of 
•  value  in  return  for  performing  or  re¬ 
fraining  from  performing  an  official  act 
(See  18  U.S.C,  201). 

§  40.5  Gratuities. 

(a)  Except  as  provided  in  paragraph 
(b)  of  this  section,  DoD  perstmnel  will 
not  solicit  or  accept  any  gift,  gratuity, 
favor,  entertainment,  loan,  or  any  other 
thing  of  monetary  value  either  directly 
or  indirectly  from  any  person,  firm,  cor¬ 
poration,  or  other  entity  which: 

( 1 )  Is  engaged  or  is  endeavoring  to  en¬ 
gage  in  procurement  activities  or  busi¬ 
ness  or  financial  transactions  of  any  sort 
with  any  agency  of  the  DoD; 

(2)  Conducts  operations  or  activities 
tliat  are  regulated  by  any  agency  of  the 
DoD;  or 

(3)  Has  interests  that  may  be  sub¬ 
stantially  affected  by  the  performance  or 
nonperformance  of  the  official  duty  of  the 
DoD  personnel  concerned.  Gifts,  gratui¬ 
ties.  favors,  entertainment,  etc.,  bestowed 
upon  members  of  the  immediate  families 
of  DoD  personnel  are  viewed  in  the  same 
light  as  those  bestowed  upon  DoD  per¬ 
sonnel.  Acceptance  of  gifts,  gratuities 
favors,  entertainment,  etc.,  no  matter 
how  innocently  tendered  and  received, 
from  those  who  have  or  seek  business 
with  the  Department  of  Defense  may  be 
a  soiu-ce  of  embarrassment  to  the  depart¬ 
ment  and  the  personnel  involved,  may 
affect  the  objective  Judgment  of  the  re¬ 
cipient  and  impair  public  confidence  in 
the  Integrity  of  the  business  relations 
between  the  department  and  industry. 

(b)  For  the  purpose  of  this  section,  a 
gift,  gratuity,  favor,  entertainment,  ete., 
includes  any  tangible  item.  Intangible 
benefits,  discounts,  tickets,  passes,  trans¬ 
portation,  and  accommodations  or  hospi¬ 
tality  given  or  extended  to  or  on  behalf 
of  the  recipient.  However,  the  restrictions 
in  paragraph  (a)  of  this  section  do  not 
apply  to  the  following: 

( 1 )  Instances  in  which  the  interests  of 
the  Government  are  served  by  participa¬ 
tion  of  DoD  personnel  in  widely  attended 
luncheons,  dinners,  and  similar  gather¬ 
ings  sponsm^  by  industrial,  technical, 
and  professional  associations  for  the  dis¬ 
cussion  of  matters  of  mutual  Interest  to 


Government  and  Industry.  Participation 
by  DoD  personnel  is  appropriate  when 
the  host  is  the  association  and  not  an 
individual  contractor.  Acceptance  of 
gratuities,  or  hospitality  from  private 
companies  in  connection  with  such  asso¬ 
ciation’s  activities  is  prohibited. 

(2)  Situations  in  which  the  interests 
of  the  Government  are  served  by  partici¬ 
pation  of  DoD  personnel  in  actiAdties  at 
the  expense  of  individual  defense  con¬ 
tractors  when  the  invitation  is  addressed 
to  and  approved  by  the  employing  agency 
of  DoD.  These  activities  include  public 
ceremonies  of  mutual  interest  to  indus¬ 
try,  local  communities,  and  the  depart¬ 
ment,  such  as  the  laimching  of  ships  or 
the  unveiling  of  new  weapons  systems, 
industrial  activities  which  are  sponsored 
by  or  encoimaged  by  the  Government  as 
a  matter  of  United  States  defense  or 
economic  policy,  such  as  sales  meetings 
to  promote  off-shore  sales  involving  for¬ 
eign  industrial  groups  or  governments. 

(3)  Luncheons  or  dinners  at  a  con¬ 
tractor’s  plant  on  an  infrequent  basis, 
when  the  conduct  of  official  business 
within  the  plant  vill  be  facilitated  and 
when  no  provision  can  be  made  for  in¬ 
dividual  payment. 

(4)  Situations  in  which,  in  the  judg¬ 
ment  of  the  individual  concerned,  the 
Government’s  interest  will  be  served  by 
participation  by  DoD  personnel  in  ac¬ 
tivities  at  the  expense  of  a  defense  con¬ 
tractor.  In  any  such  case  in  which  DoD 
personnel  accepts  any  gratuity,  favor, 
entertainment,  etc.,  eitoer  directly  or  in¬ 
directly  from  any  person,  firm,  corpora¬ 
tion,  or  any  other  entity  which  is  en¬ 
gaged  or  is  endeavoring  to  engage  in 
business  transactions  of  any  sort  with 
the  department,  a  report  of  the  circum¬ 
stances  will  be  made  within  48  hoiUB  by 
the  individual  to  the  designee  of  the 
Secretary  of  the  Military  Department 
concerned  or  the  designee  of  the  Secre¬ 
tary  of  Defense  in  the  case  of  DoD  per¬ 
sonnel  not  within  one  of  Uie  Military 
Departments. 

(5)  Speciality  advertising  items  of 
trivial  intrinsic  value. 

(6)  Customary  exchange  of  social 
amenities  between  personal  friends  and 
relatives  when  motivated  by  such  rela¬ 
tionship  and  extended  on  a  personal 
basis. 

(7)  Thinks  available  Impersonally  to 
the  general  public  or  classes  of  the  gen¬ 
eral  public  such  as  a  free  exhibition  by  a 
defense  contractor  at  a  world’s  fair. 

(8)  Trophies,  entertainment,  rewards, 
prizes,  given  to  competitors  in  contests 
which  are  open  to  the  public  generally 
or  which  are  officially  approved  for  par¬ 
ticipation  in  by  DoD  personnel. 

(9)  Transactions  between  and  among 
relatives  which  are  personal  and  con¬ 
sistent  with  the  relationship. 

(10)  The  acceptance  of  loans  from 
banks  or  other  financial  institutions  on 
customary  terms  to  finance  proper  and 
usual  activities  of  employees  such  as 
home  mortgage  loans. 

(11)  Social  activities  engaged  in  by 
officials  of  the  department  and  officers  in 
command  or  their  representatives  with 
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local  civilian  leaders  as  part  of  com¬ 
munity  relations  programs. 

(12)  Contractor-provided  local  trans¬ 
portation  whUe  on  official  business  and 
when  alternative  arrangements  are 
clearly  impracticable. 

(13)  Participation  in  civic  and  com- 
mimity  activities  by  £)oD  personnel  when 
the  relationship  with  the  defense  con¬ 
tractor  can  reasonably  be  characterized 
as  remote,  for  example,  participation  in 
a  little  league  or  Combined  Federal  Cam¬ 
paign  luncheon  which  is  subsidized  by  a 
concern  doing  business  with  a  defense 
activity. 

(14)  The  acceptance  of  accommoda¬ 
tions,  subsistence,  m*  services  furnished 
in  kind  in  connection  with  official  travel, 
from  other  than  Defense  contractors, 
when  authorized  by  the  order-issuing 
authority  as  in  the  overall  Government 
interest.  When  accommodations,  sub¬ 
sistence,  or  services  in  kind  are  furnished 
to  DOD  p>ersonnel  by  private  sources, 
ai^rc^riate  deductions  shall  be  made  in 
the  travd,  per  diem,  and  other  allow¬ 
ances  otherwise  payable  to  the  personnel, 
DOD  personnel  may  not  accept  personal 
reimbursement  fnxn  a  private  source  for 
expenses  Incident  to  official  travel,  unless 
authorized  piirsuant  to  5  U.S.C.  4111  or 
other  express  statutory  authority.  Ra,th- 
er,  any  reimbursement  must  be  made  to 
the  Government  by  check  payable  to  the 
Treasurer  of  the  United  States;  person¬ 
nel  will  be  reimbursed  by  the  Govern¬ 
ment  in  accordance  with  regulaticMis  re¬ 
lating  to  reimbursement.  In  no  case  shall 
DOD  personnel  accept — either  in  kind  or 
on  a  reimbxirsable  basis — benefits  which 
are  imder  prudent  standards  extrava¬ 
gant  or  excessive  in  nature. 

(c)  Except  as  provided  in  (b)  (12)  of 
this  section,  personnel  on  official  biisi- 
ness  may  not  accept  contractor-provided 
transp<Hl<ation,  meals  or  overnight  ac¬ 
commodations  in  connection  with  such 
official  business  so  long  as  Ck>vemment 
or  commercial  transportaticm  or  quar¬ 
ters  are  reasonably  available.  Where, 
however,  the  over-all  (government  in¬ 
terest  would  be  served  by  acceptance  by 
DOD  members  oi  such  transportation  or 
acc<xnmodations  in  specific  cases,  the 
order  issuing  authority  may  authorize 
it. 

(d)  Procedures  with  respect  to  gifts 
from  foreign  governments  are  set  forth 
in  DOD  Directive  1005.3.* 

(e)  Procedures  with  respect  to  ROTC 
Staff  Members  are  set  forth  in  Part  92 
of  this  subchapter. 

§  40.6  Prohibitions  of  contributions  or 
presents  to  superiors. 

DOD  personnel  shall  not  solicit  a  con¬ 
tribution  from  other  officers  or 'employ¬ 
ees  for  a  gift  to  an  official  superior,  make 
a  donation  as  a  gift  to  an  official  su¬ 
perior,  or  accept  a  gift  frwn  an  officer  or 
employee  receiving  less  pay  then  them¬ 
selves  (5  U.S.C.  7351).  However,  this 
section  does  not  prohibit  a  volxmtary  gift 


*  Filed  as  part  of  original.  Copies  available 
from  the  U£.  Naval  Publications  and  Form 
Center,  6801  Tabor  Avenue,  Philadelphia,  Pa. 
19120  Attn:  Code  300. 


of  nominal  value  or  donation  in  ncxninal 
amount  made  on  a  special  occasion  such 
as  marriage,  illness  or  retinmient. 

§  40.7  Use  of  Govanment  facilities, 
property,  and  manpower. 

DOD  personnel  will  not  directly  or  in¬ 
directly  use,  or  allow  the  use  of,  govern¬ 
ment  pn^rty  of  any  kind,  including 
property  leased  to  the  government,  for 
other  than  officially  approved  activities. 
Government  facilities,  property,  and 
manpower,  such  as  stenographic  and 
typing  assistance,  mimeograph  and 
chauffeur  services,  may  be  used  only  for 
official  government  business.  DOD  per¬ 
sonnel  have  a  positive  duty  to  protect 
and  conserve  government  property,  in¬ 
cluding  equipment,  supplies,  and  other 
property  entrusted  to  them.  This  section 
is  not  intended  to  preclude  the  use  of 
government  facilities  for  activities  which 
would  further  military-community  re¬ 
lations  provided  they  do  not  interfere 
with  military  missions. 

§  40.8  Use  of  civilian  and  military  titles 
in  connection  witb  commercial  enter¬ 
prises. 

(a)  All  civilian  personnel,  and  military 
personnel  on  active  duty,  are  prohibited 
from  using  their  civilian  and  military 
titles  or  positions  in  connection  with  any 
commercial  enterprises  or  in  endorsing 
any  commercial  product.  The  foregoing 
shall  not  be  deemed  to  preclude  publica¬ 
tion  by  such  personnel  of  books  or  ar¬ 
ticles  which  Identify  them  as  author  by 
reference  to  their  military  or  civilian 
title  or  position,  provided  that  publica¬ 
tion  of  such  material  is  permitt^  under 
5  40.9(d)  and  has  been  cleared  imder 
existing  DoD  procedures.  (See  DoD 
Directive  5230.9,  “Clearance  of  DoD  Pub¬ 
lic  Information,”  December  24, 1966.*) 

(b)  All  retired  military  personnel  and 
all  members  of  reserve  components,  not 
on  active  duty,  are  permitted  to  use  their 
military  titles  in  connection  with  com¬ 
mercial  enterprises.  Such  use  of  military 
titles  shall  in  no  way  cast  discredit  on  the 
military  services  or  the  DoD.  Such  use  is 
prohibited  in  connection  with  commer¬ 
cial  enterprises  when  such  use,  with  or 
without  the  intent  to  mislead,  gives  rise 
to  any  appearance  of  sponsorship,  sanc¬ 
tion,  endorsement,  or  approval  by  the 
Military  Services  or  the  DoD.  The  Mili¬ 
tary  Department  may  restrict  retired 
personnel  and  members  of  reserve  com¬ 
ponents  not  on  active  duty,  from  using 
their  military  titles  in  connection  with 
public  appearance  in  overseas  areas. 

§  40.9  Outside  employment  of  DoD  per¬ 
sonnel. 

(a)  DoD  personnel  shall  not  engage  in 
outside  employment  or  other  outside  ac¬ 
tivity,  with  or  without  compensation, 
which: 

(1)  Interfers  with,  or  is  not  com¬ 
patible  with,  the  performance  of  their 
Government  duties; 

(2)  May  reasonably  be  expected  to 
bring  discredit  on  the  Government  or 
the  DoD  agency  concerned  or; 

(3)  Is  inconsistent  with  S  40.3(a),  in¬ 
cluding  such  inconsistent  acts  as  the  ac¬ 


ceptance  of  a  fee,  compensation,  gift, 
payment  of  expense,  or  any  other  thing 
of  monetary  value  in  circumstances  in 
which  that  acceptance  may  result  in. 
or  create  the  appearance  of,  confilcts  of 
Interest. 

(b)  No  enlisted  member  of  the  armed 
forces  on  active  duty  may  be  ordered  or 
permitted  to  leave  his  post  to  engage  in  a 
civilian  pursuit  or  business,  or  a  per¬ 
formance  in  civil  life,  for  emolument, 
hire,  or  otherwise,  if  the  pursuit,  busi¬ 
ness,  or  performance  interferes  with  the 
customary  or  regular  employment  of 
local  civilians  in  their  art,  trade  or 
profession. 

(c)  An  active  duty  officer  of  the  regular 
Navy  or  Marine  Corps  may  not  be  em¬ 
ployed  by  any  person  furnishing  Naval 
supplies  or  war  materials  to  the  United 
States  and  continue  to  receive  his  service 
pay. 

(d)  DoD  personnel  are  encouraged  to 
engage  in  teaching,  lecturing,  and  writ¬ 
ing.  However,  an  employee  shall  not, 
either  for  or  without  compensation,  en¬ 
gage  in  teaching,  lecturing,  or  writing, 
including  teaching,  lecturing,  or  writing 
for  the  purpose  of  the  special  prepara¬ 
tion  of  a  person  or  class  of  persons  for 
an  examination  of  the  Commission  or 
Board  of  Examiners  for  the  Foreign 
Service,  that  is  dependent  on  informa¬ 
tion  obtained  as  a  result  of  his  Govern¬ 
ment  employment,  except  when  that  in¬ 
formation  has  been  published  or  is 
available  to  the  general  public  or  will  be 
made  available  on  request,  or  when  the 
agency  head  gives  written  authorization 
for  the  use  of  nonpublic  information  on 
the  basis  that  the  use  is  in  the  public  in¬ 
terest.  In  addition,  an  employee  who  is  a 
civilian  Presidential  appointee  shall  not 
receive  compensation  or  anything  of 
monetary  value  for  any  consultation, 
lecture,  discussion,  writing,  or  appear¬ 
ance,  the  subject  matter  of  which  is  de¬ 
voted  substantially  to  the  responsibil¬ 
ities,  programs  or  operations  of  his 
agency  or  which  draws  substantially  on 
official  data  or  ideas  which  have  not  be¬ 
come  part  of  the  body  of  public  informa¬ 
tion. 

(e)  This  section  does  not  preclude 
DoD  personnel  from; 

(1)  Participation  in  the  activities  of 
national  or  State  political  parties  not 
proscribed  by  law  or  regulation. 

(2)  Participation  in  the  affairs  or  ac¬ 
ceptance  of  an  award  for  a  meritorious 
public  contribution  or  achievement  given 
by  a  charitable,  religious,  professional, 
social,  fraternal,  nonprofit  educational, 
nonprofit  recreational,  public  service,  or 
civic  organization. 

(f)  Off-duty  employment  of  military 
personnel  by  an  organization  Involved  in 
a  strike  is  permissible  if  the  member  was 
on  the  payroll  of  such  organization  prior 
to  the  commencement  of  the  strike  and  if 
the  emplosmient  is  otherwise  in  con¬ 
formance  with  the  provisions  of  this 
Part.  No  military  member  may  accept 
employment  by  an  organization  at  a  lo¬ 
cation  where  that  organization  is  in¬ 
volved  in  a  strike  after  commencement 
and  during  the  course  of  such  a  strike. 
Members  who  are  engaged  in  off-duty 
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civilian  employment  which  does  not  meet 
the  above  policy  will  be  required  to 
terminate  such  employment. 

§  40.10  Camblinc,  betting,  and  lotteries. 

E>oD  personnel  shall  not  participate, 
while  on  Government-owned  or  leased 
property  or  while  on  duty  for  the  Gov¬ 
ernment,  in  any  gambling  activity  In¬ 
cluding  the  operation  of  a  gambling  de¬ 
vice,  in  conducting  a  lottery  or  pool,  in  a 
game  for  money  or  property,  or  in  selling 
or  purchasing  a  numbers  slip  or  ticket. 
However,  this  section  does  not  preclude 
activities : 

(a)  Necessitated  by  an  employee’s  law 
enforcement  duties;  or 

(b)  Under  section  3  of  Executive 
Order  10927  and  similar  agency-approved 
activities. 

§  40.11  Indebtedness. 

DoD  personnel  shall  pay  each  just 
financial  obligation  in  a  proper  and 
timely  manner,  especially  one  Imposed 
by  law  such  as  Federal,  State,  or  local 
taxes.  For  the  purpose  of  this  section,  a 
“just  financial  obligation”  means  one 
acknowledged  by  the  employee  or  re¬ 
duced  to  judgment  by  a  court,  and  “in  a 
proper  and  timely  manner”  means  in  a 
manner  which  the  agency  determines 
does  not,  under  the  circumstances,  re¬ 
flect  adversely  on  the  Government  as  his 
employer.  In  the  event  of  dispute 
between  an  employee  and  an  alleged 
creditor,  this  section  does  not  require  an 
agency  to  determine  the  validity  or 
amount  of  the  disputed  debt. 

§  40.12  Information  to  personnel. 

(a)  New  DoD  personnel  will  be  in- 
fcH’med  of  the  standards  of  conduct 
specified  in  this  Part  upon  employment 
or  entry  on  duty.  These  standards  of 
conduct  will  also  be  brought  to  the  at¬ 
tention  of  all  DoD  personnel  by  ai^ro- 
priate  means  upon  promulgation  and  at 
least  semi-annually  thereafter. 

(b)  The  attention  of  DoD  personnel  is 
directed  to  each  statute  relatin  gto  ethi¬ 
cal  and  other  conduct  that  is  referred  to 
in  this  Part  smd  in  Appendix  B.  DoD  per¬ 
sonnel  will  be  advised  how  to  obtain  ad¬ 
ditional  clarification  of  the  standards  of 
conduct  set  forth  in  this  part  and  related 
statutes,  rules,  and  regulations.  For  this 
puipose  each  of  the  Military  Depart¬ 
ments  and  Defense  Agencies  shall  desig¬ 
nate  one  or  more  legal  ofBcers  as  deputy 
counselors  who  shall  be  responsible  for 
providing  advice  and  assistance  on  all 
matters  relating  to  conduct  and  conflicts 
of  interest  covered  by  this  part  and  for 
reviewing  statements  of  emplosntnent  and 
financial  interest. 

(c)  (1)  Appropriate  officials  in  the 
office  of  the  Secretary  of  each  Military 
Department  and  Head  of  each  Defense 
Agency  shall  be  designated  as  the  coun¬ 
selor  for  such  department  or  agency  and 
shall  be  responsible  for  proper  coordina¬ 
tion  and  final  disposition  of  all  problems 
relating  to  conflicts  of  interest  and  for 
the  review  of  statements  of  employment 
and  financial  interest  in  accordance  with 
regulations  to  be  prescribed  by  the  re¬ 
spective  Secretaries  or  Agency  Heads  in 
accordance  with  paragraph  (c)  (2)  of 


this  section.  In  the  Office  of  the  Secre¬ 
tary  of  Defense,  the  General  Counsel  of 
the  DoD  or  his  designee  will  be  responsi¬ 
ble  for  these  matters. 

(2)  Regulations  governing  the  review 
of  statements  of  employment  and 
financial  interests  shall  provide  that: 

(i)  Whenever  such  review  discloses  a 
conflict  or  apparent  conflict  of  interests, 
the  employee  concerned  is  entitled  to  an 
opportunity  to  explain  the  conflict  or 
appearance  of  conflict. 

(li)  If  the  conflict  or  appearance  of 
conflict  is  not  resolved  on  review  by  the 
explanation  made  by  the  employee,  the 
information  concerning  the  matter  shall 
be  submitted  to  the  appropriate  Secre¬ 
tary  or  Agency  Head,  or  his  designee, 
after  review  by  the  counselor  designated 
imder  paragraph  (c)(1)  of  this  section. 

(iii)  The  resolution  of  a  conflict  or  ap¬ 
parent  conflict  of  interest  either  on  re¬ 
view  or  alter  referral  to  the  appropriate 
Secretary  or  Agency  Head,  or  his  desig¬ 
nee,  shall  be  effected  promptly  so  that 
the  conflict  or  appearance  of  conflict  is 
ended.  The  resolution  of  the  conflict  or 
appearance  of  conflict  may  be  accom¬ 
plished  by  one  or  more  means,  such  as 
changes  in  assigned  duties,  divestment 
of  the  conflicting  interest,  disqualifica¬ 
tion  for  a  particular  assignment,  or  dis¬ 
ciplinary  action.  The  resolution,  whether 
by  disciplinary  action  or  otherwise,  shall 
be  effected  in  accordance  with  applicable 
laws.  Executive  orders,  and  regulations. 

§  40.13  Reporting  suspected  violations. 

DoD  personnel  who  have  information 
which  causes  them  to  believe  that  there 
has  been  a  violation  of  a  statute  or  p<^cy 
set  forth  in  this  Part  will  promptly  re¬ 
port  such  incidents  to  their  immediate 
superiors.  If  the  superior  believes  there 
has  been  a  violation,  he  will  report  the 
matter  for  further  actiem  in  accordance 
with  existing  procedures.  Any  question  or 
doubt  on  the  part  of  the  immediate  su¬ 
perior  will  be  resolved  in  favor  of 
reporting  the  matter. 

§  40.14  Statements  of  employment  and 
financial  interests. 

(a)  DoD  personnel  required  to  submit 
statements. 

(1)  Employees  paid  at  a  level  of  the 
Executive  Schedule  in  subchapter  n  of 
chapter  53  of  title  5,  United  States  Code. 

(2)  Board  members  of  the  Armed 
Service  Boards  of  Contract  Appeals. 

(3)  DoD  personnel  classified  at  GS-13 
or  above  under  section  5332  of  title  5, 
United  States  Code,  or  at  a  comparable 
pay  level  under  another  authority,  or 
members  of  the  military  in  the  rank  of 
Lieutenant  Colonel,  Commander  or  above 
whose  basic  duties  and  responsibilities 
require  the  incumbent  to  exercise  judg¬ 
ment  in  making  a  Government  decisiem 
or  in  taking  Government  action  in  re¬ 
gard  to  administering  or  monitoring 
grants  or  subsidies. 

(4)  DoD  personnel  classified  at  GS-13 
or  above  under  section  5332  of  title  5, 
United  States  Code,  or  at  a  comparable 
pay  level  under  another  authority,  or 
members  of  the  military  in  the  rank  of 
lieutenant  Colonel,  Commander  or  above 
whose  basic  duties  and  responsibilities 


require  the  incumbent  to  exercise  judg¬ 
ment  in  making  a  Government  decision 
or  in  taking  Government  action  in  regard 
to: 

(i)  Contracting  or  procurement.  For 
the  purpose  of  this  section  “contracting 
or  procurement"  is  defined  as  executing 
or  approving  the  award  of  contracts. 

(ii)  Auditing.  Auditing  private  or 
other  non-Federal  enterprise  Including 
the  supervision  of  auditors  engaged  in 
audit  activities  or  the  participating  in 
the  development  of  policies  and  pro¬ 
cedures  for  performing  such  audits,  in¬ 
cluding  the  authorization  and  monitoring 
of  grants  to  institutions  or  other  non- 
Federal  enterprise. 

(iii)  Other.  Activities  in  which  the 
final  decision  or  actiem  has  a  significant 
economic  impact  on  the  Interests  of  any 
non-Federal  enterprise. 

(b)  Review  of  Positions.  Each  DoD 
Component  shall  review  its  positions  in 
paragraphs  (a)  (3)  and  (4)  of  this  sec- 
tiOTi,  both  military  and  civilian,  and  in¬ 
clude  in  each  military  and  civilian  posi¬ 
tion  description,  or  similar  documents 
describing  the  duties  and  responsibilities 
of  the  position,  a  statement  as  to  whether 
the  inciunbent  of  the  position  must  file 
a  statement  of  emplo3mient  and  financial 
interests  as  requir^  by  this  section.  TTiis 
determination  will  be  reviewed  at  least 
annually.  The  review  may  be  accom¬ 
plished  at  the  time  performance,  effi¬ 
ciency  or  effectiveness  ratings  are  given; 
or  incident  to  other  currently  prescribed 
annual  reviews.  Incumbents  of  i>06itl(xis 
identified  as  involving  any  of  the  func¬ 
tions  described  in  either  paragraphs  (a) 

(3)  and  (4)  of  this  section  shall  be  re¬ 
quired  to  comply  with  the  filing  require¬ 
ments  of  this  section.  Any  individual  who 
believes  that  his  position  .has  be«i  im¬ 
properly  included  in  paragraphs  (a)  (3) 
and  (4)  of  this  section  may  request  a 
review  of  the  decision  requiring  him  to 
file  a  statement  through  the  established 
grievance  or  complaint  procedures  of  the 
department  or  agency. 

(c)  Positions  in  the  above  categories 
may  be  excluded  when  it  is  determined 
by  the  Secretary  of  the  Military  Depart¬ 
ment  concerned  or  head  of  the  DoD 
Agency  concerned,  or  the  designee  of 
either,  that  the  duties  are  at  such  a  level 
of  responsibility  that  the  submission  of  a 
statement  of  employment  and  financial 
interests  is  not  necessary  because  of  the 
degree  of  supervision  and  review  of  the 
incumbent  and  the  remote  and  inconse¬ 
quential  effect  on  the  integrity  of  the 
Government. 

(d)  The  statements  of  emplosment 
and  financial  interests  shall  be  submitted 
on  DD  forms  furnished  by  the  DoD 
agency  concerned.  DD  Form  1555,*  “Ccwi- 
fidential  Statement  of  Employment  and 
Financial  Interests — DoD  Personnel,”  is 
for  use  by  all  DoD  personnel  except  spe¬ 
cial  Government  employees.  DD  Form 
1555-1,'  “Confidential  Statement  of  Em¬ 
ployment  and  Financial  Interests,”  is  for 
use  by  special  Government  employees. 


*  Filed  as  part  of  original.  Copies  available 
at  respective  Military  Department  Publica¬ 
tions  Counter. 
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(e)  Manner  of  Submission — State¬ 
ments  of  Employment. 

(1)  The  Secretary  of  Defense,  as  the 
Head  of  the  Agency,  Is  required  to  sub¬ 
mit  his  statement  of  emj^oyment  and 
financial  interest  to  the  Chairman  of  the 
Civil  Service  Cmnmission  under  the  pro¬ 
visions  of  Section  401(a)  of  Executive 
Order  11222. 

(2)  All  civilian  Presidential  fiu>pointees 
of  the  Department  of  Eiefense  shall  sub¬ 
mit  statements  of  employment  and  fi¬ 
nancial  interest  to  the  General  Counsel 
of  the  Department  of  Defense. 

(3)  OflBcers  or  employees  of  the  Office 
of  the  Secretary  of  Defense  shall  submit 
statements  of  employment  and  financial 
interest  to  the  General  Counsel  of  the 
Department  of  Defense. 

(4)  Officers  and  emplosrees  of  the  Mili¬ 
tary  Departments  or  Defense  Agencies 
shall  submit  statements  of  employment 
and  financial  interest  to  officials  of  the 
Military  Departments  or  Defense  Agen¬ 
cies  to  be  designated  by  the  Secretaries 
of  the  Military  Departments  or  the  heads 
of  Defense  Agencies  in  the  regulations  of 
those  departments  and  agencies. 

(5)  Statements*  of  emplojment  and 
financial  interest  shall  be  submitted  by 
each  officer  or  employee  required  by  this 
Directive  to  file  such  a  statement,  not 
later  than  Jime  30, 1966,  and  periodically 
thereafter  as  prescribe  in  paragraph 

(i)  of  this  section.  Employees  who  enter 
Government  service  alter  the  effective 
date  of  this  Directive,  who  are  required 
to  file  a  statement  of  employment  and 
financial  interest,  shall  file  such  state¬ 
ments  within  30  days  from  the  date  of 
commencement  of  such  service.  Desig¬ 
nees  to  positions  requiring  the  approval 
of  the  Secretary  of  Defense  or  the  Sec¬ 
retary  of  a  Military  Department  shall 
execute  the  statement  in  advance  of 
nomination  so  that  it  may  be  reviewed 
prior  to  appointment. 

(f)  Excusable  Delay.  If  by  reason  of 
his  duty  assignment  it  is  impracticable 
for  an  individual  to  submit  a  statement 
within  the  period  required  by  this  sec¬ 
tion,  his  immediate  superior  may  grant 
an  extension  of  time  therefor.  Any  ex¬ 
tension  in  excess  of  30  days  requires  the 
concurrence  of  the  head  of  the  Military 
Department  or  Defense  Agency  con¬ 
cerned,  or  his  designee.  Statements  sub¬ 
mitted  pursuant  to  an  extensicm  of  time 
granted  hereunder  shall  Include  appro¬ 
priate  notation  to  that  effect. 

(g)  Special  Government  Employees — 
Statement  of  Employment  and  Finan¬ 
cial  Interest. 

(1)  For  the  purpose  of  this  paragraph, 
“Special  Government  Employee”  has  the 
meaning  given  that  term  by  S  40.15(b) 
(1). 

(2)  Each  special  Government  employee 
who  is  an  adviser  or  consultant  shall, 
prior  to  sq)pointment,  file  with  a  desig¬ 
nated  official  of  the  Military  Department 
or  Defense  agency  where  he  is  employed 
a  statement  (Iff)  Form  1555-1') ,  setting 
forth  his  Government  employment,  his 
private  employment,  and  his  financial 
interests.  An  appointee  must  list  off  of 
his  investments  and  other  financial  in¬ 


terests  such  as  a  pension;  retirement; 
group  life,  health,  or  accident  insurance; 
and  profit-sharing,  stock  bonus,  or  other 
employee  welfare  or  benefit  plan  main¬ 
tained  by  a  former  employer.  He  is  not 
required  to  list  precise  amounts  of  in¬ 
vestments. 

The  following  categories  of  special 
Government  employees  are  not  consid¬ 
ered  advisers  or  consultants  within  the 
meaning  of  this  section  when  perform¬ 
ing  the  specific  services  listed  below  and 
are  not  required  to  file  the  statement 
referred  to  above. 

(i)  Physicians,  dentists,  and  allied 
medical  specialists  performing  care  and 
service  to  patients. 

(ii)  Veterinarians  providing  veteri¬ 
nary  service  to  animals. 

(iii)  Lecturers  participating  in  educa¬ 
tional  activities. 

(iv)  Chaplains  performing  religious 
services. 

(v)  Individuals  of  national  promi¬ 
nence  in  the  motion  picture  and  tele¬ 
vision  fields  who  are  utilized  as  narra¬ 
tors  or  actors  in  motion  picture  or  tele¬ 
vision  productions  produced  by  the  DoD. 

■  (vi)  Members  of  selection  panels  for 
NROTC  candidates. 

(vli)  A  sp>ecial  Government  employee 
who  is  not  a  “consultant”  or  “expert” 
as  those  terms  are  defined  in  CHiapter 
304  of  the  Federal  Personnel  Manned. 

(h)  Exceptions  to  Specific  Appointees. 
The  Secretary  or  the  Deputy  Secretary 
of  Defense,  or  the  Secretary  of  a  mili¬ 
tary  d^artment  may  grant  an  excep¬ 
tion  to  a  specific  apF>ointee  from  com¬ 
pleting  that  part  of  the  statement  re¬ 
lating  to  his  investments  and  other 
financial  interests  referred  to  in  para¬ 
graph  (g)  of  this  section,  upon  the 
making  of  a  determination  that  this  in¬ 
formation  is  not  relevant  in  the  light 
of  the  duties  the  appointee  is  to  perform. 

(i)  Supplementary  Statements. 
Changes  in  or  additions  to  the  informa¬ 
tion  contained  in  an  employee’s  state- 
moit  of  employment  and  financial  in¬ 
terests  shall  be  reix)rted  in  a  supple¬ 
mentary  statement  as  of  June  30th  each 
year.  Even  though  no  changes  or  addi¬ 
tions  occur  a  negative  report  is  required. 
Notwithstanding  the  filing  of  the  an¬ 
nual  report,  DoD  personnel  shall  at  all 
times  avoid  acquiring  a  financial  in¬ 
terest  that  could  result,  or  taking  action 
that  would  result,  in  a  violation  of  the 
confiict-of-interest  provisions  of  18  U.S. 
Code  208  or  this  Part. 

(j)  Interests  of  Employee’s  Relatives. 
’The  interest  of  a  spouse,  minor  child, 
or  other  member  of  an  employee’s  im¬ 
mediate  household  is  considered  to  be 
an  interest  of  the  employee.  For  the 
purpose  of  this  section,  “member  of  an 
employee’s  immediate  household”  means 
those  blood  relations  who  are  residents 
of  the  employee’s  household. 

(k)  Information  Not  Known  by  Em¬ 
ployees.  If  any  information  required  to 
be  included  on  a  statement  of  employ¬ 
ment  and  financial  Interests  or  supple¬ 
mentary  statement.  Including  holdings 
placed  in  trust,  is  not  known  to  the 
employee  but  is  known  to  another  per¬ 


son,  the  employee  shall  request  that 
other  person  to  submit  Ixiformation  in 
his  behalf. 

(1)  Information  Not  Required  to  be 
Submitted.  An  employee  is  not  required 
to  submit  on  a  statement  of  employment 
and  financial  Interests  or  supplementary 
statement  any  information  relating  to 
the  employee’s  connection  with,  or  inter¬ 
est  in,  a  professional  society  or  a  chari¬ 
table,  religious,  social,  fraternal,  recrea¬ 
tional,  public  service,  civic,  or  political 
organization  or  a  similar  organization 
not  conducted  as  a  business  enterprise. 
For  the  purpose  of  this  section,  educa¬ 
tional  and  other  institutions  doing  re¬ 
search  and  development  or  related  work 
involving  grants  of  money  from  or  con¬ 
tracts  with  the  Government  are  deemed 
“business  enterprises”  and  are  required 
to  be  included  in  an  employee’s  state¬ 
ment  of  employment  and  financial 
interests. 

(m)  Confidentiality  of  Employee’s 
Statements.  An  agency  shall  hold  each 
statement  of  employment  and  financial 
Interests,  and  each  supplementary  state¬ 
ment,  in  confidence.  An  agency  may  not 
disclose  information  from  a  statement 
except  as  the  agency  head  or  the  C?lvll 
Service  Commission  may  determine  for 
good  cause.  Persons  designated  to  review 
the  statements  are  responsible  for  main¬ 
taining  the  statements  in  confidence  and 
shall  not  allow  access  to,  or  allow  infor¬ 
mation  to  be  disclosed  from  the  state¬ 
ment  except  to  carry  out  the  purpose  af 
this  Part. 

(n)  Effect  of  Eknployees’  Statements  on 
Other  Requirements.  The  statements  of 
employment  and  financial  interests  and 
supplementary  statements  required  of 
employees  are  in  addition  to,  and  not  in 
substitution  for,  or  in  derogation  of,  any 
similar  requirement  imposed  by  law,  or¬ 
der,  or  regulation.  The  submission  of  a 
statement  or  supplementary  statement 
by  an  employee  does  not  permit  him  or 
any  other  person  to  participate  in  a  mat¬ 
ter  in  which  his  or  the  other  person’s 
participation  is  prohibited  by  law,  order, 
or  regiilatlon. 

§  40.15  Conflict  of  interest  laws. 

(a)  Full-time  Officers  and  Em¬ 
ployees — (1)  Definition.  The  term  “full¬ 
time  officer  or  employee”  includes  cdl 
civilian  officers  and  employees,  and  all 
military  officers  on  active  duty,  except 
those  who  are  “sjjecial  Government  em¬ 
ployees”  (See  paragraph  (b)  of  this  sec¬ 
tion.)  It  does  not  include  enlisted 
personnel. 

(2)  Prohibitions.  Appendix  B(a)  con¬ 

tains  a  discussion  of  criminal  laws  relat¬ 
ing  to  conflict  of  interest  and  exemptions 
therefrom.  In  general,  a  full-time  officer 
or  employee  is  subject  to  the  following 
major  prohibitions.  ' 

(1)  He  may  not,  except  in  the  discharge 
of  his  official  duties,  represent  anyone 
else  before  a  court  or  Government  agency 
in  a  matter  in  which  the  United  States  is 
a  party  or  has  an  interest.  This  prohibi¬ 
tion  applies  both  to  paid  and  unpaid 
representation  of  another  (See  18  U.S.C. 
203  and  205) . 
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(il)  The  Indirect  interests  in  business 
or  supplementation  of  his  Government 
salary,  from  a  private  source  as  com¬ 
pensation  for  his  services  to  the  Govern¬ 
ment  (See  18  U.S.C.  209) . 

(iii)  He  may  not  participate  in  his 
Governmental  capacity  in  any  matter 
in  which  he,  his  spouse,  minor  child,  out¬ 
side  business  associate  or  person  with 
whom  he  is  negotiating  for  employment, 
has  a  financial  interest  (See  18  U.S.C. 
208).  Instead  of  participating  in  such  a 
matter,  he  must  promptly  disqualify 
himself  in  accordance  with  (4)  of  this 
paragraph,  except  as  provided  in  (3)  of 
this  paragraph. 

(3)  Nondisqvxilifying  financial  interest. 

(i)  A  full-time  officer  or  employee  need 
not  disqualify  himself  imder  paragraph 

(a)  (2)  (ill)  of  this  section,  if  his  finan¬ 
cial  holdings  are  in  shares  of  a  widely - 
held  diversified  mutual  fund  or  regulated 
Investment  company. 

(ii)  The  indirect  interests  in  business 
entities  which  the  holder  of  shares  in  a 
widely-held  diversified  mutual  fund  or 
regulated  investment  company  derives 
from  ownership  by  the  fund  or  invest¬ 
ment  company  of  stocks  in  business  en¬ 
tities  is  hereby  exempted  from  the  pro¬ 
visions  of  18  U.S.C.  208a,  in  accordance 
with  the  provisions  of  18  U.S.C.  208b  (2) 
as  being  too  remote  or  inconsequential  to 
affect  the  integrity  of  the  Government 
officers’  or  employees’  services. 

(4)  Disqualification  procedure,  (i)  In 
any  case  where  a  full-time  officer  or  em¬ 
ployee  must  disqualify  himself  under 
paragraph  (a)  (2)  (iii)  of  this  section, 
he  will  promptly  notify  his  superior 
thereof  and  make  a  full  disclosure  of  the 
finsmcial  interest.  ’The  superior  will 
thereupon  relieve  him  from  his  duty  and 
responsibility  in  the  matter,  unless  the 
Government  official  responsible  for  his 
appointment  makes  a  written  advance 
determination  that  the  interest  is  not  so 
substantial  as  to  be  denned  likely  to 
affect  the  integrity  of  the  services  which 
the  Government  may  exF>ect  frwn  the 
officer  or  employee.  Such  written  deter¬ 
mination  shall  be  retained  in  the  agency 
records. 

(ii)  In  the  case  of  a  military  officer  or 
a  civilian  employee,  the  “official  respon¬ 
sible  for  his  appointment’’  shall,  for  pur¬ 
poses  of  this  paragraph,  be  his  immediate 
superior  or  an  official  designated  to  per¬ 
form  this  function. 

(iii)  In  addition,  where  a  superior 
thinks  anyone  responsible  to  him  may 
have  a  disqualifying  Interest,  he  will  dis¬ 
cuss  the  matter  with  that  person,  and, 
if  he  finds  such  an  interest  does  exist, 
he  will  relieve  the  person  of  duty  and 
responsibility  in  the  particular  matter. 

(iv)  In  cases  of  disqualification  under 
this  paragraph,  the  matter  will  be  re¬ 
assigned  for  decision  smd  action  to  some¬ 
one  else  who  is  not  subordinate  to  the 
disqualified  person. 

(b)  Special  Government  Employees — 
(1)  Definition.  The  term  “special  Gov¬ 
ernment  employee’’  Includes  an  officer  or 
employee  who  is  retained,  designated, 
appointed,  or  employed  to  perform,  with 
or  without  compensation,  for  not  to  ex¬ 


ceed  130  days  during  any  period  of  365 
consecutive  days,  temporary  duties  either 
on  a  full-time  or  intermittent  basis.  (See 
18  U.S.C.  202).  The  term  also  includes  a 
Reserve  officer  while  on  active  duty  solely 
for  training  for  any  length  of  time,  one 
who  is  serving  on  active  duty  Involim- 
tarily  for  any  length  of  time,  and  one 
who  is  serving  voluntarily  on  ext^ded 
active  duty  for  130  days  or  less.  It  does 
not  include  enlisted  personnel. 

( 2 )  Prohibitions.  Appendix  B  contains 
a  detailed  discussion  of  criminal  laws 
relating  to  conflict  of  interest.  In  gen¬ 
eral,  a  special  Government  employee  is 
subject  to  the  following  major  prohibi¬ 
tions: 

(1)  He  may  not,  except  in  the  dis¬ 
charge  of  his  official  duties,  represent 
anyone  else : 

*  (a)  Before  a  court  or  Government 
agency  in  a  matter  in  which  the  United 
States  is  a  party  or  has  an  interest  and  in 
which  he  has  at  any  time  participated 
personally  and  substantially  for  the  Gov¬ 
ernment  (See  18  U.S.C.  203  and  205) . 

(b)  In  a  matter  pending  before  the 
agency  he  serves  unless  he  has  served 
there  no  more  than  60  days  during  the 
past  365  (See  18  U.S.C.  203  and  205) .  He 
is  bound  by  this  restraint  despite  the 
fact  that  the  matter  is  not  one  hi  which 
he  has  ever  participated  personally  and 
substantially. 

The  restrictions  described  in  paragraph 
(2)  (a)  and  (b)  of  this  section  apply  to 
both  paid  and  impaid  representation  of 
another. 

( ii )  He  may  not  participate  in  his  gov¬ 
ernmental  capacity  in  any  matter  in 
which  he,  his  spouse,  minor  child,  outside 
business  associate  or  person  with  whom 
he  is  negotiating  for  employment,  has  a 
financial  interest  (See  18  U.S.C.  208). 
Instead  of  participating  in  such  a  matter, 
he  must  promptly  disqualify  himself  in 
accordance  with  S  40.15(a)  (4),  except  as 
•provided  in  S  40,15(a)  (3). 

(Hi)  After  his  Government  employ¬ 
ment  has  ended,  he  is  subject  to  the  pro¬ 
hibitions  in  9  40.15(c)  (a)  as  a  “former 
employee.’’  (See  18  U.S.C.  207) . 

(c)  Former  Officers  or  Employees — (1) 
Definition.  The  term  “former  officer  or 
employee’’  includes  those  full-time 
civilian  officers  or  employees  who  have 
left  Government  service,  special  Gov¬ 
ernment  employees  who  have  left  Gov¬ 
ernment  service,  retired  regular  officers 
and  reserve  officers  released  from  active 
duty.  It  does  not  include  enlisted  per¬ 
sonnel. 

(2)  Prohibited  activities.  Appendix 
B(b)  contains  a  more  detailed  discus¬ 
sion  of  the  criminal  law.  In  general,  a 
former  officer  or  employee  is  subject  to 
the  following  major  prohibitions: 

(1)  He  may  not,  at  any  time  after  his 
Government  employment  has  ended,  rep¬ 
resent  anyone  other  than  the  United 
States  in  connection  with  a  matter  in 
which  the  United  States  is  a  party  or  has 
an  interest  and  in  which  he  participated 
personally  and  substantially  for  the  Gov¬ 
ernment  (See  18  U.S.C.  207(a)). 


(ii)  He  may  not.  for  one  year  after  his 
Government  employment  has  ended,  rep¬ 
resent  anyone  other  than  the  United 
States  in  connection  with  a  matter  in 
which  the  United  States  is  a  party  or  has 
an  interest  and  which  was  within  the 
boundaries  of  his  official  responsibility 
during  the  last  year  of  his  Government 
service  (See  18  U.S.C.  202(b)  and  207 

(b)  ) .  This  temporary  restraint,  of  course, 
gives  way  to  the  permanent  restriction 
described  in  (c)  (2)  (i)  of  this  section  if 
the  matter  is  one  in  which  he  partici¬ 
pated  personally  and  substantially. 

(d)  Retired  Regular  Officers — (1)  Pro¬ 
hibitions.  Appendix  B(c)  to  this  Part 
contains  a  summary  of  the  laws  appli¬ 
cable  to  retired  regular  officers.  In  gen¬ 
eral,  a  retired  regular  officer  is  subject 
to  the  following  major  prohibitions: 

(1)  As  an  officer  whose  “employment 
has  ceased,’’  he  may  not  engage  in  the 
prohibited  activities  listed  in  paragraph 

(c)  of  this  section.  (See  18  U.S.C.  207). 

(ii)  He  may  not.  at  any  time,  assist  in 
prosecuting  a  claim  against  the  United 
States  if  he  worked  on  that  claim  while 
on  active  duty  (See  18  U.S.C.  283). 

(iii)  He  may  not,  within  two  years 
after  his  retirement,  assist  in  prosecut¬ 
ing  a  claim  which  involves  the  depart¬ 
ment  in  whose  services  he  holds  a  retired 
status  (See  18  U.S.C.  283) , 

(iv)  He  may  not,  at  any  time,  sell 
anything  to  the  department  in  whose 
service  he  holds  a  retired  status  (See  .18 
U.S.C.  281). 

(v)  He  may  not,  within  three  years 
after  retirement,  sell  supplies  or  war  ma¬ 
terials  to  any  agency  of  the  DoD,  the 
Coast  Guard,  the  Coast  and  Geodetic 
Survey,  or  the  Public  Health  Service  (See 
37  U.S.C.  801(c),  as  amended  October  9, 
1962,  Pub.  L.  87-777,  formerly  5  U.S.C. 
59(c) ).  (See  definition  of  “Selling,”  Ap¬ 
pendix  B(c)(I.)(C.)  to  this  Part.) 

(2)  Required  Statement  of  Employ¬ 
ment.  (i)  Each  regular  retired  officer  of 
the  armed  forces  shall  file  with  the 
.military  department  in  which  he  holds  a 
retired  status  a  Statement  of  Employ¬ 
ment  (DD  Form  1357).*  Elach  regular 
officer  retiring  hereafter  shall  file  this 
Statement  within  thirty  days  after  re¬ 
tirement.  Whenever  the  Information  in 
the  statement  is  no  longer  accurate,  each 
such  officer  shall  file  a  new  DD  Form 
1357.* 

(ii)  The  Military  Departments  shall 
appropriately  review  the  Statements  of 
Employment  to  assure  compliance  with 
applicable  statutes  and  regulations. 

(el  Officers' of  the  '  Reserve  Compo¬ 
nents.  (DA  Reserve  officer  who  is  volim- 
tarily  serving  a  period  of  extended  active 
duty  in  excess  of  130  days  is  a  fxill-time 
Government  officer,  and  9  40.15(a),  ap¬ 
plies  to  him. 

Exception:  Any  Reserve  who,  before  being 
ordered  to  active  duty,  was  receiving  com¬ 
pensation  from  any  person  may,  whUe  he 
is  on  that  duty,  receive  compensation  from 
that  person  (See  10  UJS.C.  1033) . 

(2)  A  Reserve  officer  who  Is  serving 
on  active  duty  involuntarily  for  any 
length  of  time,  and  a  Reserve  officer  who 
is  voluntarily  serving  on  extended  active 
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duty  for  130  days  or  less,  Is  a  “special 
Government  employee,"  and  5  40.15(b), 
applies  to  him. 

(3)  A  Reserve  ofiOcer  (\mless  otherwise 
a  full-time  officer  or  employee  of  the 
United  States)  who  Is  on  active  duty 
solely  for  training  for  any  length  of  time 
is  a  “special  Government  employee,”  and 
§  40.15(b) .  applies  to  him. 

(4)  When  he  is  released  from  active 
duty,  a  Reserve  officer  described  in  para¬ 
graphs  (e)  (1) ,  (2) .  or  (3)  pf  this  section, 
is  a  “former  officer”,  and  5  40.15(c),  ap¬ 
plies  to  him. 

(5)  Membership  in  a  Reserve  com¬ 
ponent  of  the  armed  forces  or  in  the  Na¬ 
tional  Guard  does  not,  in  itself,  prevent 
a  person  from  practicing  his  civilian  pro¬ 
fession  or  occupation  before  or  in  con¬ 
nection  with  any  department  cSee  5 
UJ5.C.  30r  (c).(d)). 

(6)  An  officer  of  a  Reserve  comp(ment, 
whether  in  a  Ready,  Standby  or  Retired 
Reserve  status,  who  is  not  on  active  duty 
is  not,  solely  because  of  his  status  as  a 
Reserve,  considered  to  be  an  officer  or 
employee  erf  the  United  States  for  the 
piupose  of  bringing  him  within  the  pro¬ 
hibitions  summarised  in  f  40.15  (a),  (b) 
or  (c)  (see  5  U.S.C.  30r  (c) ,  (d> ) . 

(7)  Receipt  of  retired  pay  by  a  Re¬ 
serve  or  a  former  Reserve  does  not,  in 
itself,  make  him  an  officer  or  employee 
or  a  former  officer  or  employee  for  the 
purpose  of  bringing  him  within  the  pro¬ 
hibitions  summarized  in  §  40.15  (a) ,  (b) , 
or  (c).  i  40.15(d)  does  not  apply  to  a 
retired  Reserve. 

§  40,16  EITertive  date  and  implemeiita* 
lion. 

This  amended  Part  shall  become  effec¬ 
tive  on  August  9, 1967.  Two  copies  of  im¬ 
plementing  regulations  oi  the  Military 
Departments  and  Defense  Agencies  will 
be  submitted  to  the  General  Counsel, 
DoD,  for  approval  prior  to  promulga¬ 
tion,  and  no  later  than  60  dasrs  from  the 
date  this  amended  Part  is  published. 

APPEIfDIX  A — CONCURKENT  RESOLimON 
175,  8Sth  Congress,  2d  Session 

Resolved  by  the  House  of  Representatives 
(the  Senate  concurring).  That  it  is  the  sense 
•f  the  Congress  that  the  following  Code  of 
Ethics  shouid  be  adhered  to  by  ali  Govern¬ 
ment  employees,  including  officeholders: 

CODE  or  ethics  for  government  service 

Any  person  in  Government  service  should: 

1.  Put  loyalty  to  the  highest  moral  prln- 
ciplee  «.n<i  to  country  above  loyalty  to  per¬ 
sons,  party,  cw  Government  department. 

2.  Uphold  the  Constitution,  laws,  and  legal 
regulations  of  the  United  States  and  of  all 
governments  therein  and  never  be  a  party 
to  their  evasicHi. 

3.  Give  a  full  day's  labor  for  a  full  day’s 
pay;  giving  to  the  performance  of  his  duties 
his  earnest  effort  and  best  thought. 

4.  Seek  to  find  and  employ  more  efficient 
and  economical  ways  of  getting  tasks  accom¬ 
plished. 

6.  Never  discriminate  unfairly  by  the  dis¬ 
pensing  of  special  favors  or  privileges  to 
anyone,  whether  for  remuneration  <»■  not; 
and  never  accept,  for  himself  or  his  famUy, 
favors  or  benefits  under  circumstances  which 
might  be  construed  by  reasonable  persons  as 
influencing  the  performance  of  his  govern¬ 
mental  duties. 


6.  Make  no  private  promisee  of  any  kind 
binding  upon  the  duties  of  office,  since  a 
Government  en^iloyee  has  no  private  wtHd 
vrtilch  can  be  binding  on  public  duty. 

7.  Engage  in  no  business  with  the  Gov¬ 
ernment.  either  directly  or  indirectly,  which 
is  inconsistent  with  the  conscientious  per¬ 
formance  of  his  governmental  duties. 

8.  Never  use  any  information  coming  to 
him  confidentially  in  the  performance  of 
governmental  duties  as  a  means  for  making 
private  profit. 

9.  Expose  comiption  wherever  discovered. 

10.  Uphold  these  principles,  ever  con¬ 
scious  that  public  office  is  a  public  trust. 

Appendix  B— Digest  or  Conflict  of  Interest 
Laws 

(a)  LAWS  APPLICABLE  TO  FULL-TIME  OFFICERS 
AND  XMPLOTEES 

I.  18  V.S.C.  203.  Subsection  (a)  of  this  sec¬ 
tion  in  general  prohibits  an  c^cer  or  em¬ 
ployee  of  the  United  States  in  any  branch  or^ 
agency  of  the  Government  frmn  soliciting  or 
receiving  compensation  for  services  rendered 
on  behalf  of  another  person  before  a  Gov¬ 
ernment  department  or  agency  in  relation  to 
any  particular  matter  in  which  the  United 
States  is  a  party  or  has  a  direct  and  sub- 
tantial  Interest.  The  subsection  does  not 
prelude  compensation  for  services  rendered 
on  behalf  of  another  in  court. 

Subsection  (b)  makes  it  unlawful  for  any¬ 
one  to  oSex  or  pay  compensation,  the  solicita¬ 
tion  or  receipt  of  which  is  barred  by  sub¬ 
section  (a). 

n.  13  U.S.C.  205.  This  section  contains  two 
major  prohibitions.  The  first  prevents  an  offi¬ 
cer  or  employee  of  the  United  States  in  any 
branch  or  agency  of  the  Government  from 
acting  as  agent  or  attorney  for  prosecuting 
any  claim  against  the  United  States,  includ¬ 
ing  a  claim  in  court,  whether  for  compensa¬ 
tion  or  not.  It  also  prevents  him  from  receiv¬ 
ing  a  gratuity,  or  a  share  or  Interest  in  any 
such  claim,  for  assistance  in  the  prosecution 
thereof. 

The  second  main  prohibition  of  section  206 
is  concerned  with  more  than  claims.  It  pre¬ 
cludes  an  officer  or  employee  of  the  Govern¬ 
ment  frean  acting  as  agent  at  attorney  tor 
anyone  else  before  a  department,  agency  or 
court  in  connection  with  any  particular  mat¬ 
ter  in  which  the  United  States  is  a  party  or 
has  a  direct  and  substantial  Interest. 

18  UA.C.  203  and  205  overlap.  The  follow¬ 
ing  are  the  few  Important  differences  be¬ 
tween  sections  203  and  205  as  they  apply  to 
officers  and  employees  of  the  Government: 

(1)  Section  203  bars  services  rendered  for 
compensation  solicited  or  received,  but  not 
those  rendered  without  such  compensation; 
section  205  bars  both  kinds  of  services. 

(2)  Section  203  bars  services  rendered  be¬ 
fore  the  departments  and  agencies  but  not 
services  rendered  in  court;  section  205  bars 
both. 

It  should  be  noted,  however,  that  for  all 
practical  purposes  section  205  completely 
overshadows  section  203. 

Exemptions:  Section  205  permits  a  Gov¬ 
ernment  officer  or  emj^oyee  to  represent 
another  person,  without  compensation,  in  a 
disciplinary,  loyalty  or  other  personnel  mat¬ 
ter.  Another  provision  declares  that  the  sec¬ 
tion  does  not  ixevent  an  ofltcer  or  employee 
from  giving  testimony  under  oath  at  making 
statements  required  to  be  made  under  pen¬ 
alty  for  perjury  cm-  contempt. 

Section  205  also  authorizes  a  limited 
waiver  of  its  restrictions  and  those  of  sectimi 
203  for  the  benefit  of  an  officer  or  employee, 
including  a  special  Government  emploiree, 
who  represents  his  own  parents,  qiouse  or 
cffiild,  or  a  person  or  estate  he  serves  as  a 
fiduciary.  The  waiver  is  available  to  the  offi¬ 
cer  or  en^loyee,  whether  acting  tor  any  such 


person  with  or  without  compensation,  but 
only  if  approved  by  the  official  making  ap¬ 
pointments  to  bis  position,  m  no  event  does 
the  waiver  extend  to  his  representatlcxi  of 
any  such  person  tn  matters  in  which  he  has 
participated  personally  and  substantially  or 
which,  even  in  the  absence  of  such  pcurtlcipa- 
tion.  are  the  subject  of  his  official 
responsibility. 

Finally,  section  205  gives  the  head  of  a  de¬ 
partment  or  agency  the  power,  notwithstand¬ 
ing  any  applicable  restrictions  in  its  provi¬ 
sions  or  those  of  section  203,  to  allow  a  spe¬ 
cial  Government  employee  to  represent  bis 
regular  employer  or  other  outside  organiza¬ 
tion  in  the  performance  of  work  under  a  Gov¬ 
ernment  grant  or  contract.  However,  this  ac¬ 
tion  is  open  to  the  department  or  agency 
head  only  upon  bis  certification,  published 
in  the  Federal  Register,  that  the  national 
Interest  requires  it. 

III.  18  V.S.C.  208.  This  section  forbids  cer¬ 
tain  actions  by  an  officer  or  employee  of  the 
Government  in  his  role  as  a  servant  or  repre¬ 
sentative  of  the  Government.  Its  thrust  is 
therefore  to  be  distinguished  from  that  of 
18  UH.C.  203  and  205  which  forbid  certain 
actions  in  his  capacity  as  a  representative  of 
persons  outside  the  Government. 

Subsection  (a)  in  substance  requires  an 
officer  or  employee  of  the  executive  branch. 
Including  a  special  Government  employee, 
to  refrain  from  participating  as  such  in  any 
matter  in  which,  to  his  knowledge,  he,  bis 
spouse,  minor  child  or  partner  has  a  finan¬ 
cial  interest.  He  must  also  remove  himself 
from  a  matter  in  which  a  business  or  non¬ 
profit  organlaatloB  with  which  he  is  con¬ 
nected  or  is  seeking  employment  has  a  finan¬ 
cial  interest.  Under  this  section,  a  "partic¬ 
ular  matter"  may  be  a  matter  less  con¬ 
crete  than  an  actual  contract,  because  the 
concept  of  a  “particular  matter  Involving  a 
specific  party  or  pcu'tles”  is  not  used  here  as 
in  other  sections.  However,  a  “particular 
matter"  is  something  more  specific  than  rule 
making  or  abstract  scientific  principles.  The 
test  for  determining  whether  the  action  of 
the  individual  involves  a  particular  matter 
in  which  he  (or  the  other  enumerated  par¬ 
ties)  has  a  financial  Interest  is  whether  he 
might  reasonably  anticipate  that  his  action 
or  the  deciston  in  which  he  participates  or 
with  respect  to  which  he  advises,  will  have  a 
direct  and  predictable  effect  upon  a  financial 
Interest  of  himself,  bis  spouse,  minor  child, 
partner  or  organization  with  which  he  is  con¬ 
nected  or  seeing  employment. 

Subsection  (b)  permits  the  agency  of  an 
officer  or  employee  to  grant  him  an  ad  hoc 
exemption  from  subsection  (a)  if  the  outside 
financial  Interest  in  a  matter  is  deemed  not 
substantial  enough  to  have  an  effect  on  the 
integrity  erf  his  services.  Financial  Interests 
of  this  kind  may  also  be  made  nondisqualify¬ 
ing  by  a  general  regulation  published  in  the 
Federal  Register. 

IV.  18  U.S.C.  209.  Subsection  (a)  prevents 
an  officer  or  employee  of  the  executive 
branch,  and  independent  agency  or  the  Dis¬ 
trict  of  Columbia  from  receiving,  and  any¬ 
one  from  paying  him,  any  salary  or  supple¬ 
mentation  of  salary  from  a  private  source 
as  compensation  for  his  services  to  the  Gov¬ 
ernment. 

SubsectlOB  (b)  specifically  authorizes  an 
officer  or  employee  covered  by  subsection  (a) 
to  continue  his  participation  in  a  bona  fide 
pension  plan  or  other  employee  welfare  or 
benefit  plan  maintained  by  a  former  em¬ 
ployer. 

Subsection  (c)  provides  that  section  209 
does  not  apply  to  a  special  Government  em¬ 
ployee  or  to  anyone  serving  the  Government 
without  compensation,  whether  or  not  he  is 
a  special  Government  employee. 

Subsection  (d)  provides  that  the  section 
does  not  prohibit  the  payment  or  acceptance 
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of  contributions,  awards  or  other  expenses 
under  the  terms  of  the  Government  Em¬ 
ployees  Training  Act. 

V.  Applicable  to  Regular  Savy  and  Ma¬ 
rine  Offlcera.  37  V.S.C.  «01<a)  Formerly  10 
U.S.C.  6112(a).  An  officer  of  the  Regular 
Navy  or  the  Regular  Marine  Corps,  other 
than  a  retired  officer,  may  not  be  employed 
by  any  person  furnishing  Naval  supplies  or 
war  materials  to  the  United  States.  If  such 
an  officer  Is  so  employed,  he  Is  not  entitled 
to  any  payment  from  the  United  States  dur¬ 
ing  that  employment. 

(b)  LAW  APPLICABLE  TO  PORMEB  OFFICERS 
AND  EMPLOYEES 

I.  18  U.S.C.  207.  Subsections  (a)  and  (b) 
of  this  section  contain  post-employment 
prohibitions  applicable  to  persons  who  have 
ended  service  as  officers  or  employees  of  the 
executive  branch.  The  prohibitions  for  per¬ 
sons  who  have  served  as  special  Government 
employees  are  the  same  as  for  persons  who 
have  performed  regular  duties. 

The  restraint  of  subsection  (a)  is  against 
a  former  officer  (M’  employee’s  acting  as  agent 
or  attorney  for  anyone  other  than  the  United 
States  In  connection  with  certain  matters, 
whether  pending  In  the  courts  or  elsewhere. 
The  matters  are  those  Involving  a  specllic 
party  or  parties  in  which  the  United  States 
is  one  of  the  parties  or  has  a  direct  and 
substantial  Interest  and  In  which  the  former 
officer  or  employee  participated  personally 
and  substantially  while  holding  a  Govern¬ 
ment  position. 

Subsection  (b)  sets  forth  a  one-year  post- 
enqiloyment  prohibition  in  respect  of  those 
matters  which  were  within  the  area  of  official 
responsibility  of  a  former  officer  or  employee 
at  any  time  during  the  last  year  of  his  serv¬ 
ice  but  which  do  not  come  within  subsec¬ 
tion  (a)  because  he  did  not  participate  in 
them  personally  and  substantially.  More 
particularly,  the  prohibition  of  subsection 
(b)  prevents  bis  personal  i^pearance  In  such 
matters  before  a  court  or  a  department  or 
agency  of  the  Government  as  agent  or  at¬ 
torney  for  anyone  other  than  the  United 
States.  Where,  in  the  year  prior  to  the  end 
of  his  service,  a  former  officer  or  employee 
has  changed  areas  of  responsibility  by  trans¬ 
ferring  from  one  agency  to  another,  the 
period  of  his  poet-employment  IneMglbillty 
as  to  matters  in  a  particular  area  ends  one 
year  after  his  responsibility  for  that  area 
ends.  For  example,  if  an  Individual  transfers 
from  a  supervisory  position  in  the  Internal 
Revenue  Service  to  a  supervlsOTy  position  in 
DoD  and  leaves  DoD  for  private  employment 
nine  months  later,  be  will  be  free  of  the 
restriction  of  subsection  (b)  in  three  months 
Insofar  as  Internal  Revenue  matters  are 
concerned.  He  will  of  course  be  boimd  by 
It  for  a  year  In  respect  of  DoD  matters. 

The  proviso  f crowing  subsections  (a)  and 
(h)  authorizes  a  department  head,  notwith¬ 
standing  anything  to  the  contrary  In  their 
provisions,  to  pennlt  a  former  officer  or  em¬ 
ployee  with  outstanding  scientific  qualifica¬ 
tions  to  act  as  attorney  or  agent  or  appear 
personally  before  the  department  for  another 
in  a  matter  in  a  scientific  field.  This  au- 
thcMTlty  may  be  exercised  by  the  department 
head  upon  a  “national  interest’*  certlflcatlcm 
published  In  the  Fbdduu.  RBCisiau 

Subsection  (a)  describes  the  activities  It 
forbids  as  being  in  connection  with  "pMuiilc- 
ular  matters  involving  a  spedfio  party  or 
p>artles’’  in  which  the  former  officer  or  em- 
I^yee  had  piartlclpiated.  Subsection  (b)  re¬ 
lates  to  matters  which  were  under  his  official 
respxmslbUlty.  ’Ihe  language  of  both  does  not 
include  general  rulemailing,  the  fc»mu- 
latlon  of  gwieral  pdloy  or  standards,  or  other 
similar  matters.  'Ihus,  piast  participation  In 


or  official  responsibility  for  a  matter  of  this 
kind  on  behalf  of  the  Government  does  not 
disqualify  a  former  employee  from  repre¬ 
senting  another  person  In  a  proceeding 
which  Is  governed  by  the  rule  w  other  result 
of  such  matter.  Similarly,  In  the  scientific 
field  past  participation  In  discussion  of 
scientific  or  engineering  concepts,  the  feasi¬ 
bility  of  scientific  or  technical  accomplish¬ 
ments  or  prcqxxsed  Government  programs  in 
early  stages  prior  to  the  formulation  of  con¬ 
tract  or  a  contract  proposal  where 
spieclfic  parties  become  Involved  in  a  matter, 
does  not  disqualify  the  former  employee 
from  representing  his  company  with  respect 
to  a  ccmtract  entered  into  at  a  later  time 
even  though  the  same  general  scientific 
matters  may  be  Involved  In  such  a  contract. 

Subsection  (a)  bars  permanently  a  greater 
variety  of  actions  than  subsection  (b)  bars 
temporarily.  The  conduct  made  imlawful  by 
the  former  is  any  action  as  agent  or  attor¬ 
ney,  while  that  made  unlawful  by  the  latter 
Is  a  personal  iqipearance  as  agent  or  at¬ 
torney.  However,  neither  subsection  pre¬ 
cludes  post-employment  activities  which 
may  fairly  be  characterized  as  no  more  than 
aiding  or  assisting  another.  An  individual 
who  has  left  the  department  to  accept 
private  employment  may,  for  example,  im¬ 
mediately  perfwm  technical  work  in  his 
company’s  plant  In  relation  to  a  ccmtract  for 
which  he  had  official  responsibility— or,  for 
that  matter.  In  relation  to  one  he  helped 
the  agency  negotiate.  On  the  other  hand, 
he  is  forbidden  for  a  year,  in  the  first  case,  to 
appear  personally  before  the  department  as 
the  agent  or  attorney  of  his  company  In 
connection  with  a  dispute  over  the  terms  of 
the  ccmtract.  He  may  at  no  time  appear  per¬ 
sonally  before  the  department  or  otherwise 
act  as  agent  or  attorney  for  his  company  In 
such  dispute  If  he  helped  negotiate  the  ccm- 
tract.  Under  both  sections  the  disability  is 
personal,  and  neither  section  would  prevent 
the  former  officer  or  employee  from  becom¬ 
ing  the  president  or  other  officer  of  a  cor¬ 
poration  which  has  contracts  with  the 
Government,  so  long  as  such  fmmer  officer 
or  employee  does  not  personally  act  as  the 
agent  or  attorney  of  the  company  In  deal¬ 
ing  with  the  matters  covered  under  Secticms 
a  and  b. 

(c)  SUMMARY  OF  LAWS  APPLICABLE  TO  RETIREO 
REGULAR  OFFICERS  NOT  ON  ACTIVE  DUTY 

DUTY 

I.  Prohibited  Activities.  A.  Matters  Con¬ 
nected  With  Former  Duties  or  Official  Re¬ 
sponsibilities.  A  retired  regular  officer  not  on 
active  duty  Is  considered  to  be  a  "former  offi¬ 
cer”  for  the  purposes  of  18  U.S.C.  307  and 
therefore,  the  prcAlbltlons  discussed  in  para¬ 
graph  ZVI.O  and  Inclosure  3  B  apply  to  him. 

B.  Claims.  A  retired  regular  officer  of  the 
armed  forces  may  not,  within  two  years  of 
his  retirement,  act  as  agent  or  attorney  for 
prosecuting  any  claim  against  the  Govern¬ 
ment,  or  assist  In  the  prosecution  of  such  a 
claim  or  receive  any  gratuity  or  any  share  of 
or  Interest  in  such  claim  In  consideration 
tor  having  assisted  in  the  prosecution  of 
such  a  claim,  if  such  claim  involves  the  de¬ 
partment  in  whice  service  he  holds  a  retired 
status.  Nor  may  a  regular  retired  officer  at 
any  time  act  as  an  agent  or  attorney  for 
prosecuting  any  claim  against  the  Govern¬ 
ment  or  assist  In  prosecution  of  such  claim, 
or  receive  any  gratuity  or  any  share  of  or  In¬ 
terest  In  such  a  claim  In  consideration  for 
having  assisted  In  the  prosecution  of  such 
claim.  If  such  claim  involves  any  subject 
mattw  with  which  he  was  directly  con¬ 
nected  while  on  active  duty  (See  18  U.S.C. 
283). 


C.  Selling.  1.  A  retired  regular  officer  l-s 
prohibited,  at  all  times,  from  receiving  or 
agreeing  to  receive  any  compensation  for 
representing  any  person  In  the  sale  of  any¬ 
thing  to  the  Government  through  the  de¬ 
partment  in  whose  service  he  holds  a  retired 
status  (See  18  UB.C.  281). 

2.  37  UB.C.  801  (c)  as  amended  October  9, 
1962,  Pli.  87-777,  fOTmerly  5  UB.O.  69(c) 
provides: 

“No  payment  shall  be  made  from  appro¬ 
priations  in  any  Act  to  any  officer  on  the 
retired  lists  of  the  Regular  Army,  Regular 
Navy,  Regular  Marine  Corps,  Re^lar  Air 
Force,  Regular  Coast  Guard,  Coast  and  Geo¬ 
detic  Survey,  and  Public  Health  Service  for 
a  period  of  three  years  after  retirement  who 
for  himself  or  for  others  Is  engaged  In  the 
selling  of  or  contracting  for  the  sale  of  or 
negotiating  for  the  sale  of,  to  any  agency  of 
the  Department  of  Defense,  the  Coast  Guard, 
the  Coast  and  Geodetic  Survey,  and  the  Pub¬ 
lic  Health  Service  any  supplies  or  war  ma¬ 
terials.” 

For  the  purpose  of  this  statute,  “selling” 
means: 

a.  Signing  a  bid,  proposal,  or  contract; 

b.  Negotiating  a  contract; 

c.  Contacting  an  officer  or  employee  of  any 
of  the  foregoing  d^iartments  or  agencies  for 
the  purpose  of: 

( 1 )  Obtaining  or  negotiating  contracts, 

(2)  Negotiating  or  discussing  changes  in 
specifications,  price,  cost  allowances,  or  other 
terms  of  a  contract,  or 

(3)  Setting  disputes  concerning  perform¬ 
ance  of  a  contract,  or 

d.  Any  other  liaison  activity  with  a  view 
toward  the  ultimate  consummatloQ  of  a  sale 
although  the  actual  contract  thoefor  is  sub* 
sequently  negotiated  by  another  person. 

However,  it  is  not  the  Intent  of  this 
Directive  to  preclude  a  retired  regn^ilw  officer 
frmn  accepting  employment  with  private 
Industry  sidely  because  his  employw  Is  a 
contractor  with  the  Government. 

n.  Exemptions  from  Law  Applying  to 
Officers  on  Active  Duty.  A  regular  (ffilcer 
who  has  been  retired  continues  to  be  an 
“ofllcer”  of  the  United  States  tor  purposes  of 
many  statutes.  However,  the  laws  applying  to 
officers  on  active  duty  listed  In  paragraph 
XVI  A  of  this  Directive  do  not  nminally 
apply  to  retired  regular  offiCMs  not  on  active 
duty.  The  Jaw  spedfioally  provides  that  18 
U.S.C.  203  and  206  do  not  i^ply  to  a  retired 
officer  while  not  on  active  duty  who  Is  not 
otherwise  an  officer  or  employee  of  the  United 
States  (See  18  US.C.  206) .  In  addition,  as  a 
practical  matter,  18  U.S.C.  208  and  209  do 
not  apply  to  a  retired  officer  not  on  active 
duty  who  is  not  perfmrnlng  services  for 
the  Government,  solely  because  of  his  status 
as  a  retired  regular  officer. 

(d)  OTHER  RELATED  LAWS  APPLICABLE  TO  ALL 
DEPARTMENT  OF  DEFENSE  PERSONNEL 

The  following  activities  may  subject  pres¬ 
ent  and  former  DoD  personnM  to  penalties: 

A.  Aiding,  abetting,  counseling,  commanding. 
Inducing,  or  procuring  another  to  commit 
a  crime  under  any  criminal  statute  (See  18 
U.S.C.  201). 

B.  Concealing  or  falling  to  r^>ort  to  proper 
authorities  the  commission  of  a  felony  imder 
any  criminal  statute  If  such  personnel  knew 
of  the  actual  commission  of  the  crime  (See 
18  U  S.C.  4). 

C.  Conspiring  with  one  or  more  other  per¬ 
sons  to  commit  a  crime  imder  any  criminal 
statute  or  to  defraud  the  United  States,  If 
any  party  to  the  coniqilracy  does  any  act 
to  effect  the  object  of  the  conspiracy  (See  18 
u  s  e.  371). 
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D.  TtM  prohlbltlcQ  •gainst  lobbying  with 
appropriated  funds  (See  18  UjSX;.  181). 

K.  The  prohibittone  against  disloyalty  and 
striking  (See  8  UAC.  7311,  18  UA.C.  1918). 

F.  The  prohibition  against  the  en^loy- 
metxt  of  a  member  of  a  Communist  organi¬ 
zation  (See  60  UB.C.  784). 

a.  Die  prohibition  against  (1)  the  dis¬ 
closure  of  elasslfled  tnformation  (See  18 
U3.C.  708,  50  U.S.C.  783);  and  (2)  the  dis¬ 
closure  of  confidential  Information  (See  18 
U.S.C.  1906). 

H.  The  prorlslon  relating  to  the  habitual 
use  of  IntoxlcantB  to  ezoees  (See  5  Ufl.C. 
7362). 

I.  The  prohlbttlon  against  the  misuse  of 
a  Ooremment  vehicle  (See  31  U.8.C.  688a 

(c)). 

J.  The  prohibition  against  the  mlstise  of 
the  frankmg  privilege  (See  18  U.S.C.  1710). 

K.  The  prohibittoa  against  the  use  of 

deceit  In  an  or  personnel  action 

in  connection  with  Oovemment  employment 
(See  18UJ3.C.  1017). 

L.  TDhe  prohibition  against  fraud  or  false 
Etatenoents  In  a  Government  matter  (See 
18Cf3.C.  1001). 

M.  The  prohibition  against  mutilating  or 
destroying  a  public  record  (See  18  UjB.C. 
2071). 

N.  The  prohibition  against  counterfeiting 
and  forging  transportation  requests  (See  18 
UJB.C.  608) . 

O.  The  prohibitions  against  (1)  embezzle¬ 
ment  of  Oovemment  money  or  property  (18 
UJB.C.  641);  (2)  failing  to  account  for  public 
money  (18  UJB.C.  643);  and  (3)  embezzle¬ 
ment  of  the  money  or  property  of  another 
pseeon  In  the  pooseaclon  of  an  employment 
by  reason  of  his  enq>loyment  (18  U.8.C.  664) . 

p,  TTm  ptohiUtion  against  unauthorized 
use  of  documents  rrtattng  to  claims  from  or 
by  the  Government  (18  UJB.C.  286). 

Q.  The  prohibitions  against  political  activi¬ 
ties  in  subchapter  nx  of  chaptm-  78  of  title 
6.  United  States  Code  (6  UJB.C.  7821-7327) 
and  18  UB.C.  602,  603.  607  and  608.  (Civilian 
employees) . 

B.  The  prohibitions  against  an  employee 
(Including  a  special  Government  employee) 
who  is  required  to  register  under  the  Foreign 
Agents  Bcglstration  Act  of  1988  (18  UB.C. 
219)  eervlng  the  Government.  The  criminal 
penalties  of  this  section  do  not  apply  to  a 
q>ecial  Government  employee  In  any  case 
In  which  the  department  bead  sends  a  oer- 
to  the  Attorney  General  that  his 
employment  by  the  United  States  Govem- 
m«xt  Is  tn  the  national  Interest.  The  section 
does  not  apply  to  retired  regular  officers  or 
to  reeervra  who  are  not  on  active  duty  or 
who  are  on  active  duty  for  training. 

ArrniPix  C — Cztzact  vsoic  Afvcndiz  C.  or 
com.  Sezvicz  Fedzbal  PzzsoirifZL 

BCANUAl.  STBTEM  ON  SPECIAL  GOVERNMENT 
SMPS.OTSBS  (DrCLUmNO  GUIDKLtNES  POS  OB- 
TAINIKB  JJTD  UllUZING  TRZ  8EEV1CBB  OS 
SPECIAL  GOVERNMENT  EMPLOYERS) 

Bach  department  and  agency  should  ob- 
aerve  the  following  rules  In  obtaining  and 
uttUalng  the  services  of  a  consultant,  adviser, 
or  other  temporary  or  Intermittent  employee: 

(a)  At  the  time  of  his  original  a^ipolnt- 
ment  the  time  of  each  appointment 
thereafter,  the  department  or  agency  should 
TT>air«  Its  beet  estimate  of  the  number  of 
days  during  the  following  366  days  on  which 
It  will  require  the  services  of  the  iq)polntae. 
A  part  of  a  day  should  be  counted  as  a  full 
day  for  the  purposes  of  this  estimate,  and 
a  Saturday.  Sunday,  or  holiday  on  which 
duty  Is  to  be  performed  should  be  counted 
equally  with  a  regular  work  day. 

(b)  Unless  otherwise  provided  by  law.  an 
appointment  should  not  extend  for  more 
than  366  days.  When  an  appointment  extends 


beyond  that  period,  an  estimate  as  required 
by  paragr^h  (a)  should  be  made  at  the 
inception  of  the  appointment  and  a  new 
estimate  at  the  expiration  of  each  366  days 
thereafter. 

(c)  If  a  department  or  agency  estimates, 
pursuant  to  paragnq>h  (a)  or  (b),  that  an 
appointee  will  serve  more  than  130  days 
during  the  ensuing  365  days,  the  appointee 
should  not  be  carried  on  the  rolls  as  a  spe¬ 
cial  Government  employee  and  the  depart¬ 
ment  or  agency  should  Instruct  him  that  he 
is  regarded  as  subject  to  the  prohibitions 
of  18  U.S.C.  203  and  205  to  the  same  extent 
as  if  be  were  to  serve  as  a  full-time  employee. 
If  the  estimate  Is  that  he  will  serve  no  more 
than  ISO  days  dining  the  fcAlowlng  366  days, 
he  should  be  carried  on  the  rolls  of  the  de¬ 
partment  or  agency  as  a  special  Government 
wnployee  and  Instructed  that  be  is  regarded 
as  subject  only  to  the  restrictions  of  18  U.S.C. 
203  and  205.  Even  If  It  becomes  apparent, 
prl<N  to  the  end  of  a  period  of  365  days  tar 
which  a  depiu'tment  or  agency  has  made  an 
estimate  on  an  appcAntee,  that  be  has  not 
been  acciurately  elasslfled,  he  should  never¬ 
theless  continue  to  be  considered  a  special 
Oovemment  employee  or  not,  as  the  case  may 
be,  for  the  remainder  of  that  366-day  period. 

(d)  An  enqjloyee  who  undertakes  service 
with  two  departments  or  agencies  shall  In¬ 
form  each  of  his  arrangements  with  the 
other.  If  both  his  appointments  are  made 
on  the  same  date,  the  aggregate  of  the  esti¬ 
mates  made  by  the  departments  or  agencies 
under  paragraph  (a)  or  (b)  shall  be  consld- 
wed  determinative  at  his  classlflcatloci  by 
each.  Notwithstanding  anything  to  the  con¬ 
trary  in  paragraphs  (a),  (b),  car  (c).  If  after 
being  employed  by  one  department  or  agency, 
a  special  Oovemment  employee  Is  appcrfnted 
by  a  second  to  serve  It  In  the  same  capacity, 
each  d^artment  or  agency  should  make  an 
estimate  of  ttie  amount  of  his  service  to  It 
for  the  remaining  portion  at  the  36S-day 
period  covered  by  the  original  estimate  of 
the  flrst.  The  sum  of  the  taro  estimates  and 
of  the  actual  number  at  days  of  his  service 
to  the  flrst  department  or  agency  during  the 
prior  portion  of  such  se5-day  period  ahaU 
be  considered  determinative  at  the  claasiflca- 
tlon  of  the  iqipolntee  by  each  during  the 
remaining  portion.  If  an  employee  under¬ 
takes  to  serve  more  than  two  departments  or 
agencies,  they  Abaii  classify  him  In  a  manner 
similar  to  that  prescribed  in  this  paragraph 
for  two  agencies.  Each  agency  which  employs 
special  Government  enqiloyees  who  serve 
othw  agencies  shall  designate  an  officer  to 
coordinate  the  classification  of  such  employ¬ 
ees  with  such  other  agencies. 

(e)  When  a  persem  Is  serving  as  a  member 
of  an  advisory  committee,  Isoard  or  other 
group,  and  is  by  virtue  of  his  membership 
thereon  an  officer  or  employee  of  the  United 
States,  the  requirements  of  paragnq>b8  (a), 
(b),  (c),  and  (d)  should  be  carried  out  to 
the  name  extMit  ss  If  he  were  serving  the 
q>onaorlng  department  or  agency  separately 
and  Individually. 

(f )  The  60-day  standard  affecting  a  special 
Government  •n4>loyee’8  private  activities 
before  his  department  or  agency  is  a  stand¬ 
ard  of  actual  past  service,  as  contrasted  with 
the  180-day  standard  of  estimated  future 
service  discussed  above.  A  special  Govern¬ 
ment  employea  Is  barred  from  representing 

perscm  before  his  department  or 
agency  at  times  when  he  has  served  it  for 
an  aggregate  of  more  than  60  days  during  the 
pMt  366  days.  Thus,  although  once  having 
been  In  effect,  the  statutory  bar  may  be  lifted 
later  by  reason  of  an  Intervening  period  of 
nonservlce.  In  other  words,  as  a  matter  of 
law  the  bar  may  fluotuats  In  Its  effect  during 
the  course  of  a  special  Government  emi^y- 
ee's  rslaUoaahtp  with  his  department  or 
agency. 


(g)  A  part  of  a  day  should  be  counted  as 
a  full  day  In  cozmectlon  srlth  the  60-day 
Btandard  discussed  In  paragnqih  (f),  above, 
and  a  Saturday.  Sunday,  or  holiday  on  which 
duty  has  been  performed  should  be  counted 
equally  with  a  regular  work  day.  Service  per¬ 
formed  by  a  special  Government  employee 
in  one  department  or  agency  should  not  be 
counted  by  another  in  connection  with  the 
00-day  standard. 

To  a  considerable  extent  the  prohibitions 
of  18  UJ3.C.  203  and  206  are  aimed  at  the 
sale  of  Influence  to  gain  special  favors  for 
private  businesses  and  other  organlzatlonB 
and  at  the  misuse  of  governmental  position 
or  information.  In  accordance  with  these 
alms,  it  is  desirable  that  a  consultant  or  ad¬ 
viser  or  other  Individual  who  Is  a  ^Mclal 
Government  employee,  even  when  not  com¬ 
pelled  to  do  so  by  18  UJi.O.  203  and  206, 
should  make  every  effort  In  his  private  work 
to  avoid  any  personal  contact  In  negotiations 
for  contracts  or  grants  with  the  department 
or  agency  which  he  Is  serving  if  the  subject 
matter  is  related  to  the  subject  matter  of  his 
consultancy  or  other  service.  It  Is  recognized 
that  this  will  not  always  be  possible  to 
achieve;  for  example.  In  a  situation  in  which 
a  consultant  or  adviser  has  an  executive  po¬ 
sition  and  responsibility  with  his  regular  em¬ 
ployer  which  requires  him  to  participate  per¬ 
sonally  in  contract  negotiations  with  the  de¬ 
partment  or  agency  he  Is  advMng.  When  this 
situation  occurs,  the  consultant  or  adviser 
should  participate  In  the  negottatlons  for  hte 
employer  only  with  the  knowledge  of  a 
responsible  government  official.  In  other  In¬ 
stances  an  occasional  consultant  or  adviser 
may  have  technical  knowledge  which  Is  in¬ 
dispensable  to  his  regular  employer  In  his 
efforts  to  formulate  a  research  and  develop¬ 
ment  contract  in*  a  research  grant  and,  for 
the  same  reason.  It  Is  In  the  Interest  of  the 
Government  that  he  should  take  part  In 
negotiations  for  his  private  emplojrer.  Again, 
he  should  participate  only  with  the  knowl¬ 
edge  of  a  req>onslble  Government  official. 

Section  206  of  title  18  contains  an  exemp- 
tlve  provision  dealing  with  a  similar  situation 
which  may  arise  after  a  Government  grant 
or  contract  has  been  negotiated.  This  pro¬ 
vision  In  certain  cases  permits  both  the 
Government  and  the  private  raaployer  of  a 
q}eclal  Government  employee  to  benefit  from 
his  performance  of  work  under  a  grant  or 
CMitract  for  which  he  otherwise  would  be 
dlsquaUfled  because  he  had  participated  In 
the  matter  ftw  the  Oovemment  or  It  Is  pend¬ 
ing  In  an  agency  he  has  served  for  more 
than  60  days  In  ^e  past  year.  More  particu¬ 
larly.  the  provision  gives  the  head  of  a  de¬ 
partment  or  agency  the  power,  notwithstand¬ 
ing  any  prohibition  in  either  18  UJ3.C.  203 
or  206,  to  allow  a  qieclal  Oovemment  em¬ 
ployee  to  represent  before  such  department 
or  agency  either  hla  regular  employer  or 
another  person  or  organization  In  the  per¬ 
formance  of  work  under  a  grant  or  contract. 
As  a  basis  for  this  action,  the  department  or 
agency  head  must  flrst  make  a  certification 
In  writing,  published  In  the  Fderal  Register, 
that  It  Is  required  by  the  national  Interest. 

It  Is  nsceesary  ocoaslonaUy  to  distinguish 
Iwtween  consultants  and  advisers  who  are 
special  Government  employees  and  persons 
who  are  Invited  to  appear  at  a  department 
or  agency  In  a  representative  capacity  to 
speak  for  firms  or  an  Industry,  or  for  labor 
or  agriculture,  or  for  any  other  recognizable 
group  of  persons.  Including,  on  occasion,  the 
public  at  large.  A  consultant  or  adviser 
whoee  advice  Is  obtained  by  a  department  or 
agency  from  time  ’  to  time  because  of  his 
Individual  quallflcations  and  who  serves  In 
an  Independent  capacity  Is  an  officer  or  em¬ 
ployee  erf  the  Government.  On  the  other 
hand,  one  who  Is  requested  to  iq>pear  before 
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a  Government  department  or  agency  to  pre¬ 
sent  the  views  of  a  nongovernmental  or¬ 
ganization  or  group  which  he  represents,  or 
for  which  he  is  in  a  position  to  speak,  does 
not  act  as  a  servant  of  the  Government  and 
Is  not  Its  officer  or  employee.  He  is  therefore 
not  subject  to  the  conflict  of  Interest  laws 
and  is  not  within  the  scope  of  this  chapter. 

The  following  principles  are  xiseful  In  su'- 
rlving  at  a  determination  whether  an  In¬ 
dividual  is  acting  before  an  agency  in  a 
representative  capacity: 

(1)  A  person  who  receives  compensation 
from  the  Government  for  his  services  as  an 
adviser  or  consultant  is  its  employee  and  not 
a  representative  of  an  outside  group.  The 
Government’s  payment  of  travel  expenses 
and  a  per  diem  allowance,  however,  does  not 
by  Itself  make  the  recipient  an  employee. 

(2)  It  is  rare  that  a  consultant  or  adviser 
who  serves  alone  Is  acting  In  a  representative 
capacity.  Those  who  have  representative  roles 
are  for  the  most  part  persons  serving  as 
members  of  an  advisory  committee  or  similar 
body  utilized  by  a  Government  agency.  It 
does  not  follow,  however,  that  the  members 
of  every  such  body  are  acting  as  representa¬ 
tives  and  are  therefore  outside  the  range  of 
the  conflict  of  Interest  laws.  The  result  Is 
limited  to  the  members  of  committees  uti¬ 
lized  to  obtain  the  views  of  nongovernmental 
groups  or  organizations. 

(3)  The  fact  that  an  Individual  is  ap¬ 
pointed  by  an  agency  to  an  advisory  commit¬ 
tee  upon  the  recommendation  of  an  outside 
group  or  organization  tends  to  support  the 
conclusion  that  he  has  a  representative 
function. 

(4)  Although  members  of  a  governmental 
advisory  body  who  are  expected  to  bind  out¬ 
side  organizations  are  no  doubt  serving  In  a 
representative  capacity,  the  absence  of  au¬ 
thority  to  bind  outside  groups  does  not  re¬ 
quire  the  conclusion  that  the  members  are 
Government  employees.  What  Is  Important  Is 
whether  they  function  as  spokesmen  for  non¬ 
governmental  groups  or  organizations  and 
not  whether  they  can  formally  commit  them. 

(5)  When  an  adviser  or  consultant  is  in 
a  portion  to  act  as  a  spokesman  for  the 
United  States  or  a  Government  agency — as, 
for  example.  In  an  International  conference — 
be  is  obviously  acting  as  an  officer  or 
employee  of  the  Government. 

While  It  would  be  highly  desirable.  In  order 
to  minimize  the  occurrence  of  conflicts  of 
Interest,  for  departments  and  agencies  of  the 
Government  to  avoid  appointing  to  advisory 
positions  Individuals  who  are  employed  or 
consulted  by  contractors  or  others  having 
a  substantial  amovmt  of  business  with  that 
department  or  agency.  It  Is  recognized  that 
the  Government  has,  of  necessity,  become 
Increasingly  concerned  with  highly  technical 
areas  of  specialization  and  that  ^e  number 
of  Individuals  expert  In  those  areas  Is  fre¬ 
quently  very  small.  Therefore,  In  many  In¬ 
stances  It  will  not  be  possible  for  a  depart¬ 
ment  or  agency  to  obtain  the  services  of  a 
competent  adviser  or  consultant  who  Is  not 
In  fact  employed  or  consulted  by  such  con¬ 
tractors.  In  addition,  an  advisory  group  may 
of  necessity  be  composed  largely  or  wholly 
of  persons  of  a  common  class  or  group  whose 
employers  may  benefit  from  the  advice  given. 
An  example  would  be  a  group  of  university 
scientists  advising  on  research  grants  to  uni¬ 
versities.  Only  in  such  a  group  can  the  neces¬ 
sary  expertise  be  foimd.  In  all  these  circum¬ 
stances.  particular  care  should  be  exercised 
to  exclude  his  employer^  or  clients'  contracts 
or  other  transactions  with  the  Government 


from  the  range  of  the  consultant's  or 
adviser’s  duties. 

Maurice  W.  Roche, 
Director,  CorresjKtndence  and 
Directives  OASD  (.Comptroller) . 

April  7,  1975. 

[FR  Doc.75-9326  Filed  4-9-75; 8: 45  am] 


SUBCHAPTER  P— RECORDS 

PART  287— AVAILABILITY  TO  THE  PUBLIC 
OF  DEFENSE  COMMUNICATIONS 
AGENCY  INFORMATION 

Procedure  and  Requirements 

PuioV.nt  to  the  provisions  of  Public 
Law  93-502,  enacted  November  21,  1974, 
notice  is  hereby  given  of  revised  DCA  In¬ 
struction  210-225-1  implementing  5 
U.S.C.  552,  as  amended  by  Public  Law  93- 
502,  Freedom  of  Information  Act.  This 
Part  287  provides  overall  guidance  to 
Defense  Communications  Agency  organ¬ 
ization  on  how  they  should  respond  to 
requests  from  the  public  for  records 
under  the  Freedom  of  Information  Act, 
as  amended.  This  regulation  will  become 
effective  31  March  1975.  However,  pub¬ 
lic  comments  and  recommendations  sub¬ 
mitted  to  Defense  Communications 
Agency,  AITN:  Code  105,  Washington, 
D.C.  20305  by  30  May  1975  will  be  con¬ 
sidered  in  determining  the  need  for 
modification  of  the  regulation. 

Part  287,  Subchapter  P,  Chapter  I  of 
Title  32  of  the  Code  of  F^eral  Regula¬ 
tions  is  revised  as  follows: 

Sec. 

287.1  Purpose. 

287.2  Applicability. 

287.3  Authority. 

287.4  Responsibilities. 

287.6  Fees. 

287.6  Reports. 

287.7  Questions. 

287.8  “For  Official  Use  Only”  records. 

Authobitt:  6  U.S.C.  562,  as  amended  by 
Public  Law  93-502. 

§  287.1  Purpose. 

This  Part  delineates  responsibility  for 
making  available  to  the  public  the  maxi¬ 
mum  amoimt  of  Information  concerning 
the  operations  and  activities  of  the 
Defense  Communications  Agency  (DCA) . 

§  287.2  Applicability. 

This  Part  is  applicable  to  Headquar¬ 
ters,  DCA  and  DCA  field  activities. 

§  287.3  Authority. 

This  Part  is  published  in  accordance 
with  the  authority  contained  in  40  FR 
8190,  26  February  1975,  and  40  FR  4911, 
3  February  1975. 

§  287.4  Responsibilities. 

(a)  The  Assistant  to  the  Director  for 
Administration,  Headquarters,  DCA  will: 

(1)  Prepare  in  proper  format  and  ar¬ 
range  for  publication  In  the  Federal 
Register  the  necessary  regulations  to  Im¬ 
plement  title  5,  United  States  Code,  sec¬ 


tion  552,  as  amended  by  Public  Law  93- 
502  (Freedom  of  Information  Act) ,  sub¬ 
ject  to  the  provisions  contained  in  32 
CFR  286.8. 

(2)  Make  the  material  described  in  32 
CFR  286.5  and  286.6  available  for  public 
inspection  and  copying  at  Headquarters, 
DCA,  8th  Street  South  and  South  Court¬ 
house  Road,  Arlington,  Virginia.  A  cur¬ 
rent  index  of  this  material  will  be  main¬ 
tained  in  accordance  with  the  appropri¬ 
ate  provisions  of  32  CFR  286. 

(3)  Establish  programs  of  instruction 
on  the  provisions  and  requirements  of  32 
CFR  286.7  for  all  officials  and  employees 
who  contribute  to  DCA’s  implementation 
of  the  Freedom  of  Information  Act. 

(4)  Be  responsible  for  arranging  for 
the  publication  in  the  Federal  Register, 
after  coordinating  with  the  DCA  Coun¬ 
sel,  of  appropriate  material  setting  forth 
where,  how.  and  by  what  authority  DCA 
performs  its  functions  and  for  inform¬ 
ing  all  Interested  persons  how  to  deal 
effectively  with  the  Agency.  These  pub¬ 
lications  will  be  made  in  accordance  with 
the  guidelines  contained  in  40  CFR  296. 

(b)  The  Deputy  Directors,  the  Comp¬ 
troller,  and  the  Chief  of  Staff,  DCA  will, 
subject  to  the  exceptions  set  forth  in  32 
CFR  286: 

(1)  Furnish  the  Assistant  to  the  Di¬ 
rector  for  Administration  with  copies 
of  the  material,  described  in  32  CFR 
286.5  and  286.6  that  is  to  be  publishe  ’ 
In  the  Federal  Register. 

(2)  Furnish  the  Civilian  Assistant  to 
the  Chief  of  Staff,  when  requested,  with 
DCA  documentary  material,  which  qual¬ 
ifies  as  a  record  in  accordance  with  32 
CFR  286.5,  for  the  purpose  of  responding 
to  private  persons.  All  such  requests  for 
information  will  be  referred  to  the  Civil¬ 
ian  Assistant  to  the  Chief  of  Staff. 

(c)  The  Director,  DCEC  and  the  Com¬ 
manders  and  Chiefs  of  other  DCA  field 
activities  will: 

(1)  Provide  the  Assistant  to  the  Di¬ 
rector  for  Administration  and  the  Civil¬ 
ian  Assistant  to  the  Cffilef  of  Staff,  as 
appropriate,  with  material  described  in 
32  CFR  286.5  and  286.6. 

(2)  Release  records  upon  their  own 
authority  and  concurrently  provide  a 
copy  of  the  records  released  to  Head¬ 
quarters,  DCA,  Code  104. 

(3)  Develop  supplemental  Instructions 
to  DCAl  210-225-1,  as  required,  to  cover 
requests  for  Information  from  the  public 
which  are  received  on  a  regular  basis  and 
which  usually  pertain  to  Information 
that  may  be  released  without  question. 
Supplemental  Instructions  will  be  sub¬ 
mitted  to  DCA,  Code  105,  for  review  and 
approval  prior  to  implementation. 

(d)  The  Civilian  Assistant  to  the  Chief 
of  Staff,  Headquarters,  DCA,  is  vested 
with  the  authority,  within  DCA,  to  re¬ 
lease  records  for  all  requests  coming  to 
Headquarters,  DCA.  and  to  the  field  ac¬ 
tivities  in  the  Metropolitan  Washing¬ 
ton  area,  and  will: 

(1)  Respond  to  aU  requests  for  rec¬ 
ords  from  private  persons  In  accordance 
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with  the  provisions  of  32  CFR  286.4 
whether  the  requests  are  received  di¬ 
rectly  by  Headquarters,  DCA  or  referred 
to  the  Headquarters,  DCA  by  DCA  field 
activities.  Coordinate  such  release  with 
the  Counsel  In  any  case  In  which  release 
Is,  or  may  be,  controversial. 

(2)  Be  the  DCA  principal  point  of 
contact  and  coordination  with  the  ASD 
(PA). 

(3)  Insme  the  cooperation  of  DCA 
with  the  ASD(PA)  in  fulfilling  his  re¬ 
sponsibility  for  monitoring  the  imple¬ 
mentation  of  32  C^FR  286.7. 

(4)  Refer  cases  of  significance  to  the 
ASD(PA)  for  review  and  evaluation, 
after  coordination  with  Counsel  and 
with  the  approval  of  the  (Thief  of  Staff, 
when  the  issues  raised  are  unusual  or 
precedent  setting  or  otherwise  require 
special  attention  or  guidance. 

(5)  Advise  the  ASD(PA)  prior  to  the 
denial  of  a  request  or  prior  to  an  anneal 
when  two  or  more  DoD  components  are 
affected  by  the  request  for  a  particular 
record  and  when  circumstances  suggest 
a  potential  public  controversy. 

(6)  Be  responsible  for  the  annual  re¬ 
porting  requirement  contained  in  32  CFR 
286.7. 

(e)  Within  DCA,  the  sole  authority  to 
deny,  in  whole  or  in  part,  a  request  for 
recoil  is  vested  in  the  DCA  Counsel 
(Code  105)  or,  in  his  absence,  in  the  Dep¬ 
uty  Counsel.  A  denial  by  the  DCA  Coun¬ 
sel  is  appealable  solely  to  the  Director  or 
to  the  Vice  Director  acting  in  the  absence 
of  the  Director.  The  Counsel,  DCA,  will: 

(1)  Make  the  decision,  whenever,  a 
request  for  a  record  is  to  be  denied  in 
whole  or  in  part,  in  accordance  with  the 
criteria  provided  in  32  CFR  286. 

(2)  Inform,  in  writing,  the  person 
denied  a  record  as  to  the  basis  for  the 
denial  of  the  request,  and  advise  him  of 
his  light  to  appeal  the  decision  to  the 
Director,  DCA. 

(3)  Ensure,  that  if  such  an  appeal  is 
taken,  that  the  basis  for  the  determina¬ 
tion  by  the  Director,  DCA  to  refuse  to  re¬ 
lease  the  record  will  be  in  writing,  will 
state  the  reasons  for  the  denial,  and  will 
Inform  the  requester  of  his  right  to  a 
judicial  review  in  the  appropriate  U.S. 
district  court;  or  if  the  denial  is  based 
upon  security  classification,  of  the  re¬ 
quester’s  optional  right  to  seek  declassi¬ 
fication  of  the  record  by  the  Interagency 
(Tlassification  Review  Committee  in  lieu 
of  immediate  judicial  review.  No  final 
refusal  shall  be  made  without  prior  con¬ 
sultation  with  the  Office  of  the  General 
Counsel  of  the  Department  of  Defense 
when  there  is  reason  to  believe  that  the 
requester  will  file  a  complaint  in  the  U.S. 
district  court  to  force  release  of  the  re¬ 
fused  record. 

(f)  The  Chief  of  Staff,  Headquarters, 
DCA  will,  on  behalf  of  the  Director,  DCA, 
respond  to  the  corrective  action  recom¬ 
mended  by  the  Civil  Service  Commission 
for  arbitrary  or  capricious  withholding  of 
records,  requested,  pursuant  to  the  Free¬ 
dom  of  Information  Act,  by  officers  or 
employees  of  DCA.  This  action  will  be 
coordinated  with  the  Counsel,  DCA. 


§  287.5  Fees. 

Fees  which  may  be  charged  to  the  re¬ 
quester  are  contained  In  32  CFR  286.6 
and  286.10.  Exceptions  to  charging  fees 
are  as  follows;  if  the  total  fee  would  be 
less  than  $3;  if  the  record  is  not  located; 
if  the  record  is  determined  to  be  exempt 
from  disclosure;  if  the  requester  is  en¬ 
gaged  in  a  nonprofit  activity  designed  for 
public  health,  safety,  or  welfare;  if  the 
requester  is  a  representative  of  a  State 
or  local  government  or  of  a  nonprofit 
group  considered  as  primarily  benefit¬ 
ing  the  general  public.  Fees  ordinarily 
will  be  collected  in  advance  of  rendering 
the  service  unless  the  requester  has  spe¬ 
cifically  stated  that  whatever  cost  is  in¬ 
volved  is  acceptable  to  him.  Collection  of 
schedule  fees  will  be  deposited  to  Mis¬ 
cellaneous  Receipts  of  the  Treasury. 

§  287.6  Reports. 

Each  major  staff  element  and  field  ac¬ 
tivity  on  the  distribution  list  of  this  DCA 
Instruction  will  furnish  an  annual  re¬ 
port  to  Headquarters,  DCA,  Code  104,  on 
or  before  15  January  of  each  year  (Re¬ 
ports  Control  Symbol  DD-PA(A)  1365) 
which  will  contain  that  information  re¬ 
quested  in  32  CFR  286.15. 

§  287.7  Questions. 

Questions  on  both  the  substance  and 
procedures  of  the  Freedom  of  Informa¬ 
tion  Act  and  the  DCA  Implementation 
thereof  should  be  addressed  to  the  DCA 
Counsel  by  the  most  expeditious  means 
possible,  including  telephone  calls. 

§  287.C  **For  Official  Use  Only”  records. 

The  designation  of  “For  Official  Use 
Only’’  will  be  applied  to  documents  and 
other  material  only  as  authorized  by  32 
CFR  286.1. 

Maurice  W.  Roche, 
Director  Correspondence  and 
Directives  OASD  (Comptroller). 

April  7,  1975. 

[FR  Doc.76-9327  Piled  4-9-75; 8: 45  am) 


TKIe  40 — Protection  of  the  Environment 

CHAPTER  I— ENVIRONMENTAL 
PROTECTION  AGENCY 

SUBCHAPTER  N — EFFLUENT  GUIDELINES 
AND  STANDARDS 

[FBL  367-6] 

PART  408— CANNED  AND  PRESERVED 
SEAFOOD  pr(x:essing  point  source 

CATEGORY 

Corrections 

Notice  is  hereby  given  that  the  Envi¬ 
ronmental  Protection  Agency  (EPA)  is 
correcting  40  CFR  408 — Canned  and  Pre¬ 
served  Seafood  Processing  Point  Source 
Category  as  set  forth  below.  40  (TFR  408 
was  promulgated  in  interim  final  form 
on  January  30, 1975,  pursuant  to  sections 
301, 304  (b)  and  (c)  of  the  Federal  Water 
Pollution  Control  Act  as  amended  33 
U.S.C.  1252,  1311,  1314  (b)  and  (c),  1316 
(b)  and  1317(c);  86  Stat.  816  et  seq.; 
Pub.  L.  92-500  (the  Act) . 

The  purpose  of  this  notice  is  to  correct 
errors  In  the  preamble  and  Subparts  0 


through  AG.  The  corrections  encompass 
typogiTMphlcal,  clerical  and  editorial 
errors  and  do  not  Involve  any  substantive 
or  policy  issues. 

In  PR  Dociunent  75-2725  appearing  on 
pages  4582  through  4607  in  the  issue  of 
January  30,  1975,  make  the  following 
changes; 

1.  In  the  preamble,  section  (b)  (2)  (i) , 
1st  paragraph,  line  2  the  word  “propos¬ 
ing”  is  revised  to  “establishing.” 

2.  In  the  preamble,  section  (b)  (2)  (i) 
(8) ,  1st  paragraph,  line  3  the  word 
“Mechanized”  is  revised  to  “mechanized.” 

3.  In  the  preamble,  section  (b)  (2)  (iv) 
(5),  1st  paragraph  shall  be  revised  to 
read  as  follows: 

“The  best  practicable  control  technol¬ 
ogy  currently  available  Involves  ‘good 
housekeeping’  practices  which  are  con-, 
sidered  normal  practice  within  the  sea¬ 
food  processing  industry  such  as  turn¬ 
ing  off  faucets  and  hoses  when  not  in  use 
or  using  spring-loaded  hose  nozzles,  by¬ 
product  recovery  or  ultimate  disposal  of 
solids,  and  treatment  of  the  waste  water 
eflluent  a)  by  screening  for  plants  proc¬ 
essing  1816  kg  (4000  lbs)  or  less  of  raw 
material  per  day  and  b)  by  dissolved  air 
dotation  in  addition  to  screening  for 
plants  processing  more  than  1816  ^ 
(4000  lbs)  of  raw  material  per  day  on 
any  day  during  a  calendar  year.” 

4.  In  the  preamble,  section  (b)  (2)  (vli) , 
1st  paragraph,  line  20  the  word  “post” 
is  revised  to  “pose.” 

5.  In  the  preamble,  section  (b)  (2)  (vil) , 
2nd  paragraph,  line  8  the  phrase  “The 
proposed  eflSuent  limitations  •  •  ’’’is 
revised  to  “The  interim  final  effluent 
limitations  •  •  •» 

6.  In  the  preamble,  section  (b)  (2)  (vli) , 
2nd  paragraph,  line  11  the  phrase  “*  *  • 
proposed  limitations  for  1977  •  •  *”  is 
revised  to  “•  •  *  interim  final  limita¬ 
tions  for  1977  •  • 

7.  In  the  preamble,  comment  #9,  4th 
paragraph,  line  20  “20”  is  revised  to  “19”. 

8.  In  the  preamble,  comment  #22,  3rd 
paragraph,  line  9  the  word  “than”  is  re¬ 
vised  to  “that.” 

9.  The  line  preceding  §  408.160  “Sal¬ 
mon  Processing  Subcategory”  is  revised 
to  “Subpart  P — ^Alaskan  Hand-Butchered 
Salmon  Processing  Subcategory.” 

10.  The  table  in  S  408.213  shall  be  re¬ 
vised  to  read  as  follows: 


Effluent  limitations 


Effluent  Avtrago  of  daily 

characteristic  Maximum  for  values  for  thirty 
any  one  day  consecutive  days 
shall  not 
exceed— 


(Metric  units)  kg/kkg  of  product 


BOD5 . 0.78 . 0.58 

T8S . 1.6 .  0.73 

Oil  and  KToase _ O.Ot .  0. 03 

pn . Within  the  . ^ 

range  6.0  to 
9.0. 


(English  units)  lb/1000  lb  of  product 


BOD8 . 0.78 . .  a  58 

T88 . 1.5 .  0.73 

Oilandgrease _ O.Ot . a08 

pH . Within  the  . 

range  6.0  to 
9.0. 
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Dated:  March  27, 1975. 

John  Quarles, 
Acting  Administrator. 

(FR  Doc.76-9322  PUed  4-9-75:8:45  am] 

Title  41 — Public  Contracts  and  Property 
Management 

CHAPTER  7— AGENCY  FOR  INTERNA¬ 
TIONAL  DEVELOPMENT,  DEPARTMENT 

OF  STATE 

[AIDPR  Notice  75-5] 
PROCUREMENT  REGULATIONS 
Miscellaneous  Amendments 

This  notice  contains  amendments  to 
various  sections  of  the  AID  Procurement 
regulations.  They  are: 

1.  Addition  of  a  new  §  7-1.313,  Record 
of  contract  actions,  which  lists  the,  docu¬ 
ments  required  for  a  complete  file  on  the 
contract. 

2.  Addition  of  a  clause  to  be  used  when 
applicable  prohibiting  use  of  AID  funds 
for  abortion-related  activities. 

3.  Deletion  of  the  requirement  that 
participant  training  Contractors  submit 
transcripts  since  the  Information  is  ob¬ 
tained  by  other  means. 

4.  Addition  of  two  new  forms — the 
Contract  Negotiator’s  Checklist  and  Con¬ 
tractor  Employee  Biographical  Data 
Sheet.  These  forms  have  been  Agency  re¬ 
quirements,  but  have  now  been  moved 
from  the  Ajgency’s  Mahual  Orders  to  the 
AID  Procurement  Regulations. 

5.  Revision  of  Subpart  7-30.45  cover¬ 
ing  use  of  the  Federal  Reserve  Letter 
of  Credit  to  bring  the  Agency  Into  con¬ 
formance  with  Treasury  Department  re¬ 
quirements. 

Title  41,  Chapter  7  is  amended  as 
follows: 

PART  7-1— GENERAL 
Subpart  7-1.3 — General  Policies 

1.  Add  a  new  S  7-1.313  as  follows: 

§  7—1.313  Record  of  contract  actions. 

(a)  In  order  that  the  ofiBclal  contract 
file  may  contain  a  full  history  of  each 
procurement  to  support  actions  taken 
by  various  personnel  in  the  procure¬ 
ment  cycle,  provide  Information  for  re¬ 
views  conducted  by  AID  or  others,  sup¬ 
ply  data  for  use  In  preparing  replies  to 
Congressional  Inquiries,  and  fiumlsh 
essential  facts  In  the  event  of  litigation, 
each  such  file  shall  contain  the  follow¬ 
ing  data,  as  applicable: 

( 1 )  A  copy  of  the  Project  Implementa¬ 
tion  Order  (PIO)  or  other  action  au¬ 
thority  dociunent  that  conveys  author¬ 
ity  to  procure  services  or  personal  prop¬ 
erty  against  AID  financing; 

(2)  On  negotiated  procurements. 
Identification  of  the  circumstance  per¬ 
mitting  negotiation  (AIDPR  7-3.200-50) 
(FPR  1-3.2) ; 

(3)  A  list  of  the  sources  solicited  or 
justification  for  limiting  sources  (AIDPR 
7-3.101-50)  and  a  list  of  any  firms  or 
persons  whose  requests  for  copies  of  the 
solicitation  were  denied,  together  with 
the  reasons  for  denial; 


(4)  A  copy  of  the  formal  solicitation 
of  proposal,  the  Invitation  for  Bid 
(IPB),  or  a  record  of  Informal  solicita¬ 
tion  of  proposals: 

(5)  A  copy  of  the  synopsis  message 
sent  to  the  Commerce  Business  Daily 
for  publicizing  contracting  or  subcon¬ 
tracting  possibilities  (FPR  1-1.1003-7)  or 
reasons  for  not  synopsizing  (FPR  1- 

1.1003- 2); 

(6)  A  copy  of  each  signed  bid  or  pro¬ 
posal  received; 

(7)  The  Bidder’s  Statement  of  Con¬ 
tingent  Fee  (FPR  1-1.505) ; 

(8)  All  price  and  cost  data  submitted 
or  used,  including  Certificates  of  (Cur¬ 
rent  Cost  or  Pricing  Data  (FPR  1- 
3.807-4)  and  Cost  Accounting  Standards 
Disclosure  Statement  (FPR  1-3.1203) ; 

(9)  The  contracting  ofiBoer’s  deter¬ 
mination  of  the  contractor’s  responsi¬ 
bility  (FPR  1-1.1204) ; 

(10)  A  full  record  of  negotiations 
(memorandum  of  negotiation)  Includ¬ 
ing,  but  not  limited  to: 

(i)  Participants, 

( 11)  Dates  and  places  of  meetings, 

(ill)  Selection  of  the  successful  con¬ 
tractor,  including  reasons  for  selection, 

(iv)  Agreements  on  Government- 
furnished  materials,  equipment,  or  fa¬ 
cilities, 

(v)  Technical  or  financial  recom¬ 
mendations, 

(vl)  Terms,  conditions  and  type  of 
contract  agreed  to, 

(vll)  Agre«nents  on  subcontracting, 

(viil)  Justification  for  fixed  fee  or 
profit,  and 

(ix)  Justification  for  final  cost  or 
price: 

(11)  Required  Determinations  and 
Findings  (FPR  1-3.302) ; 

(12)  A  record  of  the  pre-award  on¬ 
site-evaluation  surveys  conducted  (FPR 
1-1.1205-4) ; 

(13)  A  copy  of  any  deviations  ap¬ 
proved  pursuant  to  AIDPR  7-1.107  or 
7-1.305-3; 

(14)  Any  required  approvals  and 
clearances  (General  Coimsel,  Security, 
Technical,  Auditor  General,  Small  Busi¬ 
ness,  etc.) ; 

(15)  A  copy  of  the  contract  or  award; 

(16)  A  copy  of  the  synopsis  message 
sent  to  the  Commerce  Business  Dally 
publicizing  contract  awards  (FPR  1- 

1.1004- 1); 

(17)  Any  exceptions  or  exemptions’ 
to  the  Buy  American  Act  or  Foreign 
Assistance  Act  (FPR  1-6.1)  (AIDPR 
7-6.103-51,  7-6.51  and  7-6.52); 

(18)  Copies  of  all  amendments  and 
task  orders  with  supporting  dociunents; 

(19)  Copy  of  contractor’s  established 
policies  and  practices  covering  compen¬ 
sation,  leave,  work  week,  promotions, 
etc.; 

(20)  Evidence  of  contractor’s  compli¬ 
ance  with  equal  opportunity  provisions 
(AIDPR  7-12.805-4) ; 

(21)  Copies  of  advance  payment  data 
(FPR  1-30.4) ; 

(22)  Copies  of  the  Federal  Reserve 
Letter  of  Credit  (FRLC)  data  (AIDPR 
7-30.45) ; 


(23)  Copy  of  contracting  oflBcer’s  de¬ 
cisions  under  the  DlspiNes  clause  (AID 
PR  7-1.318) ; 

(24)  Termination  data  (PE*R  1-8) 
(AIDPR  7-8) ; 

(25)  All  other  pertinent  correspond¬ 
ence,  documents  and  reports; 

(26)  Final  release  upon  ctMnpletlon  of 
the  contract  (standard  payment  clause, 
AIDPR  7-7,  7-16.851). 


PART  7-6 — FOREIGN  PURCHASES 

Subpart  7-6.52 — U.S.  Source 
Restrictions — Commodities 

§  7-6.5204  [Amended] 

2.  Section  7-6.5204  Is  amended  to 
change  the  phrase  “ten  percent’’  In  the 
certification  to  “50  percent’’. 


PART  7-7— CONTRACT  CLAUSES 

Subpart  7-7.50 — Clauses  for  Cost 
Reimbursement  Type  Contracts 

3.  New  §  7-7.5003-3,  Abortion-related 
activities,  is  added  as  follows: 

§  7—7.5003—3  Abortion-related  activities. 

Insert  the  following  clause  in  all  con¬ 
tracts  funded  vmder  Title  X  of  the  For¬ 
eign  Assistance  Act  of  1961,  as  amended: 

Abortion-Related  Activities  (Apr  1975) 

No  fimds  made  available  under  this 
contract  will  be  used  for  the  fcdlowing 
family  planning  and  population  assist¬ 
ance  activities: 

(1)  procurement  or  distribution  of 
equipment  provided  for  the  piupose  of 
inducing  abortitms  as  a  method  of  family 
planning; 

(2)  information,  education,  training, 
or  communication  programs  that  seek  to 
promote  abortiim  as  a  method  of  ftunlly 
planning; 

(3)  payments  to  women  in  less  devel¬ 
oped  countries  to  have  abortions  as  a 
method  of  family  planning; 

(4)  payments  to  persons  to  perform 
abortions  or  to  solicit  persons  to  imdergo 
abortions. 

Subpart  7-7.52 — Basic  Ordering 
Agreement  for  Participant  Training 

§  7—7.5201—5  [Reserved] 

4.  Section  7-7.5201-5,  Transcripts,  is 
deleted  in  Its  entirety  and  reserved. 

5.  New  §  7-7.5202-2,  Abortion-related 
activities.  Is  added  as  follows: 

§  7—7.5202—2  Abortion-related  activities. 

Insert  the  clause  set  fcnlh  in  AIDPR 
7-7.5003-2  imder  the  conditions  con¬ 
tained  therein. 

Subpart  7-7.53 — Contracts  for 
Participant  Training 

§  7—7.5301—5  [Reserved] 

6.  Section  7-7.5301-5,  Transcripts,  is 
deleted  In  Its  entirety  and  reserved. 

7.  New  S  7-7.5302-2,  Abortion-related 
activities,  is  added  as  follows: 
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§  7—7.5302—2  Abortion-related  activities. 

Insert  the  clause  set  forth  in  AIDPR 
7-7.5003-3  under  the  oonditkms  o<m- 
tained  tha*ein. 

Subpart  7-7.54— Clauses  for  Fixed  Price 
Type  Contract  for  Technical  Services 

8.  New  S  7-7.5403-4,  abortion-related 
activities,  is  added  as  follows: 

§  7—7.5403—4  Abortion-related  activities. 

Insert  the  clause  set  forth  In  AIDPR 
7-7.5003-3  under  the  conditions  con¬ 
tained  therein. 

Subpart  7— 7.55— Clauses  for  Cost  Reim¬ 
bursement  Contracts  With  Educational 
Institutions 

9.  New  S  7-7.5503-10,  Abortion-related 
activities,  is  added  as  follows: 

§  7-7.5503—10  Abortion-related  activi¬ 
ties. 

Insert  the  clause  siet  forth  in  AIDPR 
7-7.5003-3  under  the  conditions  con¬ 
tained  therein. 


PART  7-15— PROCUREMENT  FORMS 

Subpart  7-16.8 — Miscellaneous  Forms 

10.  Add  new  §§  7-16.852  and  7-16.853 
as  follows: 

§  7—16.852  Contract  Negotiator's  Chedi- 
list. 

AID  Form  1420-16,  Contract  Negotia¬ 
tor’s  Checklist  (see  AIDPR  7-16.963)  is 
prescribed  for  use  by  AID  negotiators  to 
verify  compliance  with  applicable  reg¬ 
ulations  and  policies  in  the  preparation 
of  all  AID-direct  contracts  (Including 
task  orders  or  work  assignments)  or 
amendments  thereto.  The  check-list 
shall  be  ccunpleted,  signed  and  dated  by 
the  negotiator;  reviewed  by  the  contract^ 
ing  officer  prior  to  execution  of  the  docu¬ 
ment  to  which  it  applies;  and  filed  in  the 
official  contract  file. 

§  7—16.853  Contractor  Employee  Bio¬ 
graphical  Data  Sheet. 

(a)  Form  AID  1420-17,  C^ontractor 
Employee  Biographical  Data  Sheet  (see 
AIDPR  7-16.964)  is  the  prescribed  form 
for  use  in  submitting  the  data  required 
by  S 8  7-7.5001-3,  7-7.5401-2,  and  7- 
7.5501-3  of  this  chapter. 

^)  The  form  shall  be  included  in  each 
IFB,  RFP,  RFQ,  or  other  form  of  solicita¬ 
tion  when  It  is  intended  that  the  “Bio¬ 
graphical  Data”  clause  will  be  utilized. 
As  required  by  the  terms  of  either  the 
sollcitaUon  or  the  contract  clause  en¬ 
titled  “Biographical  Data,”  the  offeror, 
bidder,  or  contractor  shall,  upon  the  ocm- 
tractlng  (^cer  making  such  form  avail¬ 
able,  submit  the  completed  form  AID 
1420-17  for  each  employee,  in  triplicate, 
to  the  contracting  officer  or  other  AID 
office  designated  by  the  contracting  of¬ 
ficer. 

(c)  The  contracting  officer  or  other 
designated  AID  office  evaluates  the  infor¬ 
mation  submitted  and  utilizes  it  as  the 
basis  for  determining  the  reasonableness 
of  proposed  salaries  and/or  country 
clearance.  Any  required  notifications  of 
i^roval  or  disapproval  to  the  contrac¬ 


tor  shall  be  handled  as  expeditiously  as 
possible  by  the  cognizant  AID  office.  One 
copy  of  each  form  AID  1420-17  sub¬ 
mitted  by  the  contractor  shall  be  re¬ 
tained  in  the  official  contract  file. 

Subpart  7—16.9 — Illustrations  of  Forms 

11.  Add  new  §§  7-16.963  and  7-16.964 
as  follows: 

§  7—16.963  Contract  Negotiator's  Check¬ 
list. 

Note:  Form  1420-16  filed  as  part  of  the 
original  document. 

§  7—16.964  Contractor  Employee  Bio¬ 
graphical  Data  Sheet. 

Note:  Form  1420-17  filed  as  part  of  the 
original  document. 


PART  7-30— CONTRACT  FINANCING 

Subpart  7-30.45 — Federal  Reserve  Letter 

of  Credit  Method  of  Disbursing  Advances 

to  Nonprofit  Institutions 

12.  Sections  7-30.4500  through  7- 
30.4502  (Subpart  7-30.45)  are  revised  to 
read  as  follows : 

§  7—30.4500  Scope  and  applicability. 

(a)  The  Federal  Reserve  Letter  of 
Credit,  Standard  Form  1193,  is  used  to 
provide  advances  of  fimds  under  AID  di¬ 
rect  contracts  with  state  and  local  gov¬ 
ernments  in  the  United  States  and  with 
educational  and  other  nonprofit  institu¬ 
tions,  including  international  organiza¬ 
tions. 

(b)  The  Federal  Reserve  Letter  of 
Credit  method  shall  not  apply  unless  (1) 
the  Agency  has,  or  expects  to  have,  a 
continuing  relationship  of  at  least  one 
year  with  a  recipient  organization;  and 
(8)  the  annual  amoimt  required  for  ad¬ 
vance  financing  will  be  at  least  $250,000. 

(c)  Dociunents  drawing  on  Federal 
Reserve  Letters  of  Credit,  e.g.,  payment 
vouchers  (Form  TUS  6401),  ordinarily 
will  not  be  in  amounts  less  than  $10,000 
or  more  than  $1,000,000  but  within  the 
dollar  ceiling  on  monthly  or  quarterly 
drawings  specified  in  the  contract.  Cash 
drawdowns  will  be  initiated  only  when 
cash  is  actually  needed  to  make  disburse¬ 
ments.  Since  the  Federal  Reserv'e  Let¬ 
ter  of  (Credit  enables  the  recipient  or¬ 
ganization  to  withdraw  cash  from  the 
Treasury  concurrently  with  and  as  fre¬ 
quently  as  disbursements  are  made  by 
the  recipient,  there  need  be  no  time  lag 
between  drawdowns  from  Treasury  and 
disbursements  by  the  recipient  organi¬ 
zation. 

§  7—30.4501  Guidelines  for  use  of  the 
Reserve  Letter  of  Credit. 

In  authorizing  advance  payments  un¬ 
der  the  Federal  Reserve  Letter  of  Credit 
procedures,  the  contracting  officer  shall 
be  guided  by  the  following  considera¬ 
tions: 

(a)  The  cost  principles  contained  in 
PPR  1-15  and  AIDPR  7-16  should  not  be 
incorporated  in  the  Federal  Reserve  Let¬ 
ter  of  Credit. 

(b)  The  Federal  Reserve  Letter  of 
Credit  language  given  in  i  7-30.4502  be¬ 
low  should  be  modified  to  the  extent 


necessary  to  adapt  its  payment  provisions 
to  those  of  the  contract  for  which  it  pro¬ 
vides  advances. 

(c)  Federal  Reserve  Letter  of  Credit 
provisions  incorporated  into  a  contract 
shall  not,  in  any  way,  alter  or  eliminate 
any  fiscal  reporting  requirements  con¬ 
tained  in  the  contract. 

(d)  Contracts  should  require  such  se¬ 
curity  for  funds  advanced  as  may  be 
considered  appropriate  for  the  protec¬ 
tion  of  the  (itovemment  under  the  cir¬ 
cumstances  of  each  case,  as  set  forth  in 
FPR  1-30.413  and  AIDPR  7-30.413. 

§  7—30.4501—1  Special  proviKiomt  in  a 
Federal  Reser\e  Letter  of  Credit. 

(a)  Subadvances  (i.e.,  advances  by  the 
contractor  to  subcontractors)  may  be  au¬ 
thorized  under  prime  contracts  with  xml- 
versities  or  other  nonprofit  organizations 
subject  to  the  requirements  of  FPR  1- 
30.414-2(q) .  Such  subadvances  shall  con¬ 
form  to  the  same  standards  as  are  ap¬ 
plicable  to  those  of  the  prime  contractor 
for  the  timing  of  drawdowns  and  dis¬ 
bursements. 

(b)  The  salary,  commissions  and 
bonus  provision  in  FPR  l-30.414-2(r) 
may  also  be  Included  in  Federal  Reserve 
Letter  of  Credit  provisions,  modified  as 
appropriate.  This  provision  will  normally 
be  used  in  contracts  with  nonprofit  or¬ 
ganizations  which  are  not  educational 
institutions. 

(c)  Provisions,  such  as  a  limitation  on 
the  amount  which  may  be  drawn  during 
a  specified  period,  a  limitation  on  the 
forward  period  for  which  an  advance 
may  be  requested  (see  Treasury  Circular 
1075) ,  or  a  limitation  in  the  rate  of  dis¬ 
bursements,  may  be  incorporated  in  the 
Federal  Reserve  Letter  of  Credit. 

§  7—30.4501—2  Procedure  to  e«lablidi  a 
Federal  Reserve  I.,etter  of  Credit. 

When  an  advance  of  funds  to  finance 
a  contract  is  reqtiired  and  the  contract¬ 
ing  officer  decides  that  the  Federal  Re¬ 
serve  Letter  of  Credit  is  a  suitable 
method,  the  following  procedures  shall 
be  employed  by  the  procuring  activity 
prior  to  the  execution  of  the  contract: 

(a)  The  contracting  officer  shall  ad¬ 
vise  the  Office  of  the  Controller  in  writ¬ 
ing  (pursuant  to  8  7-30,406(b))  as  early 
as  possible  in  the  negotiation  cycle,  of 
the  name  and  address  of  the  proposed 
contractor,  the  type  of  contract  and  the 
estimated  amount  thereof,  the  total 
amount  and  the  estimated  dollar  ceiling 
of  withdrawals  by  month  of  the  Federal 
Reserve  Letter  of  Credit,  the  reasons  the 
contracting  officer  deems  an  advance  is 
required,  and  shall  request  his  advice  and 
concurrence.  The  following  additional 
material  shall  be  furnished  along  with 
the  request: 

(1)  For  nonprofit  educational  institu¬ 
tions  and  their  related  organizations: 

(1)  Copy  of  the  contractor’s  proposal; 

(ii)  Copy  of  the  PIO/T. 

(2)  For  all  other  nonprofit  institu¬ 
tions: 

(I)  The  material  required  in  (Di 
above; 

(II)  Such  other  data  as  may  be  re¬ 
quired  to  conform  to  the  Controller’s 
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cui’rent  requirements:  e.g.,  copy  of  the 
contractor’s  latest  available  balance 
sheet,  and  income  and  expense  state¬ 
ment. 

(b)  (1)  The  Controller’s  concurrence 
in  the  amount  requested  or  a  different 
amount  and/or  rate  of  withdrawal,  or  his 
nonconcurrence,  shall  be  supplied  by 
memorandum  to  the  contracting  officer 
within  five  working  days  from  receipt  of 
this  request. 

(2)  If  the  Controller  does  not  concur, 
or  recommends  a  different  amount  or 
rate  of  withdrawal,  he  shall  set  forth  the 
reasons  for  such  action.  If  the  contract¬ 
ing  officer  does  not  agree,  then  the  mat¬ 
ter  shall  be  referred  to  the  head  of  the 
procuring  activity  or  his  delegate  for 
final  decision. 

(3)  In  every  instance,  the  contracting 
officer  transmits  for  the  signature  of  the 
head  of  the  procuring  activity  (or  his 
delegate  pursuant  to  AIDPR  7-30.406 

(a))  appropriate  findings,  determina¬ 
tions  and  authorization  in  support  of  an 
advance,  including  a  copy  of  the  bitten 
advice  provided  by  the  Controller.  If  the 
Controller  did  not  concxir  in  the  re¬ 
quested  advance,  the  approval  of  the 
head  of  the  procuring  activity  shall  be 
considered  the  decision  referred  to  in 
paragraph  (b)  (2)  of  this  section.  A  copy 
of  each  signed  determination  shall  be 
furnished  to  the  Office  of  the  Controller. 

(c)  Before,  or  at  the  time  of  execution 
of  the  contract,  the  contract  shall  fur¬ 
nish  the  name  of  its  commercial  bank 
and  the  Federal  Reserve  Bank  or  branch 
serving  the  commercial  bank  to  the  con¬ 
tracting  officer.  The  contractor  shall  also 
supply  the  specimen  signature  (s)  of  the 
officlal(s)  authorized  to  sign  payment 
vouchers  against  the  Federal  Reserve 
Letter  of  Credit  and  a  specimen  sig¬ 
nature  of  the  official  of  the  institution 
who  has  authorized  them  to  sign  on  three 
original  Standard  Forms  1194,  “Author¬ 
ized  Signature  Card  for  Payment  Vouch¬ 
ers  on  Letters  of  Credit.”  The  cMitract- 
ing  officer  shall  then  forward  the  fol¬ 
lowing  to  the  Controller  for  processing: 

(1)  The  three  signed  signature  cards 
(Standard  Form  1194> ; 

(2)  A  signed  or  conformed  copy  of  the 
contract; 

(3)  The  name  and  address  of  the  con¬ 
tractor’s  commercial  bank,  and  the  Fed¬ 
eral  Reserve  Bank  or  branch; 

(4)  A  recommended  dollar  celling  on 
monthly  or  quarterly  drawings  for  inclu¬ 
sion  on  the  Federal  Reserve  Letter  of 
CTredlt  when  such  limitation  is  considered 
desirable  by  the  contracting  officer;  and 

(5)  A  copy  of  the  determination  cited 
in  paragraph  (b)  (3)  of  this  section. 

§  730.4501—3  Suspension  or  revocation 
of  the  Federal  Reserve  Letter  of 
Credit. 

(a)  The  Office  of  the  Controller  noti¬ 
fies  the  contracting  officer  whenever  it 
appears  that  the  institution  is  drawing  in 
excess  of  current  needs  or  if  it  is  delin¬ 
quent  more  than  30  days  in  submitting 
required  reports  and  docmnentation.  The 
contracting  officer  may  direct  the  institu¬ 
tion  to  suspend  issurance  of  payment 


vouchers  until  the  credits  are  in  line  with 
anticipated  needs  or  to  submit  the  re¬ 
ports  and  documentation  Immediately 
and  promptly  notifies  the  Controller  of 
any  such  action.  The  contracting  officer 
may  request  the  Controller  to  amend  the 
Federal  Reserve  Letter  of  (Credit  to  pro¬ 
vide  further  appropriate  limitation  on  the 
amoimt  and  frequency  of  submissions, 
and  if  the  Controller  concurs,  the  Federal 
Reserve  Letter  of  CJredit  will  be  so 
amended. 

(b)  The  contracting  officer  may,  upon 
finding  that  the  contractor  has  presented 
payment  vouchers  in  excess  of  the 
amount  allowable  or  otherwise  has  mis¬ 
used  the  Federal  Reserve  Letter  of  Credit, 
request  the  Controller  to  revoke  the  Fed¬ 
eral  Re.serve  Letter  of  Credit,  Upon  re¬ 
ceipt  of  such  request  from  the  contract¬ 
ing  officer  the  Controller,  if  concvuring, 
issues  a  letter  revoking  the  Federal  Re¬ 
serve  Letter  of  Credit,  giving  it  the  same 
distributiOTi  as  the  original  Federal  Re¬ 
serve  Letter  of  Credit. 

(c)  If  the  COTitroller  does  not  concur, 
he  shall  set  forth  the  reasons  for  such 
action.  If  the  contracting  officer  does  not 
agree,  then  the  matter  shall  be  referred 
for  a  decision  to  the  head  of  the  procur¬ 
ing  activity  or  his  delegate  for  final  deci¬ 
sion. 

§  7—30.4502  Contract  clauso— Federal 
Reserve  Letter  of  Credit. 

The  following  language  shall  be  incor¬ 
porated  in  the  schedule  of  all  contracts  in 
which  a  Federal  Reserve  Letter  of  Credit 
is  to  be  used  to  provide  advance  pay¬ 
ments.  Any  substantial  modification  to 
the  clause  shall  be  treated  as  a  deviation 
and  processed  in  accordance  with  AIDPR 
7-1.107.  However,  special  provisions  may 
be  added  to  the  clause,  as  indicated  in 
AIDPR  7-30.4501-1. 

Federal  Reserve  Letter  of  Credit  for  Ad¬ 
vance  Payment  (Apr.  1976) 

(a)  AID  shall  open  a  Federal  Reserve 

Letter  of  Chredit  in  favor  of  the  Contrac¬ 
tor  in  the  amoimt  of  $ _ (for  amend¬ 

ing  existing  contracts,  add  the  word  “re¬ 
maining”  here)  available  for  obligation 
under  this  contract  against  which  the 
Contractor  may  present  payment  vouch¬ 
ers.  The  amount  drawn  by  the  Contractor 
during  any  calendar  (month  or  quarter) 

of  this  contract  shall  not  exceed  $ - 

without  the  prior  written  authorization 
of  the  contracting  officer.  ’The  amount  of 
the  payment  voucher  shall  not  be  in  an 
amount  less  than  $10,000  nor  more  than 
$1,000,000  but  within  the  specific  dollar 
ceiling  on  (monthly  or  quarterly)  with¬ 
drawals. 

(b)  In  no  event  shall  the  accumulated 
total  of  all  such  payment  vouchers  ex¬ 
ceed  the  amount  of  the  Federal  Reserve 
Letter  of  Credit. 

(c)  If  at  any  time,  the  contracting  of¬ 
ficer  determines  the  Contractor  has 
presented  payment  vouchers  in  excess  of 
the  amount  or  amounts  allowable  in 
paragraphs  (a)  and  (b)  of  this  section, 
the  contracting  officer  may:  (1)  cause 
the  Federal  Reserve  Letter  of  Chcdlt  to 
be  suspended  or  revoked;  or  (2)  direct 
the  Contractor  to  withhold  submission 


of  payment  vouchers  until  such  time  as, 
in  the  Judgment  of  the  contracting  officer, 
an  appropriate  level  of  actual,  necessary 
and  allowable  expenditures  has  occurred 
or  will  occur  under  this  contract;  and/or 
(3)  request  the  Contractor  to  repay  to 
AID  the  amount  of  such  excess.  Upon 
receipt  of  the  contracting  officer’s  request 
for  repayment  of  excess  advance  pay¬ 
ments,  the  Contractor  shall  promptly 
comply  with  such  request. 

(d)  Procedure  for  contractor.  (1) 
After  arranging  with  a  commercial  bank 
of  its  choice  for  operation  under  this  ar¬ 
rangement  and  obtaining  the  name  and 
address  of  the  Federal  Reserve  Bank  or 
branch  serving  the  commercial  bank,  the 
Contractor  shall  deliver  three  originals 
of  Standard  Form  1194,  “Authorized  Sig¬ 
nature  Card  for  Payment  Vouchers  on 
Letters  of  Credit"  signed  by  those  of¬ 
ficial  (s)  authorized  to  sign  payment 
vouchers  against  the  Fedei^l  Reserve 
Letter  of  Credit  and  by  an  official  of  the 
institution  who  has  authorized  them  to 
sign. 

(2)  Upon  execution  of  the  conti'act, 
the  Contractor  shall  receive  one  certified 
copy  of  the  Federal  Reserve  Letter  of 
Credit. 

(3)  ’The  Contractor  shall  confirm 
with  his  commercial  bank  that  the  Fed¬ 
eral  Reserve  Letter  of  Credit  has  been 
opened  and  is  available  if  funds  are 
needed. 

(4)  To  receive  payment,  the  Contrac¬ 
tor  shall : 

(i)  Periodically,  although  normally 
not  during  the  last  five  days  of  the 
month,  prepare  payment  vouchers  (Form 
TUS  5401)  in  an  original  and  three 
copies. 

(11)  Have  the  original  and  two  copies 
of  the  voucher  signed  by  the  authorized 
officlal(s)  whose  slgnature(s)  appear  on 
the  Standard  Form  1194. 

(ill)  Present  the  original,  duplicate, 
and  triplicate  copy  of  the  Form  TUS  5401 
to  his  commercial  bank. 

(e)  Retain  the  quadruplicate  copy  of 
the  voucher. 

(5)  Each  drawdown  should  be  initi¬ 
ated  at  approximately  the  same  time  that 
checks  are  Issued  by  the  organization  in 
payment  of  program  liabilities  including 
those  for  allowable  indirect  costs,  and  in 
an  amount  approximately  equal  to  the 
Federal  share  of  such  pa3rments.  There¬ 
fore,  there  is  no  necessity  for  the  recipient 
organization  to  maintain  balances  of 
Federal  cash  oth^  than  the  smaU  bal¬ 
ance  necessary  to  provide  for  an  element 
of  bank  float. 

(6)  A  report  of  expenditiu’es  is  pre¬ 
pared  and  submitted  to  the  Office  of 
Financial  Management,  within  thirty 
days  of  disbursement.  This  report,  sub¬ 
mitted  on  Standard  Form  1034,  “Public 
Voucher  for  Purchases  and  Services 
Other  Than  Personal”,  and  supported  by 
certifications,  listing  of  withdrawals,  and 
documentation  as  required,  itemizes  ex¬ 
penditures  made,  identifying  funds  ex¬ 
pended  by  line  item  of  the  ai^roved  bud¬ 
get  and/or  category  supporting  the 
agreement. 
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(7)  The  report  of  expenditures  <m 
Standard  Form  1034  Is  reviewed  against 
the  contraet  iMX>vlsions,  and  any 
disbursement  improper  under  the  con¬ 
tract  Is  disallowed.  The  Contractor  Is 
notified  of  the  reason  for  the  disallow¬ 
ance  and  is  directed  to  adjust  the  next 
periodic  report  of  expenditures  to  reflect 
the  disallowance  and  to  reduce  its  next 
payment  voucher  against  the  Federal  Re¬ 
serve  Letter  of  Credit  by  the  amount  of 
the  disallowance. 

(8)  Simultaneously  with  the  submis¬ 
sion  of  the  report  of  expenditures,  the 
Contractor  submits  to  the  Controller  a 
status  report  on  the  Federal  Reserve  Let¬ 
ter  of  Credit  as  of  the  close  of  the 
period  covered  by  the  report  of  expendl- 
status  zeport  on  the  Federal  Reserve 
lowing  format: 

Status  or  Funding  Report 

nsEBAI.  KSBaVE  IXTTKB  OF  CREDIT  (FRLC) 

No. _ 

Period  from _ through - - 

A.  Letter  of  Credit  Position: 

1.  Current  amount  of  FRLC  (In¬ 
cluding  amendments) 
through  repcwtlng  period —  ♦ - 

8.  Payment  Vouchers  on  Letter  of 
Credit  prseented  (Form 
TO8-e401): 

a.  Credited  prior  to  rq>ort- 

ing  period -  - 

b.  Credited  during  report¬ 

ing  period  via  TUS- 

6401  Voucher  Nos. _ 

_ through _ in¬ 
clusive  _  _ 

c.  Preemted  but  not  cred¬ 

ited  during  report  via 
TX7S-6401’s  numbered 
_ through _ In¬ 
clusive  _  — - - 

t.  Total  of  an  Payment  Vouchers 
against  FRLC  credited  or 
presented _  _ 

4.  Balance  of  FRLC  not  drawn  or 
requested  this  reporting 
period _  _ 

B.  Cash  Position: 

1.  Cash  on  hand  at  beginning  of 

period _  _ 

2.  Plus:  cash  drawn  during 

period _ _ _ _ —  - 

а.  Plus:  refunds,  rebates  or  other 

amounts  received,  to  the  ex¬ 
tent  allocable  to  disburse¬ 
ments  charged  against  this 
FRLC  _  _ 

4.  Total  cash  available  (sum  of  1, 

8,  and  8) _  _ 

б.  Leas:  disbursements  during 

period _  _ 

6.  Balance  of  cash  on  hand  at 

close  of  reporting  period _  _ 

7.  Estimated  number  of  days  re¬ 

quirements  covered  by  bal¬ 
ance  on  hand  (Item  6  above) 

Days: _ 

8.  Advances  to  subcontractors 

g _ (Included  in  B.  6 

above). 

(f)  Refund  of  excess  funds.  (1)  U  all 
costs  have  been  settled  under  the  con¬ 
tract  and  the  Contractor  fails  to  comidy 
with  the  contracting  officer’s  request  for 
repayment  of  excess  Federal  Reserve 
Letter  of  (Credit  funds,  the  Ckivemment 
shall  have  the  right,  on  other  contracts 
held  with  the  Contractor,  to  withhold 
payment  of  Federal  Reserve  Letter  of 
Credit  or  other  advances  and  or  wlth- 
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hold  reimbursements  due  the  Contractor 
in  the  amount  of  the  excess  being  held  by 
the  Contractor. 

(2)  If  the  Contractor  is  still  holding 
excess  Federal  Reserve  Letter  of  Credit 
funds  on  a  contract  under  which  the 
work  has  been  completed  or  terminated 
but  all  costs  have  not  been  settled,  the 
Contractor  agrees  to: 

(i)  Provide  within  30  days  after  re¬ 
quested  to  do  so  by  the  contracting 
officer,  a  breakdown  of  the  dollar 
amounts  which  have  not  been  settled 
between  the  CSovemment  and  the  Con¬ 
tractor.  (The  contracting  officer  will  as¬ 
sume  no  costs  are  in  dispute  if  the  Con¬ 
tractor  fails  to  reply  within  30  days.) ; 

(ii)  Upon  written  request  of  the  con¬ 
tracting  officer,  return  to  the  Govern¬ 
ment  the  sum  of  dollars,  if  any,  which 
represents  the  difference  between  (1)  the 
Contractor’s  maximum  position  on 
claimed  costs  which  have  not  been  reim¬ 
bursed  and  (2)  the  total  amount  of  imex- 
pexuled  funds  which  have  been  advanced 
under  the  contract;  and 

(ill)  If  the  Contractor  fails  to  oomitly 
with  the  contracting  officer’s  request  for 
r^3ayment  of  excess  Federal  Reserve 
Letter  of  CTredit  funds,  the  Government 
shall  have  the  right,  on  other  contracts 
held  aith  the  ContractcH*,  to  withhold 
payment  of  Federal  Reserve  Letter  of 
Oedlt  or  other  advances  and/or  with¬ 
hold  reimbursements  due  the  CXintractor 
in  the  amount  of  the  excess  being  held 
by  the  Oontracter. 

(This  AIDPR  Notice  No.  75-6  Is  an  Interim 
procuremrat  Instruction  and  Is  Issued  pursu¬ 
ant  to  AIDPB  7-1.104-4.) 

Effective  Date:  This  notice  is  effective 
on  April  1,  1975. 

Dated:  March  26, 1975. 

John  F.  Owens, 
Acting  Deputy  Assistant  Admin¬ 
istrator  for  Program  and 
Management  Services. 

[TO  DOC.7&-0878  Piled  4-»-76;8:46  am] 

Title  43 — Public  Lands;  Interior 

CHAPTER  II— BUREAU  OF  LAND 
MANAGEMENT 

APPBNDtX— PUBLIC  LAND  ORDERS 

[Public  Land  Order  6496;  CA-846] 

CAUFORNIA 

Partial  Revocation  of  Reclamation 
Withdrawal 

By  virtue  of  the  authority  contained 
in  section  3  of  the  Act  of  June  17,  1902, 
as  amended  and  supplemented,  43  UJS.C. 
416  (1970).  it  is  ordered  as  follows: 

1.  Departmental  order  of  July  2,  1902, 
amended  by  departmental  order  of 
August  26,  1902,  and  departmental  order 
of  July  9.  1904,  withdrawing  lands  for 
reclamation  purposes  are  hereby  revoked 
so  far  as  they  affect  the  following 
described  lands: 

Tahoe  Nationai.  Fchest 

MOUNT  DIABLO  MERIDIAN 

T  18  N  R.  17  E 

Sec.  82,  E^^NE^^SE»^,  EViWi4NEV48EV4, 

EV4WV4V(^V4NE%SEV4  E^WViNW^ 

SE)48EV4.  E^NW)4SE>^SE%,  8W^ 

SE%SE^,  EV^SE^SEV4. 
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The  area  described  aggregates  72.5 
acres  in  Nevada  County. 

2.  At  10  ajn.  on  May  10,  1975,  the 
lands  shall  be  open  to  such  forms  of  dis¬ 
position  as  may  be  made  of  national 
forest  lands. 

Jack  O.  Horton, 

Assistant  Secretary  of  the  Interior. 

April  4, 1975. 

[TO  Doc.75-9863  Filed  4-9-75;8:45  am] 

Title  45— Public  Welfare 
CHAPTER  XII— ACTION 

PART  1216— NONOISPLACEMENT  OF  EM¬ 
PLOYED  WORKERS  AND  NONIMPAIR¬ 
MENT  OF  CONTRACTS  FOR  SERVICE 

Assignment  of  Volunteer  Workers 

On  September  IS,  1974,  there  was  pub¬ 
lished  in  the  Pbderal  Register  (39  FR 
33012)  a  notice  of  a  proposed  amend¬ 
ment  to  CSiapter  xn.  Title  45.  The  pro¬ 
posed  regulations  establish  rules  to  as¬ 
sure  that  the  services  of  volunteers  are 
limited  to  activities  which  would  not 
otherwise  be  performed  by  employed 
workers  and  which  will  not  supplant  the 
hiring  of,  or  result  In  the  displacement 
of,  employed  workers  or  impair  existing 
contracts  for  service. 

Interested  persons  were  given  30  days 
in  which  to  submit  comments.  Numerous 
conunents  were  received  from  different 
agencies  using  volunteers.  As  a  result  of 
such  conunents  several  (Ganges  will  be 
made  to  the  regulations. 

’The  comments  Involved  two  bCLsic  is¬ 
sues:  (1)  the  kinds  of  volimteers  affected 
by  the  regulation  and  (2)  the  kinds  of 
assignments  which  are  appropriate  for 
such  volunteers. 

(1)  On  the  first  Issue,  there  were  two 
concerns:  (a)  that  §  1216.1-2  (b)  and  (c) 
would  make  any  volunteer  working  in 
an  agency  receiving  ACTION  assistance 
of  any  khid,  directly  or  indirectly,  sub¬ 
ject  to  the  regidation’s  provisions;  and 
(b)  the  Section  would  affect  volunteers 
participating  in  ACTION  programs,  who 
are  neither  awthoiioed  to  receive  allow¬ 
ances  nor  reimbursement  for  expenses. 

a.  The  proposed  language  of  §  1216.1-2 
(b)  and  (c)  does  not  apply  to  all  volun¬ 
teers  in  any  programs  run  by  an  agency 
receiving  assistance  from  A<mON.  The 
language  of  a  regulation  cannot  be 
broader  than  the  statute  it  Implements, 
in  this  case  section  404(a)  of  the  Do¬ 
mestic  Volunteer  Service  Act  of  1973, 
Pub.  L.  93-113.  Section  404(a)  only  re¬ 
fers  to  the  "service  of  volunteers  as¬ 
signed,  referred  or  serving  pursuant  to 
grants,  contracts  or  agreements  made 
pursuant  to”  Pub.  L.  93-113.  In  the  inter¬ 
est  oi  making  the  regulatlcm  clearer  in 
this  respect,  the  following  changes  will 
be  made:  (1)  Section  1216.1-2  (a)  and 
(b)  will  be  replaced  by  the  following  new 
paragraph: 

"(a)  All  full-time  and  part-time 
volunteers  assigned,  referred  or  serving 
pursuant  to  grants,  contracts,  or  agree¬ 
ments  made  pursuant  to  the  Act.” 

(2)  Section  1216.1-2  (c)  wUl  be  re- 
lettered  (b)  and  amended  to  read  as 
follows: 

"(b)  All  agencies  and  organizations 
to  which  the  volunteers  in  paragraph  (a) 
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of  this  section  are  assigned,  referred  or 
provide  services.” 

b.  With  respect  to  the  second  concern, 
the  language  of  section  404(a)  covers  not 
only  volunteers,  who  are  authorized  to 
receive  allowances  or  reimbursement  for 
expenses,  but  also  volimteers  who  are  as¬ 
signed,  referred  or  serving  pursuant  to 
any  grant,  contract  or  agreement  made 
under  the  Act.  Some  ACTION  grants 
provide  funds  for  administrative  ex¬ 
penses,  salaries  and  overhead,  etc.,  and 
no  money  to  pay  volunteer  allowances 
and  expenses.  The  volimteers  serving  di¬ 
rectly  in  such  a  grant  program  are  sub¬ 
ject  to  the  provisions  of  the  regulation. 

The  language  “pursuant  to  any  grant, 
contract,  or  agreement  made  under  the 
Act”  includes  situations  where  funds  pro¬ 
vided  to  a  sponsor  piusuant  to  a  grant  or 
contract  are  passed  on  to  another  agency 
or  organization,  e.g.  subgrants  or  dele¬ 
gate  agency  relationships.  In  such  rela¬ 
tionships,  the  delegate  agency  or  or¬ 
ganization  receives  Its  assistance  in¬ 
directly  from  ACTION.  Generally,  these 
relationships  would  be  the  only  situa¬ 
tions  In  which  agencies  who  receive  as¬ 
sistance  Indirectly  from  ACTION  are 
covered  by  the  relations. 

(2)  The  second  major  issue  involves 
the  kinds  of  assignments  which  are  ap¬ 
propriate  for  volunteers  affected  by  the 
regulation.  Volunteers  can  be  used  when 
funds  are  lacking  for  the  employment  of 
staff  and  to  expand  services  to  a  target 
community  which  could  be  performed  by 
existing  staff.  Hie  only  condition  is  that 
such  an  assignment  be  appropriate  for  a 
volunteer.  It  is  here  that  several  com¬ 
ments  say  the  regulations  are  too  broad. 
An  assignment  is  considered  appropriate 
under  §  1216.1-4(b')  first,  if  the  service 
is  not  principally  clerical  and  administra¬ 
tive;  or  second,  if  the  volunteer  is  in 
direct  contact  with  groups  or  individuals 
to  be  served  or  engaged  in  activities  au¬ 
thorized  or  of  a  character  eligible  for  as¬ 
sistance  under  the  Act. 

a.  Several  comments  expressed  the 
need  to  define  clerical  and  administrative 
positions  more  carefully.  Volunteers  who 
receive  financial  support,  other  than  re¬ 
imbursement  of  expenses,  should  not 
serve  in  positions  that  are  primarily  cleri¬ 
cal  or  administrative.  This  policy  refiects 
the  view  that  because  such  volunteers  re¬ 
ceive  a  support  subsidy  derived  from  tax¬ 
payer’s  revenues,  they  should  be  engaged 
in  more  significant  activities  than  routine 
clerical  or  administrative  duties.  This 
view  also  applies  in  the  situation  where  a 
sponsor  pays  for  the  direct  support,  as  in 
the  ACmON  Cooperative  Program 
(ACTV) .  The  Federal  involvement  In  such 
a  program,  through  recruitment  and 
staff  and  volunteer  support,  represents 
for  these  purposes  as  much  of  a  Federal 
subsidy  as  does  direct  support  to  the 
volunt^r. 

b.  With  respect  to  volunteers  who  re¬ 
ceive  no  financial  support  or  expense 
reimbursement,  the  Federal  Interest  is 
not  as  great.  Tliese  programs  will,  with 
rare  exceptions.  Involve  part-time  volun¬ 
teers.  In  such  situations,  volunteers  may 
undertake  routine  clerical  and  adminis¬ 


trative  tasks  as  long  as  their  assignment 
is  in  keeping  with  the  appropriate  legis¬ 
lative  or  program  purpose.  However,  the 
use  of  volimteers  in  this  way  must  fall 
within  one  of  S  1216.1-4(a)  ’s  four  excep¬ 
tions,  primarily  paragraph  (a)(1).  To 
the  extent  that  they  do  not,  section 
404(a)  and  the  regulation  apply. 

c.  To  take  into  account  the  preceding 
discussion,  S  1216.1-4 (b)  (1)  is  amended 
to  read  as  follows: 

“(1)  The  service,  duty,  or  activity  is 
principally  a  routine  administrative  or 
clerical  task.  This  definition  applies  only 
to  any  service,  duty,  or  activity  per¬ 
formed  by  a  volunteer  receiving  financial 
support  apart  from  reimbursement  for 
expenses!” 

d.  The  second  exception,  §  1216.1- 
4(b)(2),  would  require  that  such  jobs 
involve  direct  ccmt^t  or  be  permitted 
under  the  Act.  Several  comments  ex¬ 
pressed  that  volunteers  must  always  be 
in  direct  contact  with  people  served.  But, 
this  is  not  the  case  since  there  may  be 
assignments  permitted  under  the  Act 
which  do  not  bring  volunteers  in  direct 
.contact  with  people  who  ultimately  bene¬ 
fit  from  their  work. 

Accordingly,  with  these  changes,  the 
proposed  amendments  are  adopted  as  set 
forth  below  and  become  effective  April  7, 
1975. 

1216.1- 1  Purpose. 

1216.1- 2  Applicability  of  this  part. 

1216.1- 3  Policy. 

1216.1- 4  Exceptions. 

Authoritt:  Secs.  402(12).  404(a),  420  of 
Pub.  L.  93-113,  87  Stat.  394,  408,  414. 

§  1216.1—1  Purpose. 

This  part  establishes  rules  to  assure 
that  the  services  of  volunteers  are  limited 
to  activities  which  would  not  otherwise 
be  performed  by  employed  workers  and 
which  will  not  supplant  the  hiring  of. 
or  result  in  the  displacement  of,  em¬ 
ployed  workers  or  Impair  existing  con¬ 
tracts  for  service.  It  implements  section 
404(a)  of  the  Domestic  Volimteer  Service 
Act  of  1973,  Pub.  L.  93-113  (the  “Act”) . 

§  1216.1—2  Applicability  of  this  part. 

(a)  All  full-time  and  part-time  volun¬ 
teers  assigned,  referred  or  serving  pursu¬ 
ant  to  grants,  contracts,  or  agreements 
made  pursuant  to  the  Act 

(b)  All  agencies  and  organizations  to 
which  the  volunteers  in  paragraph  (a) 
of  this  section  are  assigned,  referred  or 
provide  services. 

§  1216.1-3  Policy. 

(a)  Volunteers  enrolled  or  participat¬ 
ing  in  programs  referred  to  in  paragraphs 
(a)  and  (b)  of  S  1216.1-2  may  not  per¬ 
form  any  services  or  duties  or  engage  in 
activities  which  would  otherwise  be  per¬ 
formed  by  an  employed  worker  as  part 
of  his  assigned  duties  as  an  employee. 

(b)  Volunteer  referred  to  in  para¬ 
graph  (a)  of  this  section  may  not  per¬ 
form  any  services  or  duties  or  engage 
in  activities  which  will  supplant  the  hir¬ 
ing  of  employed  workers.  This  prohibi¬ 
tion  is  violated  if,  prior  to  engaging  a 


volunteer,  an  agency  or  organization  re¬ 
ferred  to  in  9  1216.1-2  (c)  had  Intended 
to  hire  a  person  to  undertake  all  or  a 
substantial  part  of  the  services,  duties, 
or  other  activities  to  be  provided  by  the 
volunteer. 

(c)  Volunteers  referred  to  in  para¬ 
graph  (a)  of  this  section  may  not  per¬ 
form  any  services  or  duties  or  engage  in 
activities  which  result  in  the  displace¬ 
ment  of  employed  workers.  Such  volun¬ 
teers  may  not  perform  services  or  duties 
which  have  been  performed  by  or  were 
assigned  to,  any  of  the  following: 

(1)  Presently  employed  workers, 

(2)  Employees  who  recently  resigned 
or  were  discharged, 

(3)  Employees  who  are  on  leave  (ter¬ 
minal,  temporary,  vacation,  emergency, 
or  sick) ,  or 

(4)  limployees  who  are  on  strike  or 
who  are  being  locked  out. 

(d)  Volunteers  referred  to  in  para¬ 
graph  (a)  of  this  section  may  not  per¬ 
form  any  services  or  duties  or  engage  in 
activities  which  impair  existing  contracts 
for  service.  This  prohibition  is  violated 
if  a  contract  for  services  is  modified  or 
cancelled  because  an  agency  or  organiza¬ 
tion  referred  to  in  9 1216.1-2  (b)  engages 
a  volunteer  to  provide  or  perform  all  or 
a  substantial  part  of  any  services,  duties, 
or  other  activities  set  forth  in  such  con¬ 
tract.  The  term  “contract  for  services” 
includes  but  is  not  limited  to  contracts, 
understandings  and  arrangements,  either 
written  or  oral,  to  provide  professional, 
managerial,  technical,  or  administrative 
services. 

(e)  Agencies  and  organizations  re¬ 
ferred  to  in  9  1216.1-2 (b)  are  prohibited 
from  assigning  or  permitting  volunteers 
referred  to  in  9  1216.1-2 (a)  to  perform 
any  services  or  duties  or  engage  in  any 
activities  prc^lblted  by  paragraphs  (a)- 
(d)  of  this  section. 

§  1216.1—4  Exceptions. 

(a)  The  requirements  of  §  1216.1-3  are 
not  applicable  to  the  following,  or  simi¬ 
lar,  situations: 

(1)  Funds  are  unavailable  for  the  em¬ 
ployment  of  sufficient  staff  to  acccxnpllsh 
a  j>rogram  authorized  or  of  a  character 
eligible  for  assistance  under  the  Act  and 
the  activity,  service,  or  duty  Is  otherwise 
appropriate  for  the  assignment  of  a  vol¬ 
unteer. 

(2)  Volunteer  services  are  required  in 
order  to  avoid  or  relieve  suffering  threat¬ 
ened  by  or  resulting  from  major  natural 
disasters  or  civil  disturbances. 

(3)  Reasonable  efforts  to  obtain  em¬ 
ployed  workers  have  been  unsuccessful 
due  to  the  unavailability  of  persons  with¬ 
in  the  conununlty  who  are  able,  willing, 
and  qualified  to  perform  the  needed  ac¬ 
tivities. 

(4)  The  assignment  of  volunteers  will 
significantly  expand  services  to  a  target 
commimity  over  those  which  could  be 
performed  by  existing  paid  staff,  and  the 
activity,  service  or  duty  is  otherwise  ap¬ 
propriate  for  the  assignment  of  a  volup- 
teer  and  no  actual  displacement  of  paid 
staff  will  occur  as  a  result  of  the  assign¬ 
ment. 
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(b)  Rir  the  purposes  ttfp«n«rac>h8  (*) 
(1>  and  <4)  at  thk  aeeUoa.  Che  Mstgn- 
meut  Is  not  appropriate  lor  the  aaslgn- 
ment  of  »  Totainteer  tf : 

(1)  The  service,  doty,  or  activity  Is 
principally  a  routine  administrative  or 
clerical  task.  This  definition  aiqiUes  only 
to  any  ao^oe,  duty,  or  activity  per¬ 
formed  by  a  Totunteer  receiving  finan¬ 
cial  vuiy***  apart  frtxn  r^mbursement 
for  expenses. 

(2)  The  volunteer  is  not  directly  in 
contact  with  groups  or  individuals  whom 
the  Act  Is  designed  to  serve  or  is  not  per¬ 
forming  servioes,  duties,  or  engaged  in 
activities  authorised  or  of  a  character 
eligible  for  assistance  under  Ihe  Act. 

Issued  at  Washington,  D.C.  on  April  7, 
1975. 

John  L.  Ganlet, 
Deputy  Director,  ACTION, 

[Fft  DOC.75-S8S0  VUed  4-S-7&;8:46  am] 

TWe  SO--¥ffidl}fe  and  nshsiies 

CHAPTER  1— D.S.  FISH  AND  WILDUFE 
SERVICE,  DEPARTTHIENT  OFTHE  INTERIOR 

PART  33— SPORT  FISHING 

J.  Ctarii  Salyer  National  WikHHe  Refuge, 
N.Dak. 

The  following  special  regulation  is 
Issued  and  is  effective  April  10,  1975. 

1 33.5  Special  regulations;  sport  fish¬ 
ing;  for  individual  wildlife  refuge 


CHAPTER  H— NATIONAL  MARINE  FISH¬ 
ERIES  SERVICE.  NATIONAL  <»CEM«IC 

AND  ATMOSPHERIC  ADMINISTRATION, 

DEPARTMENT  OF  COMMERCE 

aPBCHaPTCR  M— GaSTEBN  PSaFIC  'TONA 
FISHEMES 

PART  2S0— YELLOWnN  TUNA 

Miscellaneous  Amendments;  Correction 

In  FR  DOC  75-5065  appearing  In  the 
issue  of  February  25,  1975,  and  begin¬ 
ning  at  page  8101,  make  the  fcdlowlng 
changes: 

1.  In  i  380.7(a)  (1)  on  page  8104,  col¬ 
umn  2,  line  14  the  word  Government 
should  read  in  the  ifiural  ‘‘Govern¬ 
ments'’. 

2.  In  i  280.9(b)  on  page  8106,  column 

S,  iinp  4  Insert  the  article  “a"  between 
the  words  in  and  port,  so  as  to  read 
“*  *  *  In  a  port  of  the  United 
States . . 

Issued  at  Washington,  D.C.,  and  dated 
April  7, 1975. 

RoBxitT  P.  Hutton, 
Acting  Director. 

(FB  DOC.7&-8294  PUsd  4-»-75;8:46  am] 


Nokth  Dakota 

J.  CLARK  SALYER  NATIONAL  WILDLIFE 
REFUGE 

Sport  fishing  on  the  J.  Clark  Salyer 
National  Wildlife  B^uge,  North  Dakota, 
is  permitted  only  on  the  areas  designated 
by  signs  as  open  to  fishing.  These  open 
areas,  comprising  1,000  acres  or  9  per 
cent  of  the  total  water  area  of  the  refuge, 
are  delineated  on  a  map  and  described  In 
a  leafiet  availaUe  at  the  refuge  head¬ 
quarters  and  fimn  the  office  of  the  Area 
Manager,  UH.  Pish  and  WUdllfe  Service, 
P.O.  Box  1897,  Bismarck,  North  Dakota 
58501.  Sport  fishing  shall  be  in  accord¬ 
ance  with  an  applicable  State  regulatgms 
subject  to  the  following  special  condi¬ 
tion: 

(1)  All  waters  within  Ihe  boxmdaries 
of  the  J.  CJlark  Salyer  National  Wildlife 
Refuge,  designated  as  opm  to  fishing  by 
the  R^uge  Manager,  shall  be  open  to 
the  taking  of  all  fish  from  May  3,  1975 
through  September  30,  1975,  daylight 
hours  only.  The  open  areas  shall  then 
be  closed  to  all  boat  fishing  but  remain 
open  to  hnjite  and  ice  fishing  from  Octo¬ 
ber  1,  1975,  through  March  28,  1976, 
daylisht  hours  only.  All  Refuge  waters 
shall  then  be  closed  to  all  fishing  fnxn 
March  29,  1976,  throuch  April  30,  1976. 

The  provisions  ol  this  special  regula¬ 
tion  supplement  the  regulations  vriiich 
govern  fishing  on  wildlife  r^uge  areas 
generally  which  are  set  forth  in  Title  50, 
Part  38,  and  are  effective  through 
March  28,  1976. 

Jon  M.  Malcolm, 
Refuge  Manager. 

April  4,  1975. 

[PB  Doc.76-9374  Piled  4-9-76:8:46  am] 


PART  280— YELLOWFIN  TUNA 
Miscellaneous  Amendments 

Correction 

In  FR  Doc.  75-5065,  appearing  at  page 
8101,  in  the  issue  for  Tuesday.  Febru¬ 
ary  25,  1975,  make  the  following  correc¬ 
tions: 

1.  Page  8101,  second  paragraph,  first 
line,  the  wbrd  “bid”  should  read  “did”. 

2.  Page  8102,  first  column,  paragraph 
(3) ,  the  word  “jib”  should  read  “jig”. 

3.  Page  8102,  third  column,  second  full 
paragraph,  sixth  line,  the  word  “is” 
should  read  “if”. 

4.  Page  8103,  first  column,  first  full 
paragraph,  seventh  line,  the  word 
“amendment”  should  read  “amend¬ 
ments”. 

5.  Page  8103,  S  280.1(e),  second  line, 
the  word  “Maritime”  should  read 
“Maiine”. 

6.  Page  8103,  §  280.1(g)-,  fourteenth 
and  nineteenth  lines,  the  word  “alti¬ 
tude”  should  read  “latitude”. 

7.  Page  8103,  i  280.1(g).  line  thirty, 
"100””  should  read  “110'”. 

8.  Page  8104,  t  280.6(b).  first  line,  the 
word  “yellowfish”  should  read  “ye^w- 
fln”. 

9.  Page  8104,  §  2eo.6(b).  the  last  line 
“regulatory  area  at  this  date  (give 
date)  should  be  deleted. 

Title  7 — Agriculture 

CHAPTER  IX— AGRICULTURAL  MARKET¬ 
ING  SERVICE  (MARKETING  AGREE¬ 
MENTS  AND  ORDERS;  FRUITS,  VEGE¬ 
TABLES.  NUTS),  DEPARTMENT  OF 

AGRICULTURE 

[Export  Beg.  34,  Arndt.  6] 

PART  905— ORANGES,  GRAPEFRUIT,  TAN¬ 
GERINES,  AND  TANGELOS  GROWN  IN 

FLORIDA 

Amsndment  of  Grade  Regulation 

This  amendment  lowers  the  mlnlmiim 
grade  requirement  applicable  to  export 


ahlpments  of  Florida  white  seedless 
gnqiefrult  to  UJS.  No.  2  on  Amril  7,  1975. 
Tlw  DjB.  Mo.  2  mlrtiinnm  grads  xequlre- 
ment  w?aoifled  lor  export  shlmnents  of 
while  seedless  gnq)efrult  te  necessary  to 
satisfy  the  demand  for  such  fruit  by 
export  mark^  outlets. 

FhuNnps.  (1)  Pursuant  to  the  market¬ 
ing  agreement,  as  amended,  and  Order 
No.  905.  as  amended  (7  CFR  Part  905), 
regulating  the  handling  of  oranges, 
grapefruit,  tangerines,  and  tangelos 
grown  In  Florida,  effective  under  the 
iqiplicable  provisions  of  the  Agricultural 
Mariceting  Agreement  Act  of  1987,  as 
amended  (7  UB.C.  601-674),  and  upon 
the  basis  of  the  recommendations  of  the 
Shippers  Advisory  Committee  and 
Ctarowers  Administrative  Committee  es- 
tcdilished  under  the  aforesaid  amended 
marketing  agreement  and  mtler,  and 
upon  other  available  Information,  it  is 
hereby  found  that  the  minimum  grade 
requirement  arqdicable  to  white  seed¬ 
less  grapefruit,  as  hereinafter  provided, 
will  tend  to  effectuate  the  declared  policy 
of  the  act. 

(2)  This  amendment  reflects  the  De¬ 
partment’s  appraisal  of  the  prospective 
demand  for  fresh  white  seedless  grape¬ 
fruit  by  export  outlets.  The  lower  grade 
requirement  specified  for  export  ship¬ 
ments  of  white  seedless  grapefruit  is 
consistent  with  the  external  appearance 
and  remaining  supply  of  such  grapefruit. 
During  the  week  ended  March  30.  1975, 
export  shipments  of  Florida  grapefruit 
totaled  597  carlots  compared  with  488 
carlots  for  the  previous  week. 

(3)  It  is  hereby  further  foimd  that  it 
is  impracticable,  unnecessary,  and  con¬ 
trary  to  the  public  Interest  to  give  pre¬ 
liminary  notice,  engage  In  public  nile- 
maklng  procedure,  and  postpone  the 
effective  date  of  this  amendment  until 
90  days  after  publication  thereof  in  the 
Federal  Register  (5  U.S.C.  553)  in  that 
the  time  intervening  between  the  date 
when  information  upon  which  this 
amendment  is  based  became  available 
and  the  time  when  this  amendment  must 
become  effective  in  order  to  effectuate 
the  declared  policy  of  the  act  is  insuffi¬ 
cient;  and  this  amendment  lowers  the 
minimum  grade  requirement  applicable 
to  export  shipments  of  white  seedless 
grapefruit  grown  in  Florida. 

Order.  1.  In  i  905.559  (Export  Regula¬ 
tion  24;  39  FR  82976;  37186;  40  FR  2792, 
11345,  12646,  14889)  the  provisions  of 
paragraph  (b)  (13)  are  amended  to  read 
as  fallows: 

6  905.559  Export  Rrgulnlkm  24. 

G  •  •  •  • 

(b)  •  •  • 

(13)  Any  seedless  grapefruit,  other 
than  pink  seedless  grapefruit,  grown  in 
the  production  axea,  vriilch  do  not  grade 
at  least  UB.  No.  3,  or  any  pink  seedless 
grapefruit  which  do  not  g^e  at  least 
T7.8.  No.  2  Russet; 


(Secs.  1-19,  48  Stat.  81,  as  ameiided:  7  UA.C. 
601-874) 
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Dated,  April  4,  1975,  to  become  effec¬ 
tive  April  7, 1975. 

Charles  R.  Braoxr, 
Deputy  Director,  Fruit  and  Veg¬ 
etable  Division,  Agricultural 
Marketing  Service. 

(FR  Doc.7fr-9308  FUed  4-9-78:8;«  am) 


(Valencia  Orange  Reg.  491] 

PART  90»— VALENCIA  ORANGES  GROWN 
IN  ARIZONA  AND  DESIGNATED  PART 
OF  CALIFORNIA 


Minimum  Size  Regulation 

This  regulation  sets  a  minimum  size 
requirement  of  2.20  inches  in  diameter 
applicable  to  the  handling  of  Valencia 
oranges  grown  in  District  2  of  the  Cali- 
fornia-Arizona  production  area  during 
the  period  April  11  through  May  22, 1975. 
Such  action  is  necessary  to  satisfy  cur¬ 
rent  and  prospective  market  demand  for 
fresh  shipments  of  such  Califomia- 
Arizona  Valencia  oranges.  The  specified 
minimum  size  requirement  is  consistent 
with  the  size  composition  and  available 
supply  of  the  developing  crop  of  Valencia 
oranges  in  District  2. 

§  908.791  Valencia  Orange  Regulation 
.  491. 

Findings.  (1)  Pursuant  to  the  market¬ 
ing  agreement,  as  amended,  and  Order 
No.  908,  M  amended  (7  CFR  Part  908), 
regulating  the  handling  of  Valencia 
oranges  grown  in  Arizona  and  designated 
part  of  California,  effective  under  the 
applicable  provisions  of  the  Agricultural 
Marketing  Agreement  Act  of  1937,  as 
amended  (7  UJ3.C.  601-674),  and  upoi 
the  basis  of  the  recommendation  and  in¬ 
formation  submitted  by  the  Valencia 
Orange  Administrative  Committee,  es¬ 
tablished  imder  the  said  amended  mar¬ 
keting  agreement  and  order,  and  up>on 
other  available  information,  it  is  hereby 
found  that  the  regulation  of  shipments 
of  such  Valencia  oranges,  as  hereinafter 
provided,  will  tend  to  effectuate  the  de¬ 
clared  policy  of  the  sict. 

(2)  The  minimum  size  requirement 
specified  herein  reflects  the  Department’s 
appraisal  of  the  crop  and  current  and 
prospective  marketing  conditions  during 
the  period  April  11  through  May  22, 1975. 
The  1974-75  season  crop  of  Valencia 
oranges  is  currently  estimated  at  61,500 
carlots.  The  demand  in  regulated  market 
channels  will  require  about  34  percent 
of  this  volume,  and  the  remaining  66  per¬ 
cent  will  be  available  for  utilization  in 
export,  processing,  and  other  outlets. 
Fresh  slfipments  of  Valencia  oranges 
from  District  2  are  expected  to  begin  on 
or  about  the  effective  time  of  this  regu¬ 
lation.  The  volume  and  size  composition 
of  the  crop  of  Valencia  oranges  grown  in 
District  2  are  such  that  ample  supplies 
of  the  more  desirable  sizes  are  available 
to  satisfy  the  demand  in  regulated  chan¬ 
nels.  The  regulation  herein  specified  is 
designed  to  permit  shipment  of  ample 
supplies  of  fruit  of  the  more  desirable 
sizes  in  the  Interest  of  both  growers  and 
consumers.  The  action  is  necessary  to 


maintain  orderly  marketing  conditions, 
provide  consumer  satisfaction,  and  guard 
against  the  shipment  of  undesirable  sizes 
of  Valencia  oranges  which  tend  to 
weaken  the  market  for  such  fruit.  The 
regulation  therefore  is  consistent  with 
the  objective  of  the  act  of  promoting 
orderly  marketing  and  protecting  the  in¬ 
terest  of  consumers. 

(3)  It  is  hereby  found  that  it  is  im¬ 
practicable  and  contrary  to  the  public 
Interest  to  give  prelimlnauy  notice,  en¬ 
gage  in  public  nilemaklng  procedure,  and 
postpone  the  effective  date  of  this  regu¬ 
lation  until  30  days  after  publication 
hereof  in  the  Federal  Register  (5  UB.C. 
553)  because  the  time  intervening  be¬ 
tween  the  date  when  information  upon 
which  this  regulation  is  based  became 
available  and  the  time  when  this  regula¬ 
tion  must  become  effective  in  order  to 
effectuate  the  declared  policy  of  the  act 
is  insufficient,  and  a  reasonable  time  is 
permitted,  under  the  circumstances,  for 
preparation  for  such  effective  time;  and 
good  cause  exists  for  making  the  pro¬ 
visions  hereof  effective  as  herein^ter 
set  forth.  The  committee  held  an  open 
meeting,  after  giving  due  notice  thereof, 
to  consider  supply  and  market  conditions 
for  Valencia  oranges  and  the  need  for 
regulation;  Interested  persons  were  af¬ 
forded  an  opportunity  to  submit  infor¬ 
mation  and  views  at  this  meeting;  the 
recommendation  and  supporting  infor¬ 
mation  for  regulation  during  the  period 
specified  herein  were  promptly  submitted 
to  the  Department  after  such  meeting 
was  held;  the  provisions  of  this  regula¬ 
tion  are  identical  with  the  aforesaid  rec¬ 
ommendation  of  the  committee,  and  in¬ 
formation  concerning  such  provisions 
and  effective  time  has  been  disseminated 
among  handlers  of  such  Valencia 
'oranges;  it  is  necessary,  in  order  to  effec¬ 
tuate  the  declared  policy  of  the  act,  to 
make  this  regulation  effective  during  the 
period  herein  specified;  and  compliance 
with  this  regulation  will  not  require  any 
special  preparation  on  the  part  of  per¬ 
sons  subject  hereto  which  cannot  be  com¬ 
pleted  on  or  before  the  effective  date 
hereof.  Such  committee  meeting  was  held 
on  March  18,  1975.  Necessary  supple¬ 
mental  information  was  received  on 
March  26,  1975. 

Order,  (a)  During  the  period  April  11, 
1975,  through  May  22.  1975,  no  handler 
shall  handle  any  Valencia  oranges  grown 
in  District  2  which  are  of  a  size  smaller 
than  2.20  Inches  in  diameter,  which  shall 
be  the  largest  measurement  at  a  right 
angle  to  a  straight  line  nmning  from  the 
stem  to  the  blossom  end  of  the  fruit: 
Provided,  That  not  to  exceed  5  percent, 
by  coimt,  of  the  Valencia  oranges  con¬ 
tained  in  any  type  of  container  may 
measure  smaller  than  2.20  inches  in 
diameter. 

(b)  As  used  in  this  section,  “handle,” 
“handler,”  and  “District  2”  shall  have 
the  same  meaning  as  when  used  in  said 
amended  marketing  agreement  and 
order. 

(Secs.  1-19,  48  Stat.  31,  as  amended;  7  UJB.C. 
801-874) 


Dated,  April  4,  1975,  to  become  effec¬ 
tive  April  11,  1975. 

Charles  R.  Braoer.  - 
Deputy  Director,  Fruit  and 
Vegetable  Division,  Agricul¬ 
tural  Marketing  Service. 

|FR  Doc.75-9306  FUed  4-9-75; 8: 45  am] 


PART  959— ONIONS  GROWN  IN 
SOUTH  TEXAS 

Approval  of  Redistricting  and  Reapportion¬ 
ment  of  Committee  Member^ip 

This  redistrlcts  and  reapportions  com¬ 
mittee  membership  among  districts  on 
the  South  Texas  Onion  Committee. 

Notice  of  rule  making  was  published  in 
the  March  10, 1975,  Federal  Register  (40 
PR  10996)  regarding  the  proposed  redis¬ 
tricting  and  reapportionment  of  com¬ 
mittee  membership  to  be  effective  under 
Marketing  Agreement  No.  143  and  Order 
No.  959,  both  as  amended  <7  CFR  Part 
959).  The  program  regulates  the  han¬ 
dling  of  onions  grown  in  designated  coun¬ 
ties  in  South  Texas  and  is  effective 
under  the  Agricultural  Marketing  Agree¬ 
ment  Act  of  1937,  as  amended  (7  n.S.C. 
601  etseq.). 

The  notice  afforded  interested  persons 
an  opportunity  to  file  written  comments 
not  later  than  March  21.  1975.  None  was 
filed. 

Statement  of  consideration.  The  order 
provides  in  i  959.25  that  the  committee 
may  reconunend  and  the  Secretary  may 
approve  the  reapportionment  of  mem¬ 
bers  among  districts  and  the  reestablish¬ 
ment  of  districts  within  the  production 
areas. 

Production  of  South  Texas  onions  is 
(XHicentrated  in  District  No.  3 — ^Lower 
Valley.  This  district’s  share  of  total  pro¬ 
duction  Increased  from  83  percent  in 
1970  to  94  percent  in  1974.  Conversely, 
the  share  of  District  No.  1  (Coastal 
Bend)  decreased  from  2.5  percent  in 
1970  to  less  than  1  percent  in  1974. 
Production  in  both  District  No.  2 
(Laredo)  and  District  No.  5  CWlnter 
Garden)  also  has  trended  downward, 
and  District  No.  4  (Wilson -Karnes)  is 
no  Imger  a  significant  factor  in  onion 
production. 

The  redistricting  will  combine  the 
Wilson-Kames  district  with  the  Winter 
Garden  district.  The  reapportionment 
will  transfer  the  handler  position  from 
the  Wilson-Kames  district  and  one 
grower  position  from  the  Coastal  Bend 
district  to  the  Rio  Grande  Valley  dis¬ 
trict.  Also,  one  grower  position  wlU  be 
transferred  from  the  Laredo  district  to 
the  Winter  Garden  district. 

In  imanimously  recommending  these 
changes  at  its  public  meeting  on  Nov^n- 
ber  6, 1974,  the  committee  considered  (1) 
shifts  in  onion  acreage  within  the  dis¬ 
tricts  and  the  production  area  during 
recent  years,  (2)  the  importance  of  new 
production  in  its  relation  to  existing  dis¬ 
tricts.  (3)  the  equitable  relationship  of 
committee  membership  and  districts,  (4) 
economies  to  result  for  producers  in  pro¬ 
moting  efficient  administration  due  to 
redistricting  or  reawJortlonment  of 
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members  within  districts,  and  (5)  other 
relevant  factors. 

These  changes  will  provide  more  effi¬ 
cient  administration  of  the  order  and 
greater  equity  of  representation  on  the 
committee. 

Findings.  After  consideration  of  all 
relevant  matters,  including  the  proposals 
set  forth  in  the  aforesaid  notice,  it  is 
hereby  found  and  determined  that  a  new 
§  959.110  and  §  959.111  be  added  and  that 
such  action  will  tend  to  effectuate  the 
declared  policy  of  the  act. 

The  amendment  is  as  follows : 

1.  A  new  S  959.110  is  added  to  read  as 
follows: 

§  959.110  Reestablishment  of  districts. 

(a)  Pursmmt  to  §  959.25,  the  counties 
of  De  Witt,  IK^son,  Atascosa,  and  Karnes 
(currently  District  No.  4)  and  the  coun¬ 
ties  of  Val  Verde,  Frio,  Kinney,  Uvalde, 
Medina,  Maverick,  Zavala,  Dimmit,  and 
La  Salle  (currently  District  No.  5)  are 
reestablished  as  District  No.  4. 

(b)  The  new  district  is  hereby  estab¬ 
lished  in  the  current  fiscal  period  only 
for  the  purpose  of  making  nominations 
of  committee  members  for  the  coming 
fiscal  period.  The  new  district  Is  estab¬ 
lished  as  an  operating  entity  beginning 
on  August  1, 1975. 

(c)  The  renaming  three  districts  con¬ 
tinue  imchanged  as  follows: 

(1)  District  No.  1:  (Coastal  Bend)  The 
Counties  of  Victoria,  Calhoun,  Goliad, 
Refugio,  Bee,  Live  Oak,  San  Patricio, 
Aransas,  Jim  Wells,  Nueces,  Kleburg, 
Brooks,  Kenedy,  Duval,  and  McMullen. 

(2)  District  No.  2 :  (Laredo)  The  Coun¬ 
ties  of  Zapata,  Webb,  and  Jim  Hogg. 

(3)  District  No.  3 :  (Lower  Valley)  The 
Coimties  of  Cameron,  Hidalgo,  Starr,  and 
Willacy. 

2.  A  new  §  959.111  is  added  to  read  as 
follows: 

§959.111  Reapportionment  of  rommit- 
tee  membership. 

'  Pursuant  to  §  959.25,  the  membership 
repres«itation  of  the  South  Texas  Onion 
Committee  diall  be  reapportioned  among 
the  districts  of  the  production  area  so  as 
to  provide  the  following  members  and 
their  respective  alternates: 

District  No.  1 — Two  producer  members 
and  one  handler  member. 

District  No.  2 — One  producer  member 
and  one  handler  member. 

District  No.  3 — ^Four  producer  mem¬ 
bers  and  three  handler  members. 

District  No.  4 — Three  producer  mem¬ 
bers  and  two  handler  members. 

For  each  member  there  shall  be  a  re¬ 
spective  alternate  selected  on  the  same 
basis  as  the  member. 

(Secs.  1-19,  48  Stat.  31,  as  amended;  7  U.8.C. 
601-874). 

Dated  April  4, 1975,  to  become  effective 
August  1, 1975. 

Charles  R.  Brader, 
Deputy  Director,  Fruit  and  Vege¬ 
table  Division,  Agricultural 
Marketing  Sendee. 

(FR  DOC.7&-6307  Filed  4-9-75;8:45  am] 


CHAPTER  IX—AGRICULTURAL  MARKET¬ 
ING  SERVICE  (MARKETING  AGREE¬ 
MENTS  AND  ORDERS;  FRUITS.  VEGE¬ 
TABLES,  NUTS),  DEPARTMENT  OF 
AGRICULTURE 

(Navel  Orange  Beg.  347] 

PART  907 — NAVEL  ORANGES  GROWN  IN 
ARIZONA  AND  DESIGNATED  PART  OF 
CALIFORNIA 

Limitation  of  Handling 

This  regulation  fixes  the  quantity  of 
Califomia-Arizona  Navel  oranges  that 
may  be  shipped  to  fresh  market  during 
the  weekly  regulation  period  April  11-17, 
1975.  It  is  issued  pursuant  to  the  Agri¬ 
cultural  Marketing  Agreement  Act  of 
1937,  as  amended,  and  Marketing  Order 
No.  907.  The  quantity  of  Navel  oranges 
so  fixed  was  arrived  at  after  considera¬ 
tion  of  the  total  avsdlable  supply  of  Navel 
oranges,  the  quantity  currently  available 
for  market,  the  fresh  market  demand  for 
Navel  oranges.  Navel  orange  prices,  and 
the  relationship  of  season  average  re¬ 
turns  to  the  parity  price  for  Navel 
oranges. 

§  907.647  Navel  Orange  Regulation  347. 

(a)  Findings.  (1)  Pursuant  to  the  mar¬ 
keting  agreement,  as  amended,  and 
Order  No.  907,  as  amended  (7  CFR  Part 
907),  regulating  the  handling  of  Navel 
oranges  grown  in  Arizona  and  designated 
part  of  California,  effective  under  the 
applicable  provisions  of  the  Agricultural 
Marketing  Agreement  Act  of  1937,  as 
amended.  (7  U.S.C.  601-074) ,  and  upon 
the  basis  of  the  recommendations  and  in¬ 
formation  submitted  by  the  Navel  Orange 
Administrative  Committee,  established 
imder  the  said  amended  marketing 
agreement  and  order,  and  upon  other 
available  information,  it  is  hereby  found 
that  the  limitation  of  handling  of  such- 
Navel  oranges,  as  hereinafter  provided, 
will  tend  to  effectuate  the  declared  policy 
of  the  act. 

(2)  The  need  for  this  section  to  limit 
the  respective  quantities  of  Navel  oranges 
that  may  be  marketed  fnnn  District  1, 
District  2,  and  District  3  during  the  en¬ 
suing  week  stems  from  ttie  production 
and  marketing  situation  confronting  the 
Navel  orange  industry. 

(1)  The  committee  has  submitted  its 
recommendation  with  respect  to  the 
quantities  of  Navel  oranges  that  should 
be  marketed  during  the  next  succeeding 
week.  Su(^  recommendation,  designed  to 
provide  equity  of  marketing  opportunity 
to  hangers  in  all  districts,  resulted  from 
consideration  of  the  factors  enumerated 
in  the  order.  ITie  committee  further  re¬ 
ports  that  the  fre^  market  demand  for 
Navel  oranges  was  slower  during  the  past 
week  than  it  has  been  previously.  Prices 
f.o.b.  averaged  $3.61  per  cartem  on  a  re¬ 
ported  sales  volume  of  1,479  carlots  last 
week,  compared  with  an  average  f.o.b. 
price  of  $3.65  per  carton  and  sales  of 
1,493  carlots  a  week  earlier.  Track  and 
rolling  supplies  at  577  cars  were  down 
105  cars  from  last  week. 


(li)  Having  considered  the  recommen¬ 
dation  and  Informaticm  sulxnitted  by  the 
committee,  and  other  available  informa¬ 
tion,  the  Secretary  finds  that  the  respec¬ 
tive  quantities  of  Navel  oranges  which 
may  be  handled  should  be  fixed  as  here¬ 
inafter  set  forth. 

(3)  It  is  hereby  further  found  that  it 
is  impracticable  and  contrary  to  the  pub¬ 
lic  interest  to  give  preliminary  notice, 
engage  in  public  rulemaking  procedure, 
and  ix)6tpone  the  effective  date  of  this 
section  until  30  days  after  publication 
hereof  in  the  Federal  Register  (5  U.S.C. 
553)  because  the  time  intervening  be¬ 
tween  the  date  when  information  upon 
which  this  section  is  based  became  avail¬ 
able  and  the  time  this  section  must  be¬ 
come  effective  in  order  to  effectuate  the 
declared  policy  of  the  act  is  insufficient, 
and  a  reasonable  time  is  permitted,  un¬ 
der  the  circmnstances,  for  preparation 
for  such  effective  time;  and  good  cause 
exists  for  making  the  provisions  hereof 
effective  as  hereinafter  set  forth.  The 
committee  held  an  open  meeting  during 
the  current  we^,  afta*  giving  due  notice 
thereof,  to  consider  supply  and  market 
conditions  for  Navel  oranges  and  the 
need  for  regulation:  interested  persons 
were  afforded  an  opportimlty  to  submit 
Information  and  views  at  this  meeting; 
the  recommendation  and  supporting  in¬ 
formation  for  regulation,  including  its 
effective  time,  are  Identical  with  the 
aforesaid  recommendation  of  the  com¬ 
mittee,  and  information  concerning  such 
provisions  and  effective  time  has  been 
disseminated  among  handlers  of  such 
Navel  oranges;  it  is  necessary,  in  order 
to  effectuate  the  declared  policy  of  the 
act,  to  make  this  section  effective  during 
the  period  herein  specified;  and  compli¬ 
ance  with  this  section  will  not  require 
any  special  preparation  on  the  i>art  of 
persons  subject  hereto  which  cannot  be 
completed  on  or  before  the  effective  date 
hereof.  Such  committee  meeting  was  held 
on  April  8, 1975. 

(b)  Order.  (1)  The  respective  quanti¬ 
ties  of  Navel  oranges  grown  in  Arizona 
and  designated  part  of  California  which 
may  be  handled  during  the  period  i^ril 
11,  1975,  through  April  17,  1975,  are 
hereby  fixed  as  follows: 

(1)  District  1:  1,147,000  cartons; 

(il)  District  2:  203,000  cartons; 

(ill)  District  3:  Unlimited  mov^ent.’* 

(2)  As  used  in  this  section,  “handled,” 
“District  1,”  ‘TMstrict  2,”  “District  3.'” 
and  “carton”  have  the  same  meaning  as 
when  used  in  said  amended  marketing 
agreement  and  order. 

(Secs.  1-10,  48  Stat.  31,  as  amended;  7  U.S.C. 
601-674) 

Dated:  April  8. 1975. 

Charles  R.  Brader, 
Director,  Fruit  and  Vegetable 
Division.  Agricultural  Mar¬ 
keting  Service. 

(FR  Doe.76-0688  PUed  4-0-75:11:16  am] 
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[Valencia  Orange  Regulation  493] 

PART  908— VALENCIA  ORANGES  GROWN 

IN  ARIZONA  AND  DESIGNATED  PART 

OF  CALIFORNIA 

Limitatjon  of  Handling 

This  regulation  fixes  the  quantity  ot 
CallTomla-Arlzona  Valencia  oranges 
that  may  be  shipped  to  fresh  market 
during  the  weekly  regulation  period 
April  11-17, 1975.  It  Is  Issued  pursuant  to 
the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended,  and  Marketing 
Order  No.  908.  The  quantity  of  Valen¬ 
cia  oranges  so  fixed  was  arrived  at  after 
consideration  of  the  total  available  sup¬ 
ply  of  Valencia  oranges,  the  quantity  of 
V^encla  oranges  currently  a\^able  for 
market,  the  fresh  market  demand  for 
Valencia  oranges,  Valencia  orange  prices, 
and  the  relationship  of  season  average 
returns  to  the  parity  price  for  Valencia 
oranges. 

§  908.793  Valencia  Orange  Regulation 
493. 

(a)  Findings.  (1)  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  908,  as  am«ided  (7  CPR  Part 
908),  regulating  the  handling  of  Valen¬ 
cia  oranges  grown  in  Arizona  and  des¬ 
ignated  part  of  California,  effective  under 
the  applicable  provisions  of  the  Agricul¬ 
tural  Marketing  Agreement  Act  of  1937, 
as  amended  (7  U.S.C.  601-674),  and 
upon  the  basis  of  the  reccmimendations 
and  Information  submitted  by  the  Valen¬ 
cia  Orange  Administrative  Committee, 
established  imder  the  said  amended 
marketing  agreement  and  order,  and 
upon  other  available  information,  it  is 
hereby  found  that  the  limitation  of 
handling  of  such  Valencia  oranges,  as 
hereinafter  provided,  will  tend  to  effec¬ 
tuate  the  declared  policy  of  the  act. 

(2)  The  need  for  this  section  to  limit 
the  respective  quantities  of  Valencia 
oranges  that  may  be  marketed  from  Dis¬ 
trict  1,  District  2,  and  District  3  during 
the  ensuing  week  stems  from  the  pro¬ 
duction  and  marketing  situation  con¬ 
fronting  the  Valencia  orange  Industry. 

(i)  The  committee  has  submitted  its 
reccanmendatlon  with  respect  to  the 
quantities,  of  Valencia  oranges  that 
should  be  marketed  during  the  next  suc¬ 
ceeding  week.  Such  recommendation,  de¬ 
signed  to  provide  equity  of  marketing  op¬ 
portunity  to  handlers  in  all  districts,  re¬ 
sulted  from  consideration  of  the  factors 
enumerated  in  the  order.  The  commit¬ 
tee  further  reports  that  the  fresh  market 
demand  for  Valencia  oranges  continues 
to  be  generally  slow.  Prices  f.o.b.  aver¬ 
aged  $2.96  per  carton  on  a  reported  sales 
volmne  of  101  carlots  last  week,  com¬ 
pared  with  an  average  f.o.b.  price  of  $3.03 
per  carton  and  sales  of  66  carlots  a  week 
earlier.  Track  and  rolling  supplies  at  91 
cars  were  down  3  cars  from  last  week. 

(ii)  Having  considered  the  recom¬ 
mendation  and  information  submitted 
by  the  committee,  and  other  available 


information,  the  Secretary  finds  that  the 
respective  quantities  of  Valencia  oranges 
which  may  be  handled  should  be  fixed 
as  hereinafter  set  forth. 

(3)  It  is  hereby  further  found  that  it 
is  impracticable  and  contrary  to  the  pub¬ 
lic  Interest  to  give  preliminary  notice, 
engage  in  public  nile-maklng  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
hereof  in  the  Federal  Register  (5  U.S.C. 
553)  because  the  time  intervening  be¬ 
tween  the  date  when  information  upon 
which  this  section  is  based  became  avail¬ 
able  and  the  time  when  this  section  must 
become  effective  in  order  to  effectuate 
the  declared  policy  of  the  act  is  insuf¬ 
ficient,  and  a  reasonable  time  is  per¬ 
mitted,  imder  the  circumstances,  for 
preparation  for  such  effective  time;  and 
good  cause  exists  for  making  the  provi¬ 
sions  hereof  effective  as  hereinafter  set 
forth.  The  committee  held  an  open  meet¬ 
ing  during  the  current  week,  after  giving 
due  notice  thereof,  to  consider  supply 
and  market  conditions  for  Valencia  or¬ 
anges  and  the  need  for  regulation;  inter¬ 
ested  persons  were  afforded  an  oppor¬ 
tunity  to  submit  Information  and  views 
at  this  meeting;  the  recommendation 
and  supporting  information  for  regula¬ 
tion  during  the  period  specified  herein 
were  promptly  submitted  to  the  Depart¬ 
ment  after  such  meeting  was  held;  the 
provisions  of  this  section.  Including  its 
effective  time,  are  identical  with  the 
aforesaid  recommendation  of  the  com¬ 
mittee,  and  Information  concerning  such 
provisions  and  effective  time  has  been 
disseminated  among  handlers  of  such 
Valencia  oranges;  it  is  necessary,  in  or¬ 
der  to  effectuate  the  declared  policy  of 
the  act,  to  make  this  section  effective 
during  the  period  herein  specified;  and 
compliance  with  this  section  will  not 
require  any  special  preparation  on  the 
part  of  persons  subject  hereto  which  can¬ 
not  be  completed  on  or  before  the  effec¬ 
tive  date  hereof.  Such  committee  meet¬ 
ing  was  held  on  April  8, 1975. 

(b)  Order.  (1)  The  respective  quan¬ 
tities  of  Valencia  oranges  grown  in  Ari¬ 
zona  and  designated  part  of  California 
which  may  be  handled  during  the  period 
April  11,  1975,  through  April  17,  1975, 
are  hereby  fixed  as  follows : 

(1)  District  1 :  23,538  cartons; 

(11)  District  2;  17,021  cartons; 

(Hi)  District  3 :  160,000  cartons. 

(2)  As  used  in  this  section,  “handled,” 
“District  1,”  “District  2,”  “District  3.” 
and  “carton”  have  the  same  meaning  as 
when  used  in  said  amended  marketing 
agreement  and  order. 

(Secs.  1-19,  48  Stat.  31,  as  amended;  7  U.S.C. 
601-674) 

Dated:  April  8, 1975. 

Charles  R.  Brader, 
Director,  Fruit  and  Vegetable 
Division,  Agricultural  Mar¬ 
keting  Service. 

IFRDoc.75-958a  Filed  4-9-76;  11 ;  16  aai] 


CHAPTER  XIV— COMMODITY  CREDIT  COR¬ 
PORATION,  DEPARTMENT  OF  AGRICUL¬ 
TURE 

[Amdt.  1] 

PART  1472— WOOL 

Payment  and  Deduction  Rates  for  1974 
Marketing  Year 

The  regulations  issued  by  Commodity 
CTredit  Corporation  containing  the  re¬ 
quirements  wtth  respect  to  the  payment 
program  for  shorn  wool  and  unshorn 
lambs  (pulled  wool)  for  the  1974,  1975, 
1976  and  1977  marketing  years,  (39  FR 
9446)  are  amended  to  include  the  pay¬ 
ment  and  deduction  rates  applicable  to 
shorn  wool  aad  unshorn  lambs  sold  dur¬ 
ing  the  1974  marketing  year  as  follows: 

1.  Section  1472.1405  is  amended  by 
adding  the  following  new  paragraph  (c) : 

§  1472.1405  Price  support  payments. 

•  •  •  •  « 

(c)  1974  marketing  year.  The  national 
average  price  received  by  producers  for 
shorn  wool  marketed  during  the  1974 
marketing  year  was  59.1  cents  a  pound, 
grease  basis,  which  was  12.9  cents  a 
pound  below  the  price  support  level  of 
72  cents  for  that  year,  TTherefore,  the 
rate  of  payment  for  the  1974  marketing 
year  is  21.8  percent. 

2.  Section  1472.1421  is  amended  by 
adding  the  following  new  paragraph  (c) : 

§  1472.1421  Price  support  payments. 

*  •  •  •  • 

(c)  1974  marketing  year.  The  rate  of 
payment  on  unshorn  lambs  sold  during 
the  1974  marketing  year  is  52  cents  per 
hundredweight  of  live  lambs  based  on 
a  difference  of  12.9  cents  a  pound  between 
the  price  support  level  of  72  cents  and 
the  national  average  price  of  59.1  cents 
a  pound  received  by  producers  for  riiorn 
wool  during  the  1974  marketing  year 
(§  1472,1405(0). 

3.  Section  1472.1446  is  amended  by  in¬ 
serting  the  letter  “(a)  ”  immediately  pre¬ 
ceding  the  text  of  that  section  and  add¬ 
ing  the  following  new  paragraph  (b) : 

§  1472.1446  Deductions  for  promotion. 

•  •  •  •  G 

(b)  For  the  1974  marketing  year,  a 
deduction  will  be  made  from  each  shorn 
wool  payment  at  the  rate  of  1.5  cents  a 
pound  of  wool,  grease  basis,  and  from 
each  unshorn  lamb  payment  at  the  rate 
of  7.5  cents  per  hundi^weight  of  live 
lambs,  as  announced  in  the  Department’s 
press  release  Issued  February  11,  1975. 
Those  funds  will  be  used  to  finance  the 
advertising  and  sales  promotion  program 
approved  by  the  Department  of  Agricul¬ 
ture  pursuant  to  section  708  of  the  Na¬ 
tional  W(x>l  Act  of  1954,  as  amended. 

(Sec.  4,  62  Stat.  1070,  aa  amended;  sec.  6, 
62  Stat.  1072,  as  amended;  secs.  702-708,  68 
Stat.  910-912,  as  amended;  16  U.S.C.  714b, 
714c;  7  U.S.C.  1781-1787,  as  amended.) 

Effective  date.  This  amendment  shall 
become  effective  April  3,  1975. 
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The  payment  rates  announced  by  this 
amendment  are  In  accordance  with  the 
formulas  published  March  11.  1974,  in 
IS  1472.1405(b)  (39  FR  9447)  and  1472.- 
1421(b)  (39  FR  9450).  The  deduction 
rates  are  specified  in  the  agreonent  be¬ 
tween  the  American  Sheep  Producers 
Council,  Inc.,  and  the  Secretary  of  Ag¬ 
riculture  approved  by  producers  in  a  ref¬ 
erendum  held  November  4  through  15. 
1974.  Since  there  is  no  latitude  for  vary¬ 
ing  rates,  a  delay  in  the  effective  date  of 
this  amendment  would  only  delay  pay¬ 
ments  to  producers  who  completed  mar¬ 


ketings  of  s^om  wool  and  unshorn  lambs 
during  1974.  It  is,  therefore,  found  that 
compliance  with  the  notice  of  pn^xKed 
rule  making  and  public  participation 
procedure  is  unnecessary  and  impracti¬ 
cable.  . 

Signed  at  Washington,  D.C.  on  April  3, 
1975. 

William  L.  Ruble, 
Acting  Administrator,  Agricul¬ 
tural  Stabilization  and  Con¬ 
servation  Service. 

[FR  Doc.75-9309  Filed  4-9-75;8:45  am] 
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proposed  rules 


This  section  of  the  FEDERAL  REGiSTER  contains  notices  to  the  public  of  the  proposed  issuance  of  rules  and  regulations.  The  purpose  of 
these  notices  is  to  give  interested  persons  an  opportunity  to  participate  in  the  rule  making  prior  to  the  adoption  of  the  final  rules. 


DEPARTMENT  OF  JUSTICE 

Immigration  and  Naturalization  Service 
[SCFRPart  103] 

[Pile  No.  CO  845-Pl 

FEES 

Notice  of  Proposed  Rule  Making 

Pursuant  to  section  553  of  Title  5  of 
the  United  States  Code  (80  Stat.  383), 
notice  is  hereby  given  of  the  proposed 
amendment  of  8  CFR  103.7(a)  pertain¬ 
ing  to  a  fee  to  be  imposed  if  a  check  in 
payment  of  a  fee  is  not  honored  by  the 
bank  on  which  it  is  drawn,  and  the  ad¬ 
dition  to  8  CFR  103.7(b)  (1)  of  a  fee  for 
an  Application  by  a  Nonimmigrant  Alien 
for  Replacement  of  Arrival  Document 
(1-102),  and  an  amendment  to  8  CFR 
103.7(b)(1)  pertaining  to  amounts  of 
fees  for  filing  certain  applications,  peti¬ 
tions,  appeals  and  motions  under  the  im¬ 
migration  and  nationality  laws. 

Pursuant  to  the  provisions  of  section 
483a  of  Title  31  of  the  United  States  Code 
(65  Stat.  290),  which  state  that  any 
benefit  or  service  provided  to  or  for  any 
person  by  any  Federal  agency  shall  be 
self-sustaining  to  the  full  extent  possible, 
and  OMB  Circular  No.  A-25,  the  afore¬ 
mentioned  additions  and  changes  in  cer¬ 
tain  fees  are  based  on  user  charges  costs 
as  of  October  31, 1974. 

In  accordance  with  section  553  of  Title 
5  of  the  United  States  Code  (80  Stat. 
383),  interested  persons  may  submit  to 
the  Commissioner  of  Immigration  and 
Naturalization,  Room  7100-C,  425  Eye 
Street,  NW,  Washington,  D.C.  20536, 
written  data,  views,  or  arguments.  In  du¬ 
plicate,  with  respect  to  the  proposed 
rules.  Such  representations  may  not  be 
presented  orally  in  any  manner.  All  rele¬ 
vant  material  received  by  May*  9,  1975, 
will  be  considered. 

It  is  proposed  to  amend  Part  103  of 
Title  8  as  set  out  below : 

PART  103— POWERS  AND  DUTIES  OF 

SERVICE  OFFICERS;  AVAILABILITY  OF 

SERVICE  RECORDS 

In  8  103.7  paragraph  (a)  is  amended 
by  adding  a  new  sentence  between  the 
existing  third  and  fourth  sentences; 
paragraph  (b)  (1)  is  amended  by  revising 
29  existing  fees,  and  adding  a  new  fee. 
As  amended,  88  103.7  (a)  and  (b)(1) 
read  in  pertinent  part  as  follows; 

§  103.7  Fees. 

(a)  Remittances.  ♦  *  •  A  charge  of 
$5.00  will  be  Imposed  if  a  check  in  pay¬ 
ment  of  a  fee  is  not  honored  by  the  bank 
on  which  it  is  drawn.  •  •  • 

(b)  Amounts  of  fees.  (1)  The  follow¬ 
ing  fees  and  charges  are  prescribed: 


For  ailng  application  for  Allen  Registra¬ 
tion  Receipt  Card  (Form  1-161),  in 
lieu  of  one  lost,  mutilated,  or  de¬ 
stroyed,  or  in  a  changed  name _ f  10 

For  filing  application  on  Form  1-650 
for  verification  of  lawful  permanent 

residence  of  an  alien _  6 

For  filing  application  for  verification  of 
information  contained  in  Service 
records  _  6 


Fox  filing  application  (Form  1-102),  for 
Arrival-Departure  Record  (Form  1-94) 
or  Crewman’s  landing  Permit  (Form 
1-95),  in  lieu  of  one  lost,  mutilated. 


or  destroyed _  6 

For  filing  application  for  a  United  States 
Citizen  Identification  Card _  6 


For  filing  application  for  permission  to 
reapply  for  an  excluded  or  deported 
alien,  an  alien  who  has  fallen  into 


distress  and  has  been  removed  as  an 
alien  enemy,  or  an  alien  who  has  been 
removed  at  Government  expense  in 

lieu  of  deportation _  20 

For  filing  application  for  passport  or 
visa  waiver  prior  to  or  at  the  time  ap¬ 
plication  is  made  for  temporary  ad¬ 
mission  to  the  United  States _  >  5 

For  filing  application  for  visa  waiver 
when  application  is  made  tor  ad¬ 
mission  as  a  returning  resident _  '  6 

For  filing  application  for  passport  waiver 
prior  to  or  at  the  time  implication  Is 

made  for  permanent  admission _  >  5 

For  filing  appeal  from  or  motion  to  re¬ 
open  or  reconsider  any  decision  under 


the  immigration  laws  in  any  type  of 
proceeding  over  which  appellate  Juris¬ 
diction,  if  any,  belongs  to  an  official  of 
the  Service.  (The  minimum  fee  of  $55 
shall  be  charged  whenever  an  appeal 
ox  motion  is  filed  by  or  on  behalf  of 
two  or  more  aliens  and  all  such  aliens 


are  covered  by  one  decision) _  65 

For  filing  petition  to  classify  nonimmi¬ 
grant  as  temporary  worker  or  trainee 

under  section  214(c)  of  the  Act _  10 

For  filing  petition  to  classify  nonim¬ 
migrant  as  fiancee  or  fiance  under  sec¬ 
tion  214(d)  of  the  Act -  10 

For  filing  petition  to  classify  status  of 
alien  relative  for  issuance  of  Im¬ 
migrant  visa  tmder  section  204(a)  of  - 

the  Act _  10 

For  filing  application  for  issuance  or  ex¬ 
tension  of  reentry  permit _  8 


For  filing  application  for  issuance  or 
extension  of  refugee  travel  document  5 
For  filing  application  for  extension  of 
stay  of  a  nonimmigrant,  other  than 
one  described  in  section  101(a)  (16) 

(F)  or  101(a)  (16)  (J)  of  the  Act,  and, 
upon  a  basis  of  reciprocity,  a  nonim¬ 
migrant  described  in  section  101(a) 

(15)  (A)  (Hi)  or  101(a)  (16)  (0)(v)  of 

the  Act _  6 

For  filing  petition  to  classify  preference 
status  of  an  alien  on  basis  of  profession 
or  occupation  under  section  204(a)  of 

the  Act -  20 

For  filing  petition  to  classify  oiphan  as 
an  inunediate  relative  for  issuance  of 
immigrant  visa  under  section  204(a) 
of  the  Act.  (When  more  than  one  peti¬ 
tion  Is  submitted  by  the  same  peti¬ 


tioner  in  behalf  of  orphans  who  are 
brothers  or  sisters,  only  one  fee  will  be 

required.)  _ _  36 

For  filing  application  tor  scho<d  approval, 
except  in  the  case  of  a  school  or  school 
system  owned  or  iterated  as  a  public 
educational  institution  or  system  by 
the  United  States  or  a  state  or  political 


subdivision  thereof _  80 

For  filing  application  for  discretionary 
relief  under  section  212(c)  of  the 
Act _  60 


For  filing  application  for  discretionary 
relief  under  section  212(d)  (3)  of  the 
Act,  except  in  an  emergency  case,  or 
where  the  iq^roval  of  the  application 
is  in  the  interest  of  the  United  States 


Government _ _  10 

For  filing  aiH>l(catlon  for  waiver  of  the 
foreign-residence  requirement  under 
section  212(e)  of  the  Act _  66 


For  filing  application  for  waiver  of 
ground  of  excludability  imder  section 
212  (h)  (1)  of  the  Act.  (Only  a  sin¬ 

gle  application  and  fee  shall  be  re¬ 
quired  when  the  alien  Is  iq>plylng 


simultaneously  for  a  waiver  under  both 

those  sections.) _  40 

For  filing  application  for  adjustment  of 
status  to  that  of  a  permanent  resident 

under  section  245  of  the  Act _  25 

For  filing  {q>pllcatlon  for  adjtistment  of 
status  to  that  of  a  permanent  resident 
under  section  13  of  the  Act  of  Septem¬ 
ber  11,  1957 _ 26 


For  filing  application  for  creation  of 
record  of  admission  for  permanent 
residence  under  section  249  of  the  Act.  25 
For  filing  application  to  record  lawftU 
admission  for  permanent  residence 


under  section  214(d)  of  the  Act _  26 

For  filing  iqjpllcatlon  fcs:  change  of  non¬ 
immigrant  classification  under  section 
248  of  the  Act _ _ _ _ _ 10 


For  filing  appeal  from  or  motion  to  re¬ 
open  or  reconsider  any  decision  under 
the  immigrations  laws  in  any  type  pro¬ 
ceeding  over  which  the  Board  of  Immi¬ 
gration  Appeals  has  appellate  Juris¬ 
diction  in  accordance  with  I  3.1(b)  of 
this  chapter.  When  the  motion  to  re¬ 
open  or  reconsider  is  >  made  concur¬ 
rently  with  any  iqjpllcatlon  imder  the 
immigration  laws,  such  application 
will  be  considered  an  integral  part  of 
the  motion  and  only  the  fee  for  filing 
the  motion  or  the  fee  for  filing  the 
application,  whichever  is  greater,  is 
payable.  (The  minimum  fee  of  $65 
shall  be  charged  whenever  an  appeal 
or  motion  is  filed  by  or  on  behalf  of 
two  or  more  aliens  and  all  such  aliens 


are  covered  by  one  decision.) _  66 

For  filing  application  for  stay  of  depor¬ 
tation  under  Fart  243  of  this  ch{q>ter.-  40 
For  filing  application  for  temporary 
withholding  of  deportation  under  sec¬ 
tion  243(h)  of  the  Act _  16 

For  filing  application  for  suspension  of 
deportation  under  section  244  of  the 
Act _  68 


For  filing  iq>pllcation  lor  transfer  of 
petition  for  naturalization  under  sec¬ 
tion  366(1)  of  the  Act,  except  when 
transfer  is  of  a  petition  for  naturaliza¬ 
tion  filed  under  the  Act  of  October  24. 
1968,  P.L.  90-633 . .  10 
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For  filing  application  for  a  certificate  of 
naturalization  or  declaration  of  Inten¬ 
tion  In  lieu  of  a  certificate  or  declara¬ 
tion  alleged  to  have  been  lost,  multl- 
lated.  or  destroyed;  or  for  a  certificate 
of  ettlzenshlp  tn  a  changed  name  un¬ 


der  aectloa  S4S  (b)  or  (d)  of  the  Act__  6 
Vor  filing  application  for  certificate  of 
citizenship  on  Form  N-600  under  sec¬ 
tion  309(c)  or  section  341  of  the  Act-.  10 
For  filing  application  for  certificate  of 
citizenship  on  Form  N-400  by  a  parent, 
and  the  Issuance  thereof,  under  sec¬ 
tion  341  of  the  Act _  10 

For  filing  application  for  a  special 
certificate  of  naturalization  to  obtain 
recognition  as  a  citizen  of  the  United 
States  by  a  foreign  state  under  sec¬ 
tion  343(c)  o  fthe  Act _  10 


For  filing  application  for  a  certificate  of 
naturalization  or  repatriation  under 
section  343(a)  of  the  Immigration  and 
Nationality  Act  or  the  12th  subdivi¬ 
sion  of  section  4  of  the  Act  of  June  29, 


1906  _ _ - . - .  6 

For  filing  application  for  section  316(b) 
or  317  of  the  Act  benefits _  10 


For  special  statistical  tabulations  a 
charge  will  be  made  to  cover  the  cost 

of  the  work  Involved _ 

For  set  of  monthly,  semiannual,  or  an¬ 
nual  tables  entitled  “Passenger  Travel 

Reports  via  Sea  and  Air" _  7 

For  annual  subscription  for  “Passenger 

Travel  Reports  via  Sea  and  Air” - 105 

For  certification  of  true  copies,  each -  1 

For  attestation  under  seal -  3 

'  Plus  communication  costs. 

•  •  •  •  • 

(Sec.  103,  66  Stat.  173  (8  U.S.C.  1103)) 

Dated:  April  7, 1975. 

L.  F.  Chapman,  Jr., 
Commissioner  of 
Immigration  and  Naturalization. 

(FR  Doc.75-9361  Filed  4-9-75;8;45  am] 

DEPARTMENT  OF  COMMERCE 

National  Oceanic  and  Atmospheric 
Administration 

[  50  CFR  Part  251  ] 

FINANCIAL  AID  PROGRAM 
PROCEDURES 

Fishery  for  King  Crab  in  Alaska 

Notice  is  hereby  given  that  the  Direc¬ 
tor,  National  Marine  Fisheries  Service, 
National  Oceanic  and  Atmospheric  Ad¬ 
ministration,  has  under  consideration 
an  amendment  to  the  regulations  (50 
CFR  Part  251)  which  sets  forth  finan¬ 
cial  aid  program  procedures. 

It  is  the  intent  of  Part  251  of  this 
chapter  that  financial  assistance  pro¬ 
grams  will  not  be  made  available  y^en 
upon  review  of  situations  and  conditions 
at  hand,  as  well  as  prospiective  develop¬ 
ments,  the  Director  deems  that  the  use 
of  su<^  financial  assistance  programs 
would  not  be  consistent  with  the  wise 
use  and  with  the  devel(H>nient,  advance¬ 
ment,  management,  conservation,  and 
protection  of  fisheries  resources. 

The  proposed  amendment,  as  set  forth 
below,  would  incorporate  in  Subpart  B 
of  the  regulation  a  new  9  251.24  to  clas¬ 
sify  the  “fishery  for  king  crab  in  Alaska” 
as  a  Conditional  Fishery  as  the  term  is 
defined  in  9  251.1  (i). 


The  principal  situations  and  condi¬ 
tions  under  consideration  for  determin¬ 
ing  that  the  “fishery  for  king  crab  in 
Alaska”  is  in  need  of  regulation  under 
Part  251  of  this  chapter  are  described 
in  the  following  Explanato^  Statement. 

Federal  and  State  agencies  as  well  as 
the  public  will  be  given  time  and  oppor- 
tvmity  to  comment  on  this  proposed 
amendment.  Comments  that  are  re¬ 
ceived  will  be  evaluated  giving  full  con¬ 
sideration  to  the  national  interest  and 
the  multiplicity  of  environmental,  bio¬ 
logical,  economic,  social,  and  other  situ¬ 
ations  and  conditions  as  the  Director 
may  deem  relevant.  Upon  evaluation  of 
all  comments  and  available  information, 
the  Director  will  take  action  as  may  be 
appropriate  and  will  continue  to  moni¬ 
tor  and  assess  situations  and  conditions 
related  to  the  “fishery  for  king  crab  in 
Alaska”  to  determine  the  continued  need 
for  regulation.  This  proposed  amend¬ 
ment  is  published  pursuant  to  the  au¬ 
thority  contained  in  Section  4  of  the 
Fish  and  Wildlife  Act,  1956,  as  amended. 
Title  XI  of  the  Merchant  Marine  Act, 
1936,  as  amended.  Section  607  of  the 
Merchant  Marine  Act,  1936,  as  amended, 
the  National  Environmental  Policy  Act, 
and  Reorganization  Plan  No.  4  of  1970. 

Written  views,  data,  or  arguments  on 
this  proposed  amendment  should  be  sub- 
mitt^  to  the  Director,  National  Marine 
Fisheries  Service,  Washington.  D.C. 
20235.  All  communications  received  on 
or  before  July  10,  1975,  will  be  consid¬ 
ered  before  action  is  taken  with  respect 
to  adoption  of  the  proposed  amendment. 
No  public  hearing  is  contemplated  at 
this  time;  however,  any  persons  desiring 
a  public  hearing  may  request  such  a 
hearing  by  writing  to  the  Director,  Na¬ 
tional  Marine  Fisheries  Service,  Wash¬ 
ington,  D.C.  20235.  In  the  event  that  a 
public  hearing  is  found  necessary,  an 
appropriate  notice  to  that  effect  will  be 
published  in  the  Federal  Register. 

By  order  of  the  Administrator,  Na¬ 
tional  Oceanic  and  Atmospheric  Admin¬ 
istration. 

Robert  M.  White, 
Administrator. 

Explanatory  Statement 

The  Director  considers  it  necessary  to 
classify  the  “fishery  for  king  crab  in 
Alaska"  as  a  Conditional  Fishery  for 
regulation  under  Part  251  of  this  chap¬ 
ter.  For  the  purpose  of  this  regulation 
the  term  “king  crab”  means  any  or  all  of 
the  following  species:  Paralithodes  cam- 
schaiica,  Paralithodes,  platypus,  Parali¬ 
thodes  brevipes,  and  Lithodes  aequispina. 
The  necessary  situations  and  conditions 
for  such  classification  follow. 

The  “fishery  for  king  crab  in  Alaska” 
is  under  the  administration  of  two 
Alaskan  agencies,  the  Alaska  Depart¬ 
ment  of  Fish  and  Game  and  the  Alaska 
Commercial  Fisheries  Entry  Commission. 
In  accordance  with  Alaska’s  program  to 
conserve  and  manage  its  fisheries,  com¬ 
prehensive  regulations  governing  king 
crab  fishing  are  administered  by  the 
Alaska  Department  of  Fish  and  Game. 
These  regulations  are  based  on  avail¬ 


able  biological  and  fishing  effort  data  as 
well  as  other  information  and  considera¬ 
tions  related  to  management  of  the 
Alaska  king  crab  fishery.  Under  these 
regulations  there  are  specific  statistical 
and  registration  areas  and  requirements 
for  registration  of  all  king  crab  vessels 
and  king  crab  fishing  gear.  These  regula¬ 
tions,  among  other  things,  restrict  the 
type,  numbers  and  dimensions  of  king 
crab  gear,  the  size  and  sex  of  king  crabs 
that  may  be  harvested,  the  open  season 
for  harvesting  king  crabs,  and  provide  for 
annual  catch  quotas. 

The  total  U.S.  king  crab  harvest  de¬ 
creased  from  159  million  pounds  in  1966, 
to  58  million  pounds  in  1969.  In  1970,  as 
part  of  its  management  program,  Alaska 
established  certain  area  quotas  on  the 
allowable  harvest  of  king  crab.  While 
recognizing  that  such  regulatory  meas¬ 
ures  would  serve  to  protect  the  king  crab 
stocks  in  certain  areas  where  landings 
and  catch  per  unit  of  effort  were  de¬ 
creasing,  these  regulatory  measures  also 
encouraged  a  wider  distribution  of  fish¬ 
ing  effort  to  king  crab  stocks  available 
in  expanded  areas.  During  the  1966  to 
1970  period,  the  U.S.  king  crab  fishing 
fleet  operating  in  areas  of  the  Aleutian 
Islands  and  the  Bering  Sea  was  trans¬ 
formed  by  replacement  of  many  of  the 
older  wooden  vessels  with  new  and  larger 
steel  vessels  specifically  designed  for  the 
Alaska  crab  fishery.  These  new  vessels 
have  the  capability  of  operating  in  all 
Alaska  king  crab  areas  and  the  mobility 
to  operate  in  the  Bering  Sea  area  during 
seasons  when  several  other  king  crab 
fishing  areas  are  closed.  Since  total  fish¬ 
ing  effort  by  this  fleet  in  the'Bering  Sea 
has  progressively  increased,  Alaska  now 
regulates  the  harvests  and  the  open  sea¬ 
son  for  U.S.  king  crab  vessels  fishing  in 
the  Bering  Sea  area  as  well  as  other 
regulatory  areas. 

Under  Alaska’s  management  program, 
the  U.S.  harvest  of  king  crabs  has  in¬ 
creased  from  58  million  poimds  in  1969 
to  76  million  poimds  in  1973.  ITie  mean 
size  of  king  crabs  and  the  catch  per  unit 
of  effort  have  also  Increased  in  some 
areas,  but  evidence  from  other  areas  in¬ 
dicate  declines  in  total  catch,  declines 
in  the  mean  weight  of  king  crabs  har¬ 
vested,  and  declines,  in  the  catch  per  unit 
of  effort.  ’There  also  remain  uncertain¬ 
ties  regarding  variability  in  size  and  age 
class  recruitment  of  king  crabs. 

From  the  standpoint  of  adequate  eco¬ 
nomic  return  to  fishermen  and  adequate 
ability  to  harvest  the  resource,  there  is  a 
concern  that  excessive  numbers  of  ves¬ 
sels  and  gear  exist  in  the  king  crab  fish¬ 
ery  which  detrimentcdly  affect  the  ability 
to  manage  it. 

The  Alaska  Commercial  Fisheries  En¬ 
try  Commission  has  authority  to  limit, 
or  reduce,  the  number  of  entry  permit-  to 
a  level  which  will  be  manageable  and  will 
provide  a  reasonable  average  rate  of  re¬ 
turn  to  labor  and  capital.  This  will  pre¬ 
vent  further  increases  in  the  amount  of 
king  crab  gear  while  the  Commission 
further  studies  this  fishery  to  determine 
the  appropriate  number  of  entry  permits 
that  will  enable  the  Commission  to 
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achieve  its  conservation  and  manage¬ 
ment  goals.  Alaska  plans  that  if  reduc- 
ti<m  of  entry  permits  Is  required  to 
achieve  its  goals,  this  reduction  will  be 
achieved  through  a  volvmtary  buy-back 
program. 

In  view  of  the  above-mentioned  situa¬ 
tions  and  conditions,  and  imtil  the 
Alaska  Commercial  Fisheries  Entry  Com¬ 
mission  completes  its  investigation  of  the 
fishery  for  king  crab  in  Alaska,  it  appears 
to  be  inconsistent  with  the  needs  and 
objectives  of  management  to  use  the 
financial  assistance  programs  to  add  ves¬ 
sels  or  gear  to  this  fishery.  Consequently, 
the  Director  is  considering  that  the  “fish¬ 
ery  for  king  crab  in  Alaska”  should  be  a 
Conditional  Fishery  in  accordance  with 
Part  251  of  this  chapter. 

It  is  proposed  to  amend  Part  251  of 
this  chapter.  Subpart  B — Conditional 
Fisheries,  to  add  a  new  §  251.24  as  fol¬ 
lows: 

§  251.24  Fishery  for  king  crab  in  Alaska. 

[FR  Doc.76-9287  FUed  4-9-75:8:46  am] 

DEPARTMENT  OF 
TRANSPORTATION 
Federal  Aviation  Administration 
[  14  CFR  Part  71  ] 

[Airspace  Docket  No.  75-80-29] 
AIRWAY  SEGMENTS 
Proposed  Revocation  of  Alternate 

The  Federal  Aviation  Administration 
(FAA)  is  considering  an  amendment  to 
Part  71  of  the  Federal  Avdation  Regula¬ 
tions  that  would  delete  V-16S  from 
Nashvdlle,  Tenn.,  to  Hinch  Moimtain, 
Tenn.,  and  delete  V-54S  from  Huntsville, 
Ala.,  to  Chattanooga,  Tenn. 

Interested  persons  may  participate  in 
the  proposed  rule  making  by  submitting 
such  written  data,  views  or  arguments  as 
they  may  desire.  Communications  should 
identify  the  airspace  docket  number  and 
be  submitted  in  triplicate  to  the  Director, 
Southern  Region,  Attenticm:  Chief,  Air 
Traffic  Division.  Federal  Avdation  Ad¬ 
ministration,  P.O.  Box  20636,  Atlanta, 
Oa.  30320.  All  oommunlcatlcms  received 
on  or  before  May  12.  1975,  will  be  con¬ 
sidered  before  action  is  taken  on  the  pro¬ 
posed  amendment.  The  proposal  con¬ 
tained  in  this  notice  may  be  changed  in 
the  light  of  comments  received. 

An  official  docket  will  be  available  for 
examination  by  interested  perscms  at  the 
Federal  Aviation  Administration,  Office 
of  the  Chief  Ooimsel,  Attention:  Rules 
Docket,  800  Independence  Avenue,  SW, 
Washington,  D.C.  20591.  An  informal 
docket  also  will  be  available  for  exam¬ 
ination  at  the  office  of  the  Regional  Air 
Traffic  Division  Chief. 

The  proposed  amendment  would  delete 
two  alternate  airway  segments.  The  peak 
day  count  for  1973  and  1974  shows  that 
less  than  an  average  of  two  aircraft  per 
day  use  these  routes.  Since  they  are  no 
longer  required  for  air  traffic  control, 
their  continued  designation  as  airways 
can  no  longer  be  justified. 

This  amendment  is  proposed  under  the 
authority  of  sec.  307(a)  of  the  Federal 


Aviation  Act  of  1958  (49  U.S.C.  1348(a) ) 
and  sec.  6(c)  of  the  Department  of 
Transportation  Act  (49  U.S.C.  1655(c)). 

Issued  in  Washington,  D.C.,  on  April  4, 
1975. 

F.  L.  Cunningham, 

Acting  Chief,  Airspace  and 
Air  Traffic  Rules  Division. 
[PR  Doc.76-9340  PUed  4-9-76;8:45  am] 


[  14  CFR  Part  71  ] 

(Airspace  Docket  No.  76-WA-5] 

VOR  FEDERAL  AIRWAY 
Proposed  AHeration 

The  Federal  Aviation  Administration 
(FAA)  is  considering  an  amendment  to 
Part  71  of  the  Federal  Aviation  Regula¬ 
tions  that  would  realign  V-515  between 
Gulkana,  Alaska,  and  Big  Delta,  Alaska. 

Interested  piersons  may  participate  in 
the  proposed  rule  making  by  submitting 
such  written  data,  views  or  argmnents 
as  they  may  desire.  CTommimications 
should  Identify  the  airspace  docket 
number  and  be  submitted  in  triplicate  to 
the  Director,  Alaskan  Region,  Attention: 
Chief,  Air  Traffic  Division,  F^eral  Avia¬ 
tion  Administration,  632  Sixth  Avenue, 
Anchorage,  Alaska  99501.  All  communi¬ 
cations  received  on  or  before  May  12, 
1975,  will  be  considered  before  action  is 
taken  on  the  proposed  amendment.  The 
proposal  contained  in  this  notice  may 
be  changed  in  the  light  of  comments 
received. 

An  official  docket  will  be  available  for 
examination  by  interested  persons  at  the 
Federal  Aviation  Administration,  Office 
of  the  Chief  Counsel,  Attention:  Rules 
Docket,  800  Independence  Avenue,  SW, 
Washington,  D.C.  20591.  An  informal 
docket  will  also  be  available  for  examina¬ 
tion  at  the  office  of  the  Regional  Air 
Traffic  Division  CTiief . 

The  proposed  amendment  would  re¬ 
designate  V-515  from  Gulkana  via  the 
INT  of  Gulkana  011*  and  Big  Delta  139* 
radials  to  Big  Delta. 

This  change  is  proposed  because  of 
Inadequate  navigational  signal  on  the 
present  route. 

This  amendment  is  proposed  under  the 
authority  of  sec.  307(a)  of  the  Federal 
Aviation  Act  of  1958  (49  U.S.C.  1348(a)) 
and  sec.  6(c)  of  the  Department  of 
Transportation  Act  (49  U.S.C.  1655(c)). 

Issued  In  Washington,  D.C.,  on 
April  4,  1975. 

F.  L.  Cunningham, 

Acting  Chief.  Airspace  and 
Air  Traffic  Rules  Division. 

[FR  Doc.76-9341  Filed  4-9-76;8:46  am] 


Federal  Railroad  Administration 
[29  CFR  Part  1910] 

[Docket  No.  ROS-1,  Notice  2] 

RAILROAD  OCCUPATIONAL  SAFETY 
STANDARDS 

Extension  of  Comment  Period 
Notice  Is  hereby  given  that,  at  the 
request  of  the  Railway  Labor  Executive 


Association  and  the  Congress  of  Rail¬ 
way  Unions,  the  Federal  Railroad  Ad¬ 
ministration  (FUA)  has  extended  to 
May  30,  1975,  the  period  for  filing  writ¬ 
ten  comments  on  the  advance  notice  of 
proposed  rulemaking  published  on 
March  7,  1975  (40  FR  10693) ,  requesting 
public  advice  on  the  priorities  for  and 
content  of  Railroad  Occupational  Safety 
and  Health  Standards. 

Issued  in  Washington,  D.C.  on  April  7, 
1975. 

Donald  W.  Bennett, 

Chief  Counsel, 

Federal  Railroad  Administration. 

(FR  Doc.75-9332  FUed  4-9-75;8:45  am] 


National  Highway  Traffic  Safety 
Administration 

[  49  CFR  Part  571  ] 

[Docket  No.  74-14;  Notice  3] 
OCCUPANT  CRASH  PROTECTION 
Proposed  Safety  Requirements 

This  notice  proposes  an  amendment 
of  Standard  No.  208,  Occupant  crash 
protection,  49  CFR  571.208,  that  would 
continue  until  August  31,  1976,  the  pres¬ 
ent  three  options  available  for  occupant 
crash  protection  in  passenger  cars.  This 
amendment  would  replace  the  existing 
requirement  for  protection  by  means  that 
require  no  action  by  vehicle  occupants. 

The  requirements  of  Standard  No.  208 
for  passenger  cars  have  been  imposed  in 
sequential  phases,  with  the  current  phase 
that  offers  three  crash  protection  op¬ 
tions  ending  August  14,  1975,  to  be  re¬ 
placed  by  a  requirement  for  crash  pro¬ 
tection  that  is  “passive”,  i.e.,  requires  no 
action  by  vehicle  occupants  such  as  fas¬ 
tening  a  seatbelt.  On  December  5,  1972, 
the  U.S.  Court  of  Appeals  for  the  Sixth 
Circuit  in  Chrysler  v.  DOT.  472  F.2d  659 
(6th  Clr.  1972) ,  upheld  the  basic  validity 
of  Standard  No.  208,  but  required  the 
agency  to  issue  more  specific  dummy 
specifications,  and  suspended  the  manda¬ 
tory  passive  requirements  that  were  to 
come  into  effect  on  August  15,  1975. 

New  dummy  specifications  were  pub¬ 
lished  on  August  1,  1973  (38  FR  20449) 
as  Part  572  of  Title  49,  Code  of  Federal 
Regulations.  The  NHTSA  has  also  pro¬ 
posed  a  delay  of  the  effective  date  for 
“psissive”  restraints,  as  ordered  by  the 
court  in  the  Chrysler  case,  and  an  ex¬ 
tension  of  the  current  3 -option  phase 
for  the  period  of  delay  from  August  14, 
1975,  to  August  31,  1976  (39  FR  10271, 
March  19, 1974) . 

The  proposed  extension  of  the  three 
options  called  for  an  Ignition  Interlock 
system  and  "continuous  buzzer,”  which 
have  since  been  deleted  from  the  cur¬ 
rent  requirements  (39  FR  38380,  October 
31,  1974;  39  FR  42692,  December  6,  1974; 
40  FR  6218,  February  10,  1975)  in  ac¬ 
cordance  with  the  provisions  of  the  Mo¬ 
tor  Vehicle  and  Schoolbus  Safety 
Amendments  of  1974  (15  U.S.C.  §  1410 
(b)). 

A  decision  has  not  yet  been  made  on 
the  long-term  requirements  for  occu¬ 
pant  crash  protection,  and  manufactur¬ 
ers  must  be  Informed  of  the  requirements 
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for  the  interim  period.  The  NHTSA  finds 
it  desirable,  therefore,  to  propose  the 
extension  of  the  present  requirements  of 
Standard  No.  208  for  the  period  Auerust 
14.  1975.  to  August  31.  1976.  Hie  re¬ 
quirements  for  this  period  would  be  iden¬ 
tical  to  the  three  options  in  effect  during 
the  current  phase  for  passenger  cars  on 
and  after  February  24,  1975. 

Because  of  the  short  time  remaining 
before  production  plans  are  made  final 
for  1976-model  passenger  cars,  a  com¬ 
ment  period  of  30  days  is  established. 

In  consideration  of  the  foregoing,  it 
is  proposed  that  Standard  No.  208  (49 
CFR  §  571.208)  be  amended  as  follows; 

§  571.208  [Amended] 

1.  The  title  and  first  sentence  of  S4.1.2 
)  would  be  amended  to  read; 

S4.1.2  Passenger  cars  manufactured 
from  September  1.  1973.  to  August  31, 
1976.  Passenger  cars  manufactured  from 
September  1.  1973,  to  August  31,  1976, 
inclusive,  shall  meet  the  requirements 
of  S4.1.2.1,  S4.1.2.2,  or  S4.1.2.3. 

2.  Section  S4.1.3  of  Standard  No.  208 
would  be  deleted. 

Interested  persons  are  invited  to  sub¬ 
mit  comments  on  the  proposal.  Com¬ 
ments  should  refer  to  the  docket  number 
and  be  submitted  to;  Docket  Section, 
National  Highway  TraflBc  Safety  Admin¬ 
istration,  Room  5108,  400  Seventh  Street. 
SW.  Washington,  D.C.  20590.  It  is  re- 
qiiested  but  not  required  that  10  copies 

submitted. 

All  comments  received  before  the  close 
of  business  on  the  comment  closing  date 
indicated  below  will  be  considered,  and 
will  be  available  for  examination  in  the 
docket  at  the  above  address  both  before 
and  after  that  date.  To  the  extent  pos¬ 
sible,  comments  filed  after  the  closing 
date  will  also  be  considered.  However, 
the  rulemaking  action  may  proceed  at 
any  time  after  that  date,  and  comments 
received  after  the  closing  date  and  too 
late  for  consideration  in  regard  to  the 
action  will  be  treated  as  suggestions  for 
future  rulemaking.  The  NHTSA  will 
continue  to  file  relevant  material  as  It 
becomes  available  in  the  docket  after 
the  closing  date,  and  it  is  recommended 
that  Interested  persons  continue  to  ex¬ 
amine  the  docket  for  new  material. 

Comment  closing  date:  May  12,  1975. 

Proposed  effective  date:  Date  of  pub¬ 
lication  of  the  final  rule  in  the  Federal 
Register. 

(Sec.  103,  119,  Pub.  L.  89-563,  80  Stat.  718 
(15  VS.C.  1392,  1407);  delegstloiiB  of  au¬ 
thority  at  49  CPR  1.51  and  49  CFR  501.8). 

Issued  on  April  3. 1975. 

Robert  L.  Carter, 
Associate  Administrator. 

Motor  Vehicle  Programs. 

[FR  Doc  .75-9285  FUed  4-7-75;  9: 49  am] 


ENVIRONMENTAL  PROTECTION 
AGENCY 

[40 CFR  Part  52] 

[FRIi  357-8) 

IDAHO 

Air  Quality  Implementation  Plan;  Proposed 
Revisions 

Section  110  of  the  Clean  Air  Act,  as 
amended,  and  the  implementing  regula¬ 
tions  of  40  CFR  Part  51,  require  each 
State  to  submit  a  plan  which  provides 
for  the  implementation,  maintenance 
and  enforcement  of  national  ambient  air 
quality  standards  throughout  the  State. 
On  May  31,  1972  (37  FR  10842),  the  Ad¬ 
ministrator  of  the  .Environmental  Pro¬ 
tection  Agency  (EPA)  approved,  with 
certain  exceptions,  the  State  of  Idaho 
Air  Quality  Implementation  Plan.  On 
January  10  and  January  24,  1975,  the 
Governor  of  the  State  of  Idaho  submitted 
for  the  Administrator’s  approval  pro¬ 
posed  revislOTis  to  the  State  Implemen¬ 
tation  Plan  (SIP).  These  revisions  were 
adopted  by  the  State  Board  of  Health 
and  Welfare  after  proper  notice  and  pub¬ 
lic  hearing,  in  accordance  with  40  CFR 
51.4  and  51.6. 

Hie  propKised  revisions  include 
changes  to  the  Rules  and  Regulations  for 
the  Control  of  Air  Pollution  in  Idaho, 
which  is  part  of  the  approved  SIP.  The 
changes  include; 

1.  An  amended  Regulation  C,  Ambient 
Air  Quality  Standards,  adopted  April  11, 
1974. 

2.  An  amended  Regulation  A,  General 
Provisions,  adopted  December  5, 1974. 

3.  A  revised  Regulation  S,  Control  of 
Sulfur  Oxide  Emissions,  adopted  Janu¬ 
ary  3,  1975. 

The  Administrator  is  today  proposing 
to  approve  regulation  C  and  proposing 
to  disapprove  regulation  S,  as  submitted 
on  January  10,  1975,  and  proposing  to 
approve  regulation  A,  as  submitted  on 
January  24,  1975. 

Regulation  C  has  been  amended  by 
the  State  to  maintain  consistency  with 
EPA’s  standards  for  sulfur  oxides,  as 
amended  on  September  14,  1973  (38  FR 
25678) .  The  requirements  for  the  annual 
secondary  and  maximum  24-hour  sec¬ 
ondary  concentrations  have  been  deleted 
from  the  Regulation.  There  is  no  change 
in  the  maximum  3 -hour  secondary 
standard,  which  is  the  same  as  the  fed¬ 
eral  standard,  1,300  micrograms  per 
cubic  meter  (0.5  pixn) . 

The  revisions  to  regulation  A  Include 
the  addition  of  several  definitions  to  sec¬ 
tion  2  and  a  revision  to  section  6,  Sched¬ 
uled  Maintenance,  which  requires  the 
reporting  of  any  exceeded  emission  lim¬ 
its  as  a  result  of  shutdown  of  any  air 
pollution  control  equipment  for  sched¬ 
uled  maintenance  while  the  related 
equipment  continues  to  operate.  The 


section  provides  that  permission  must  be 
obtained  from  the  State  Department  of 
Health  and  Welfare  prior  to  such  a  shut¬ 
down  and  permission  may  be  granted 
only  if  maximum  reasonable  effort  has 
been  made  to  complete  such  maintenance 
during  periods  of  non -operation  of  the 
related  equipment. 

The  Administrator  is  proposing  dis¬ 
approval  of  regulation  S,  Control  of  Sul¬ 
fur  Oxide  Emissions,  on  the  basis  that 
the  regulation  allows  the  Bunker  Hill 
Company  to  apply  for  permission  to  use 
a  Supplementary  Control  System  (SCS) 
without  the  application  of  reasonably 
available  control  technology.  EPA  has 
previously  established  a  policy  that  SCS 
may  only  be  allowed  as  a  control  measure 
after  the  application  of  permanent  con¬ 
trol  which  is  reasonably  available  to  the 
source.  Further,  the  provision  in  Sec¬ 
tion  rv  (17)  of  the  State  regulation, 
which  establishes  a  30-day  review  pe¬ 
riod  for  determining  the  source’s  liability 
for  the  annual  standard  violation,  ne¬ 
gates  the  basic  legal  premise  of  SCS,  i.e., 
that  the  source  is  an  isolated  source. 

On  October  7,  1974  (39  FR  36018), 
EPA  proposed  a  federal  regulation  for 
the  control  of  sulfur  oxides  in  the  Idaha 
portion  of  the  Eastern  Washington- 
Northern  Idaho  Interstate  Region.  On 
January  22,  1975,  EIPA  held  a  public 
hearing  to  receive  public  comment  on 
the  propMJsed  federal  regulation.  Infor¬ 
mation  received  as  a  result  of  this  hear¬ 
ing  will  be  considered  in  the  Adminis¬ 
trator’s  final  decision  on  the  approval 
or  disapproval  of  Regulation  S. 

With  the  revised  regulation  S,  the 
State  forwarded  to  EPA  additional  in¬ 
formation  to  be  included  in  chapter  IV. 
Control  Strategies,  and  appendix  F,  Dis¬ 
cussion  of  Control  Measures  of  Sulfur 
Dioxide  in  the  State  of  Idaho,  of  the  SIP. 
The  information  in  chapter  IV  discusses 
the  revised  control  strategy  for  sulfur 
dioxide  in  the  Idaho  portion  of  the  East¬ 
ern  Washington-Northern  Idaho  Inter¬ 
state  Air  Quality  Control  Region 
(AQCR) .  Further,  this  explains  in  nar¬ 
rative  form  the  backgroimd  of  the  two 
regulatory  approaches  the  State  is  taking 
in  regulation  S  to  meet  the  ambient  air 
quality  standards  in  the  Kellogg,  Idaho, 
area.  Appendix  F  provides  background 
data  for  the  “sliding  scale”  provisions 
provided  in  section  rv  (16)  of  regula¬ 
tion  S  and  for  Interim  24-hour  primary 
ambient  SOi  standards  set  by  the  State 
for  the  affected  source  to  meet  before 
July  31, 1977. 

Copies  of  the  proposed  revisions  to  the 
Idaho  Implementation  Plan  are  available 
for  public  inspection  at  the  following 
addresses: 
state  of  Idaho 

Department  of  Health  and  Welfare 

Statehouae 

Boise,  Idaho  83720 
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Environmental  Protection  Agency 
1300  Sixth  Avenue 
Seattle,  Washington  98101 
Freedom  of  Information  Center 
Environmental  Protection  Agency 
401  M  Street  SW. 

Washington,  D.C.  20460 

All  Interested  persons  are  encouraged 
to  submit  written  comments  on  whether 
the  proposed  revisions  to  the  Idaho  Im-. 
plementatlon  Plan  should  be  approved 
or  disapproved  as  required  by  Section  110 
of  the  Clean  Air  Act,  as  amended.  Com¬ 
ments  received  on  or  before  May  12, 
1975,  will  be  considered.  Public  com¬ 
ments  received  on  the  proposed  revisions 
will  be  available  for  public  inspection  at 
the  EPA  Regional  OfBce  and  EPA  Head¬ 
quarters  at  the  addresses  noted  above. 
Comments  should  be  directed  to  the  Re¬ 
gional  Administrator,  Environmental 
Protection  Agency,  1200  Sixth  Avenue, 
Seattle,  Washington  98101  Attention  Ms. 
K.  Hlgley  M/S  629. 

This  notice  of  proposed  rulemaking  Is 
Issued  under  the  authority  of  section 
110(a)  of  the  Clean  Air  Act,  as  amended 
(42  U.S.C.  1857c-5(a)). 

Date:  March  31, 1975. 

C.  V.  Smith,  Jr., 
Regional  Administrator. 

It  is  proposed  to  amend  Part  52  of 
Chapter  I,  Title  40  of  the  Code  of  Fed¬ 
eral  Regulations  as  follows: 

Subpart  N — Idaho 

1.  In  i  52.670,  paragraph  (c)<2)  is  re¬ 
vised  to  read  as  f(^ows: 

§  52.670  Identification  of  plan. 

•  •  •  #  • 

(c)  Supplemental  Information  was 
submitted  tm: 

•  •  •  •  • 

(2)  March  2,  May  5  and  June  9,  1972, 
February  15,  July  23  and  October  16, 
1973;  July  1,  1974  (Indirect  Source  Reg- 
ulatlmi  and  compliance  schedules),  and 
January  10  (chapter  IV  and  appendix  F 
of  the  Implementation  Plan,  relations 
C  and  S  of  the  Rules  and  Regulations 
for  the  Control  of  Air  Pollution  in  Idaho) 
and  January  24, 1975  (regulation  A  of  the 
Rules  and  Regulations  for  the  Control  of 
Air  Pollution  in  Idaho) . 

2.  In  5  52.676,  paragraph  (a)  is  revised 
as  follows: 

§  52.676  Control  strategy:  Sulfur  ox* 
idee-—  Eastern  Washington-Northern 
Idaho  Interstate  Reg^ion. 

(a)(1)  The  requirements  of  S  51.13  of 
this  chapter  are  not  met  In  the  Idaho  por¬ 
tion  of  the  Eastern  Washington-North¬ 
ern  Idaho  Interstate  Regltm  since  the 
plan  does  not  provide  for  the  necessary 
emission  reductions  for  the  attainment 
and  maintenance  of  the  primary  stand¬ 
ards  for  sulfur  oxides. 

(11)  Regulation  S  of  the  Rules  and 
Regulations  for  the  Control  of  Air  Pollu¬ 
tion  in  Idaho,  which  is  part  ot  the  SOi 
control  strate^,  is  disapproved  since  it 
is  inconsistent  with  the  purposes  and 
provisions  of  section  110  of  the  Clean 
Air  Act. 

•  •  •  •  # 
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FEDERAL  DEPOSIT  INSURANCE 
CORPORATION 
[12CFRPart329] 

INTEREST  ON  DEPOSITS 

Preauthoiized  Payments  or  Transfers  From 
Savings  Deposits 

1.  Notice  is  hereby  given  that  the 
Board  of  Directors  of  the  Federal  De¬ 
posit  Insurance  Corporation  (the  “Cor¬ 
poration”)  ,  under  the  authority  in  section 
9,  64  Stat.  881,  12  U.S.C.  1819  and  section 
18,  64  Stat.  891,  12  U.S.C.  1828,  is  con¬ 
sidering  an  amendment  to  §  329.5(c)  of 
its  regulations  (12  CFR  329.5(c)).  The 
amendment  would  permit  an  insured 
nonmember  bank  to  make  periodic  pay¬ 
ments  or  transfers  of  credit  from  a  cus¬ 
tomer’s  savings  accoimt  to  facilitate  pay¬ 
ment  to  third  parties,  regardless  of  the 
nature  of  the  customer’s  obligation. 

The  Corporation’s  current  regulations 
prohibit  an  Insured  nonmember  bank 
from  entering  into  an  agreement  with 
the  holder  of  a  savings  account  whereby 
the  bank  will  periodically  withdraw 
funds  from  the  account,  pursuant  to  his 
written  instructions,  for  the  purpose  of 
making  payment  to  his  creditors  or  other 
third  parties  (12  CFR  329.5(c)  (2)  ).  The 
prohibition  applies  to  withdrawals 
through  payment  to  the  bank  Itself  as 
well  as  through  transfers  of  credit  to  a 
demand  or  other  account  of  the  same 
depositor.  TThere  is  an  exception  for  the 
periodic  payment  of  principal.  Interest 
and  other  charges  on  a  real  estate  loan 
or  mortgage.  This  is  the  only  exception 
at  present. 

The  Corporation  has  received  a  num¬ 
ber  of  requests  to  expand  this  payment  or 
transfer  authority.  After  considering 
the  relative  merits  of  these  proposals,  the 
Board  of  Directors  has  concluded  that 
such  an  expansion  might  well  be  in  the 
public  interest.  It  would  permit  bank 
customers  to  make  better  use  of  their 
savings  in  order  to  meet  recurring  obli¬ 
gations  such  as  insurance  premiums,  util¬ 
ity  bills  and  payments  for  automobile 
and  other  consumer  loans. 

’The  proposed  amendment  would  per¬ 
mit  arrangements  whereby  a  depositor 
could  give  his  bank  written  authorization 
to  make  periodic  withdrawals  from  his 
savings  accoimt  for  the  purpose  of  pay¬ 
ing  all  or  a  portion  of  his  debts  to  vari¬ 
ous  third  parties.  Payment  would  then 
be  made  either  by  a  simple  transfer  of 
credit  to  another  account  in  the  bank 
or  by  having  the  bank  draw  a  check  on 
Itself  payable  to  the  third  party.  This 
would  allow  payment  to  third  parties  who 
do  not  maintain  an  account  with  the 
depositor’s  bank. 

The  proposed  amendment  would  not 
permit  the  depositor  to  give  his  bank  (or 
anyone  else)  a  negotiable  or  transferable 
authorization  which  could  Itself  be  used 
as  a  means  of  making  payment  to  a 
third  party.  In  addition,  the  depositor 
would  still  be  barred  from  authorizing 
payments  or  transfers  of  credit  for  the 
purpose  of  covering  checks  or  drafts 
drawn  by  the  depositor  on  the  bank. 

2.  The  proposed  amendment  to  S  329.- 
5(c)  would  read  as  follows: 


§  329.5  Witlidrawal  of  i»g»  depo»iU. 

•  •  •  •  • 

(c)  Manner  of  payment  of  savings 
deposits.  (1)  Subject  to  the  provisions  of 
paragraphs  (c)  (2)  and  (4)  of  this 
section,  an  Insured  nonmember  bank 
may  permit  withdrawals  to  be  made 
from  a  savings  deposit  only  through  pay¬ 
ment  “  to  the  depositor  himself  (but  not 
to  any  other  person  whether  or  not  act¬ 
ing  for  the  depositor) ,  except: 

•  •  •  •  • 

(vi)  Pasment  or  transfers  of  credit 
made  pursuant  to  a  nonnegotlable,  non- 
transferable  written  order  or  author¬ 
ization.  signed  by  the  depositor,  direct¬ 
ing  the  bank  to  make  such  payments 
or  transfers  of  credit  to  third  parties, 
periodically  or  otherwise.  Any  such  or¬ 
der  or  authorization  shall  include  a  clear 
and  conspicuous  statement  to  the  effect 
that  it  is  neither  negotiable  nor  trans¬ 
ferable. 

(2)  Notwithstanding  the  provisions  of 
paragraph  (c)(1)  of  this  section,  no 
withdrawal  shall  be  permitted  by  an 
insured  ndnmember  bank  to  be  made 
from  a  savings  deposit,  through  pa3rment 
to  the  bank  Itself  or  through  transfer 
of  credit  to  a  demand  or  other  deposit 
accoimt  of  the  same  depositor  (other 
than  of  interest  on  the  savings  deposit) 
if  such  payment  or  transfer  is  made  pur¬ 
suant  to  any  advertised  plan  or  any 
agreement,  written  or  oral,  which  au¬ 
thorizes  such  payments  or  hnnsfers  of 
credit  to  be  made  as  a  normal  practice 
in  order  to  cover  chedka  or  drafts  drawn 
by  the  depositor  upon  the  bank. 

•  •  •  •  • 

3.  This  notice  is  published  pursuant 
to  section  553  (b)  of  ’Title  5,  UnlW  States 
Code,  aiid  IS  302.1  and  302.2  of  the  rules 
and  regulations  of  the  Federal  Deposit 
Insurance  Corporation. 

4.  Interested  persons  are  Invited  to 
submit  written  data,  views  or  arguments 
regarding  the  proposed  amendment  to 
the  OfBce  of  the  Executive  Secretary. 
Federal  Deposit  Insurance  Corporation, 
Washington,  D.C.  20429  no  later  than 
May  30, 1^5. 

By  order  of  the  Board  of  Directors, 
April  4. 1975. 

Fedebal  Deposit  Insurance 
Corporation, 

[seal]  Alan  R.  Miller, 

Executive  Secretary. 

|FR  Dcc.75-9416  FUed  4-e-75;8:45  am] 


[12  CFR  Part  329] 

INTEREST  ON  DEPOSITS 

Notice  of  Proposed  Change  in  Application 
of  Penalty  Provisions  to  Withdrawal  of 
Time  Deposits  Before  Maturity 

1.  Notice  is  hereby  given  that  the 
Board  of  Directors  of  the  Federal  De¬ 
posit  Insurance  Corporation  (the  “Cor¬ 
poration”).  under  the  authority  con¬ 
tained  in  secUon  9.  64  Stat.  881, 12  U.S.C. 


“Payment  from  a  savings  deposit  or  pres¬ 
entation  of  a  passbook  may  be  made  over 
the  counter,  through  the  malls,  or  otherwise. 
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1819  and  section  18.  64  8tat.  891,  12 
U.S.C.  1828,  and  after  consultation  with 
the  Board  of  Governors  of  the  Federal 
Reserve  System  and  the  Federal  Home 
Loan  Bank  Board,  is  considering  an 
amendment  to  §  329.4(d)  of  its  regula¬ 
tions  governing  interest  on  dep>osits  (12 
CFR  329.4(d)).  The  proposed  amend¬ 
ment  would  iiermit  insur^  nonmember 
banks  to  pay  time  deposits  before  ma¬ 
turity,  without  imposing  a  penalty,  in 
cases  where  the  depositor  has  died. 

Section  18(g)  of  the  Federal  Der>osit 
Insurance  Act  (12  U.S.C.  1828(g))  pro¬ 
vides  that  no  insured  nonmember  bank 
shall  pay  any  time  deixisit  before  its 
maturity  except  in  accordance  with  such 
regulations  as  the  Corporation’s  Board 
of  Directors  may  prescribe.  The  current 
regulations  require  that  an  insured  non¬ 
member  bank  impose  a  substantial  in¬ 
terest  penalty  when  it  pays  a  time  de¬ 
posit  prior  to  maturity.  Insured  non¬ 
member  banks  are  required  to  imp>ose 
such  penalties  in  order  to  preserve  the 
distinctimi  between  demand  and  time 
deposits  and  to  prevent  time  deposit  ac¬ 
counts  from  being  utilized  as  essentially 
demand  deposit  or  transaction  accounts. 
However,  since  the  amendment  would 
apply  only  in  those  cases  where  the  de¬ 
positor  has  died,  it  is  considered  unlikely 
that  the  amendment  would  interfere 
with  this  purpose  to  any  significant  ex¬ 
tent. 

The  proposed  *  amendmoit  provides 
that  the  depositor  must  have  been  the 
sole  legal  and  beneficial  owner  of  the  de¬ 
posit  at  the  time  of  hls/h^  death.  Thus, 
for  example,  the  death  of  a  trustee  act¬ 
ing  in  that  capacity  as  the  depositor  of 
uninvested  trust  fimds,  and  holding  legal 
title  to  those  fimds,  would  not  fall  within 
the  proposed  amendment  as  to  either  the 
beneficiaries  of  the  trust  or  successor 
trustees.  Similarly,  the  amendment 
would  not  fqiply  where  beneficial  owner¬ 
ship  is  divided  between  the  settlor  and 
ben^ciarles  (e.p.,  an  irrevocable  express 
trust  with  a  life  estate  in  the  settlor  and 
vested  remainder  in  the  beneficiaries). 
However,  the  amendment  would  ap^ly  if 
the  trustee  is  also  the  settlor  of  a  revoca¬ 
ble  trust,  “Totten”  or  tentative  trust, 
payable-on-death  or  similar  acpount,  and 
as  such  retains  sole  legal  and  beneficial 
ownership  of  the  funds  at  the  time  of 
his/her  death. 

The  amendment  as  proposed  would  not 
aM>ly  to  Jointly  owned  deposits  where 
there  is  a  surviving  depositor  or  deposi- 
t(xs  who  were  pcuties  to  the  deposit  con¬ 
tract  and  presumably  had  knowledge  of 
the  applicable  penalties. 

2.  It  Is  proposed  that  paragraph  (d)  of 
I  329.4  be  amended  by  adding  a  new  sen- 
Umce  at  the  end  thereof  as  follows: 

§  329.4  Payment  of  time  deposits  before 

maturitye 

•  •  #  •  » 

(d)  Penaitp  on  payment  of  time  de¬ 
posits  before  maturity.  •  •  •  Provided, 
that  the  penalty  prescribed  by  this  para- 
grai^  (d)  shall  not  apidy  to  the  with¬ 
drawal  of  an  or  any  portion  of  a  time 
deposit  before  the  matumy  thereof  tipon 


the  death  of  an  individual  depositor  who, 
at  the  time  of  his  death,  is  the  sole  legal 
and  beneficial  owner  of  such  deposit. 

3.  This  notice  is  published  pursuant  to 
sectitm  553(b)  of  Title  5.  United  States 
Code,  and  §§  302.1  and  302.2  of  the  rules 
and  regulations  of  the  Federal  Deposit 
Insurance  Corporation. 

4.  Interested  persons  are  invited  to 
submit  written  data,  views  or  arguments 
regarding  the  proposed  amendmmt  to 
the  Oflace  of  the  Executive  Secretary, 
Federal  Deposit  Insurance  Corporation, 
Washington.  D.C.  20429  no  later  than 
May  16.  1975. 

By  order  of  the  Board  of  Directors, 
April  4,  1975. 

Federal  Deposit  Insurance 
Corporation, 

[seal]  Alan  R.  Miller, 

Executive  Secretary. 

[PR  Doc.75-9417  Piled  4-»-76;8:46  am) 


FEDERAL  POWER  COMMISSION 

[  18  CFR  Part  2  ] 

[Docket  No.  RM75-25] 

POLICY  WITH  RESPECT  TO  CERTIFICA¬ 
TION  OF  PIPELINE  TRANSPORTATION 
AGREEMENTS 

Proposed  Rulemaking  To  Adopt  Policy 
Statement  With  Request  for  Comments 

April  4,  1975. 

This  notice  submits  for  public  com¬ 
ment  a  proposed  statement  of  policy  with 
respect  to  the  transportation  by  juris¬ 
dictional  pipeUnes  of  natural  gas  sold  by 
certain  producers^  from  the  on-shore 
and  the  off-shore  non-federal  dcmiain 
directly  (1)  to  non-resale  Industrial  cus¬ 
tomers  for  priority  2  uses  or  for  those 
priority  3  uses  that  would  otherwise  have 
been  in  priority  2  had  the  gas  been  pur¬ 
chased  on  a  firm  basis;  or  (2)  to  local 
distributors  for  resale  to  Industrial  or 
commercial  customers  for  the  same  pri¬ 
ority  2  or  3  uses  or  to  priority  1  custom¬ 
ers.*  The  Commission  proposes  to  im¬ 
plement  such  policy  in  all  matters  arising 
under  the  Natural  Gas  Act.  When  ap¬ 
plied  in  specific  cases,  opportunity  would 
be  afforded  Interested  parties  to  chal¬ 
lenge  or  support  this  policy  through  fac¬ 
tual  or  legal  presentation  as  may  be 
appropriate  in  the  circumstances 
presented. 


^  As  set  forth  hereinafter,  the  proposed 
policy  would  not  cq>ply  to  sales  by  a  producer 
which  is  an  affiliate  of  a  jurisdictional  pipe¬ 
line,  nor  to  sales  by  a  producing  division  of 
a  jurisdictional  pipeline. 

*  As  set  forth  In  |  2.78  of  the  Commission’s 
Statement  of  Policy,  18  CFR  2.78,  priority  1 
uses  Include:  Residential,  smaU  commercial 
(less  than  50  Mcf  on  a  peak  day) . 

Priority  2  uses  Include:  Large  commercial 
requirements  (50  Mcf  or  more  on  a  peak  day) , 
firm  indusrt^al  requirements  for  plant  pro¬ 
tection.  feedstock  and  process  needs,  and 
pipeline  customer  stm-age  injection  require¬ 
ments. 

Priority  S  uses  include:  All  Industrial  re¬ 
quirements  Dot  specified  In  paragraph  (a) 
(2).  (4),  (5).  (8),  (7).  (8),  or  (9)  of  18 
CFR  2.78. 


The  Commission  recognizes  that  such 
cases  as  F.P.C.  v.  -Transcontinental  Gas 
Pipe  Line  Corporation,  265  U.S.  1  (1961), 
and  Arizona  Public  Service  Company  v. 

P.P.C . U.S.  App.  D.C _ _  483  F.2d 

1275  (1973) ,  might  be  read  to  imply  that 
the  Commission  is  predisposed  as  a  mat¬ 
ter  of  policy  to  look  with  disfavor  upon 
applications  for  certificates  of  public  con¬ 
venience  and  necessity  filed  by  jurlsdic- 
'tional  pipelines  for  authority  to  trans¬ 
port  gas  sold  by  producers  directly  (1) 
to  high  priority  (industrial  or  commer¬ 
cial)  customers,  or  (2)  to  local  distribu¬ 
tors  for  resale  to  high  priority  customers. 
'The  Commission  would  therefore  make 
its  views  clear  in  the  proposed  policy 
statement  so  that  those  high  priority 
customers,  or  those  local  distributors 
serving  high  priority  customers,  who 
would  otherwise  have  been  discouraged 
from  making  such  direct  purchases  will 
now  be  encovunged  to  explore  the  possi¬ 
bilities  of  entering  into  sales  contracts 
with  producers  and  of  arranging  for 
transportation  of  the  gas  by  pipelines 
subject  to  our  Jmlsdictlon. 

Discussion 

Section  2.78  of  our  Statement  of  Policy. 
18  CFR  2.78,  contains  our  statement  of 
policy  on  priorities-of-deliveries  by  ju¬ 
risdictional  pipeline  companies  during 
periods  of  curtailment.  The  highest  pri¬ 
ority  is  reserved  for  residential  and  small 
commercial  users.  The  secbnd  highest 
priority  is  reserved  for  large  CMnmerclal 
and  firm  industrial  customers  who  use 
gas  for  plant  protection,  feedstock  and 
process  needs.  Similarly,  those  priority 
3  industrial  customers  purchasing  under 
interruptible  contracts  that  would  other¬ 
wise  have  been  in  priority  2  had  the  gas 
been  purchased  on  a  firm  basis  also  rep¬ 
resent  high  priority  industrial  uses.  For 
these  customers  supplies  of  natural  gas 
are  essential  for  human  needs  or  for  con¬ 
tinued  operation  of  their  businesses. 
These  observations  are  confirmed  by  the 
fact  that  numerous  pipelines  have  filed 
end-use  curtailment  plans  which  accord 
high  priority  status  to  such  uses. 

It  now  appears,  however,  that  natural 
gas  supply  deficiencies  for  pipelines  sub¬ 
ject  to  our  jurisdiction  have  increased 
to  the  point  where  some  of  these  high 
priority  end  uses  may  be,  or  already  are, 
subject  to  curtailments.  A  report  l^ued 
by  our  Bureau  of  Natural  Gas  on  No¬ 
vember  15,  1974,*  projected  that  natural 
gas  supply  deficiencies  for  major  inter¬ 
state  natural  gas  pipeline  companies  will 
be  107  percent  greater  during  the  cur¬ 
rent  (l.e.  1974-75)  winter  than  they  were 
during  the  last  (l.e.  1973-74)  winter.  Re¬ 
garding  firm  curtailments,  the  antici¬ 
pated  supply  deficiencies  for  September 
1974  through  August  1975  exceed  the  ac¬ 
tual  curtailments  for  the  preceding  year 


*FPC  News  Release  No.  20849.  This  report 
was  prepared  on  the  basis  of  responses  filed 
by  44  pipelines  pursuant  to  Form  No.  16, 
Report  of  Oas  Supply  Requirements.  The  re¬ 
port  provides  requirements  and  (rnTtaiLnent 
data  for  the  period  September  1978,  through 
Augtist  1974,  together  with  projections  for 
the  year  ending  August  1970. 
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by  996^34,000  Mcf,  or  73.15  percent,  with 
19  pipdlnes  reporting  actual  firm  cmtall- 
mentfi.*  With  respect  to  curtailment  of 
Interruptible  sales,  the  anticipated  sup¬ 
ply  deficiencies  for  September  1974 
through  August  1975  will  result  In  antic¬ 
ipated  curtailment  of  over  58  percent  of 
Interruptible  loads.  It  thus  appears  that 
curtailments  are  continuing  to  deepen 
and  spread  among  more  and  more  seg¬ 
ments  of  our  society.  This  conclusion  Is 
supported  by  the  fact  that  there  has 
been  a  marked  Increase  In  the  number 
of  petitions  filed  with  us  for  extraor¬ 
dinary  relief  from  pipeline  curtailment 
plans.  Several  specific  examples  will  Il¬ 
lustrate  the  variety  of  commercial  and 
Industrial  products  and  processes  that 
have  been  affected: 

Ammonia  used  In  the  productioa  of  fer- 
tUlzer  or  animal  feed  additives — ^Northwest 
Pipeline  Corporation  (Behold  Chemicals, 
Inc.),  Docket  No.  BP78-31-1;  United  Gas 
Pipeline  Company.  Docket  No,  RP74-37-11; 
Texas  Eastern  Transmission  Corp.  (North 
Alabama  Gas  District) ,  Docket  No.  RP74-ae- 
8;  Alabama-Tecneeaee  Natural  Gas  Company 
(T.VA.),  Docket  No.  BP76-44-8;  Florida  Gas 
Transmission  Company  Oorden.  Inc.  and 
Oardlnler,  Inc.).  Docket  Noe.  BP74-80-3  and 
RP74-60-4;  Southern  Natiual  Gas  Company 
(Kaiser  Aluminum  &  Chemical  Co.),  Docket 
No.  BP74-71-8; 

Glass — ^Transcontinental  Gas  Pipe  Line 
Corp.  (City  of  Laurens,  South  Carolina), 
Docket  No.  RP76-18-7; 

Fibre  glass — Tens  Eastern  Transmission 
Corp.  (Penn  Fuel  (Ovens-Comlng) ).  Docket 
No.  RP74-38-14: 

Electrical  components  and  electronic 
eqotpmMit — Alabama-Tennessee  Nat\iral  Gas 
Company,  Docket  No.  lU^S-'tt-l;  Texas 
Eastern  Transmission  Corp.  (Penn  Fuel 
(Westlnghouse) ),  Docket  No.  BF74-S8-16; 

Aluminum — Tennessee  Gas  Pipeline  Co. 
(Humphreys  County  Utility  Dlstiict) ,  Docket 
No.  RP74-91-18; 

Beryllium  copper  strips— Texas  Eastern 
Transmission  Corp.  (Penn  Fuel  (Burch-Will- 
man) ),  Docket  No.  RP74-88-16; 

Befraetorlss  and  kilns — Flmrlda  Gas  Trans¬ 
mission  Co.  (Basic  Magnesia.  Ine.),  Docket 
No.  BP74-fi<>-l;  Texas  Eastam  Transmission 
Corp.  (Penn  Fuel  (Olen-Gary) ) ,  Docket  No. 
BP74-39-17; 

Nickel  refining — Southern  Natural  Gas  Co. 
(Amax  Nickel  Refining  Co.),  Docket  No. 
BP74-71-1; 

Bearings — ^Texas  Eastern  Transmission 
Corp.  (Penn  Fuel  (Bound  Brooke)),  Docket 
No.  RP74-89-18; 

Steel  roUlng  mills — Coumbla  Gas  Trans¬ 
mission  Corp.  (Teledyne  Ohio  Bt^),  Docket 
No.  RP75-74-3; 

Plastl6  films —  Texas  Eastern  Transmission 
Corp.  (Penn  Fuel  (Allied  Chemical) ).  Docket 
No.  BP74-89-1B;  Texas  Eastern  Transmis¬ 
sion  Corp.  (Perm  Fuel  (American  Argo)), 
Docket  No.  RP74-S9-aO; 

Prcpane  and  butane  extraction — Florida 
Gas  Transmission  Co.  (Florida  Hydrocar¬ 
bons)  .  Docket  No.  RP78-«<M1; 

Plant  protection — ^Texas  Eastern  Trans¬ 
mission  Corp.  (Penn  Fuel  (United  Metal  Re¬ 
ceptacle)  ) .  Docket  No.  RP74-S9-ai; 

As  weU  as  other  products  and  processes — 
See,  eg.  Tennessee  Gas  Pipeline  Co.  (East 


«The  actual  net  firm  curtailments  for  the 
12  month  period  ending  August  81,  1074, 
totaled  1,361,871,000  Mcf  and  the  projected 
net  firm  curtailments  from  September  1974, 
through  August  1970,  total  3,368,106,000  Mcf. 


Tennessee  an^  Penn  Gas  ft  Water  Oo.), 
Docket  Nos.  RP74-91-17  and  BF74-91-18. 

The  practical  effect  of  curtafimoat  of 
such  high  priority  end  uses  may  very 
well  be  a  decrease  in  the  production  of 
these  and  other  essential  products  and 
services.  This  decrease  in  production  in 
turn  will  mean  not  only  shortages  but 
increased  infiatlon  as  consumers  offer 
to  pay  higher  prices  for  the  decreasing 
supply  of  goods  and  services  available. 
Of  equal  importance  is  the  fact  that 
plant  closings  and  production  cutbacks 
may  result  in  an  increase  in  the  num¬ 
ber  of  workers  laid  off  either  temporarily 
or  indefinitely.  We  are  aware  that  cur¬ 
tailments  of  high  priority  uses  pose  a 
serious  threat  to  the  employment  of 
thousands  of  workers.  In  the  exercise 
of  our  responsibility  and  the  use  of  our 
statutory  power  we  recognise  the  na¬ 
tional  policies  of,  interalia,  the  Natural 
Ctas  Act,  15  U.S.C.  section  717,  et  seq., 
and  the  Full  Employment  Act  of  1946, 
15  U.S.C.  section  1021. 

One  possible  way  for  existing  high 
priority  customers  to  obtain  gas  not 
available  from  their  pipeline  suppliers 
would  be  to  buy  gas  dli^tly  from  pro¬ 
ducers  with  the  pipeline  providing  h'ans- 
portation  of  the  gas.  Since  such  direct 
sales  would  not  be  subject  to  our  rate 
jurisdiction,  the  high  priority  customers 
would  be  able  to  compete  directly  with 
the  producer’s  intrastate  customers  for 
gas  supplies.  Thus,  gas  which  would 
otherwise  be  sold  only  to  Intrastate  con¬ 
sumers  would  become  available  to  high 
priority  customers  in  the  interstate 
market. 

It  may  also  be  possible  for  high  prior¬ 
ity  customers  to  obtain  gas  from  their 
local  distributor  if  the  distributtu*  is  able 
to  contract  directly  with  a  producer. 
While  a  producer’s  sale  to  a  local  dis¬ 
tributor  for  resale  to  a  high  priority  cus¬ 
tomer  would  be  subject  to  our  rate  juris¬ 
diction,  thus  making  It  more  difficult  for 
the  local  distributor  to  compete  with  the 
producer’s  Intrastate  customers  for  gas 
supplies,  we  will  not  rule  out  the  pos¬ 
sibility  that  local  distributors  may  be  able 
to  purchase  natural  gas  directly  from 
producers  to  supply  the  distributor’s 
existing  high  priority  custcxners. 

Whether  the  gas  is  pmchased  from  a 
producer  by  a  nonresale  customer,  or  by 
a  local  distributor,  the  Interstate  trans¬ 
portation  of  such  gas  by  a  pipeline  would 
be  subject  to  our  jurisdiction.  The  pipe¬ 
line  would  thus  be  obliged  to  se^  a 
certificate  of  public  convenience  and 
necessity  from  the  Commission  under 
section  7  of  the  Natural  Gas  Act,  15 
UiS.C.  section  71 7f,  for  permission  to 
transport  the  gas.  We  are  clearly  author¬ 
ized  )^  the  Act  to  grant  such  transporta¬ 
tion  certificates,  and  we  have  Issued  such 
certificates  In  the  past.  However,  we 
realize  that  in  two  of  the  cases  in  which 
we  denied  transportation  certificates,' 


•  F J*.C.  ▼.  Tranaoontlnentai  Gas  Plp«  Lliie 
Oorp.,  866  UB.  1  (1961);  aiid  Arizona  PubUc 
Service  Oo.  v.  FB.C..  U.S.  App.  D.C., 

486  F.2<1  1276  (1973). 


we  may  have  left  the  impression  that  we 
are  generally  opposed  to  the  granting  of 
transportation  certificates  for  policy 
reasons  and  that  It  would  therefore  be 
futile  for  anyone,  including  high  priority 
Industrial  and  commercial  customers,  or 
local  distributors  who  serve  high  priority 
customers,  to  buy  gas  directly  from  pro¬ 
ducers. 

We  wish  to  p(fint  out,  however,  that  in 
the  Transco  and  APS  cases,  we  did  not 
mean  to  Imply  that  we  were,  without 
exception,  opposed  to  the  granting  of 
transportation  certificates.  In  both  of 
those  cases  the  Ccnnmission  relied  upon 
the  following  three  factors  in  den^g 
certificates:  (1)  the  consumer  Intended 
to  use  the  gas  for  boiler  fuel — an  inferior 
use;  (2)  the  pipeline  had  failed  to  show 
that  transportation  of  the  gas  was  not 
preempting  piptiine  capacity  which 
would  otherwise  be  available  for  higher 
priority  uses;  and  (3)  the  price  of  the 
gas  was  above  the  field  rates  set  by  the 
Commission  for  jurisdictional  sales,  the 
effect  of  which  would  be  a  general  rise 
In  the  field  prices,  or  a  reduction  in  the 
amount  of  gas  available  for  customers 
in  the  interstate  market,  particularly  for 
high  priority  customers.  In  both  cases  aU 
three  factors  were  found  to  exist;  the 
CommlBsldn  did  iKit  speak  to  a  case  where 
other  facts  might  be  shown. 

In  present  day  circumstances,  however. 
It  may  be  possiUe  for  the  pipeline  to  dis¬ 
tinguish  the  Transco  and  APS  cases  by 
establishing  that  the  gas  will  be  used  for 
a  relatively  high  priority  use:  by  show¬ 
ing  that  the  transportation  of  the  gas 
will  not  preempt  pipeline  capacity  other¬ 
wise  available  for  high  priority  uses,  par- 
ticulaiiy  when  the  transporting  pti^llne 
has  unused  capacity  as  a  result  of  Its 
curtailments;  or  by  lowing  that  the  sale 
will  neither  have  an  adverse  effect  upon 
field  prices  nor  upon  the  vcdtimes  of  gas 
available  to  the  interstate  market,  be¬ 
cause  the  gas  contracted  fm*  would  not 
otherwise  be  available  for  sale  to  the  in¬ 
terstate  pipeline  and,  in  the  ease  of  sales 
to  non-reeale  customers,  the  price  paid 
does  not  compare  unfavoraMy  wtUi  field 
prices  paid  by  Intrastate  buyers.  In  this 
connection,  we  would  point  out  that  In 
ruling  upon  applications  for  transporta¬ 
tion  certlfioabm  we  would  consider  not 
only  the  above  three  factors,  but  all  rele¬ 
vant  factors  bearing  upcm  the  puMic  In¬ 
terest.  Including  any  positive  effects 
vdilch  follow  from  the  fact  that  high 
priority  customers  would  be  idile  to  ob¬ 
tain  gas.  No  one  factor  would  cmitrol  our 
determination  of  whether  a  cotlficate 
^ould  b^  Issued.  Rather,  It  would  be  the 
balance  of  an  factors  that  win  determine 
the  outcome  In  each  case. 

In  proposing  this  statement  of  policy 
we  are  not  changing  any  existing  rule  or 
regulatltm  but  merely  proposing  to  do 
Uiat  which  we  have  the  authority  to  do 
cm  an  ad  hoc  basis  under  the  Natural 
Oas  Act. 

If  a  pipeline  is  able  to  make  the  req¬ 
uisite  showing  In  a  certificate  proceed¬ 
ing,  gas  supplies  which  are  not  other¬ 
wise  sold  In  the  Interstate  market  wotild 
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be  made  available  to  an  Important  seg¬ 
ment  of  the  interstate  market,  namely,  to 
high  priority  custmners.  Since  it  is  our 
intent  to  elicit  supplies  which  would  not 
otherwise  be  available  to  these  custom¬ 
ers,  we  propose  to  exclude  from  the  op¬ 
eration  of  this  policy  statement  gas  which 
is  already  committed  to  an  interstate 
pipeline  under  an  advanced  payment 
plan,  or  gas  sold  by  producers  which  are 
afSliated  with  a  Jiudsdictional  pipeline  or 
gas  produced  by  a  producing  division  of  a 
jurisdictional  pipeline. 

As  set  forth  above,  we  believe  that  it 
may  be  possible  for  a  pipeline  seeking  a 
certificate  to  transport  gas  which  has 
been  sold  by  a  producer  directly  to  a 
high  priority  customer,  or  to  a  local  dis¬ 
tributor  for  resale  to  a  high  priority  cm- 
tomer,  to  show  that  such  an  arrangement 
is  in  the  public  Interest.  It  would  there¬ 
fore  be  our  policy,  subject  to  the  quali¬ 
fications  set  forth  herein,  to  accept  ap¬ 
plications  for  certificates  to  transport  gas 
sold  (1)  directly  to  non-resale  high  prior¬ 
ity  industrial  or  cmnmercial  customers  or 
(2)  to  local  distributors  for  resale  to  high 
priority  cusUxners;  and  to  grant  certif¬ 
icates  when,  upon  consideration  of  all 
relevant  factors,  we  conclude  that  the 
public  convenience  and  necessity  stand¬ 
ard  has  been  satisfied  by  the  record  in 
each  such  case. 

In  proposing  to  adopt  this  policy  state¬ 
ment  we  wish  to  make  it  clear  that  this 
policy  would  not  apply  when  the  gas  pur¬ 
chased  from  the  pr^ucer  was  to  be  used 
either  directly  or  indirectly  to  supply  a 
new  plant  or  new  customers  or  to  in¬ 
crease  the  volumes  of  gas  that  such 
plants  or  customers  would  have  received 
had  they  not  been  ciu’talled  as  a  result 
of  curtailments  by  their  jurisdictional 
pipeline  supplier.  In  other  words,  this 
policy  is  Intended  to  apply  only  to  those 
«>Ti«ting  high  priority  customers  whose 
deliveries  are  curtailed  because  of  cur¬ 
tailments  by  their  jirrlsdictional  pipeline 
supplier. 

We  recognize  that  there  are  potential 
problnns  that  should  be  cmisidered  be¬ 
fore  we  adopt  such  a  policy  statement. 
For  example,  one  effect  of  implementing 
this  policy  may  be  an  escalation  of  im- 
regulated  gas  prices.  Such  a  price  esca¬ 
lation  may  be  inflationary  to  the  extent 
it  pushes  the  level  of  Intrastate 
prices  further  above  the  level  necessary 
to  elicit  new  supplies.  An  increase  in  the 
lurocurement  by  high  priority  customers 
of  their  own  gas  supplies  may  adversely 
affect  the  supply  portion  of  land-locked 
pil>elinBa  who  do  not  have  ready  access 
to  off-shore  federal  domain  gas  and  who 
have  dep^ided  upon  the  availability  of 
supplies  that  are  surplus  to  local  needs. 
Furthermore,  implementation  of  the 
p(^y  might  enhance  the  competitive 
position  of  large  industrial  and  commer¬ 
cial  customers  by  virtue  of  the  f&ct  that 


many  high  priority  industrial  and  com¬ 
mercial  customers,  ot  their  local  dis¬ 
tributors,  may  be  too  small  to  arrange 
a  field  purchase,  or  may  not  be  in  a  posi¬ 
tion  to  execute  long-term  contracts.  Or, 
the  direct  purchase  by  a  high  priority  in¬ 
dustrial  or  commercial  customer  may  de¬ 
crease  the  business  of  that  customer’s 
local  distributor.  Such  a  decrease  in  the 
local  distributor’s  business  may  result  in 
a  corresponding  decrease  in  its  revenues 
thereby  requiring  an  increase  in  the  dis¬ 
tributor’s  rates  to  its  remaining  cus¬ 
tomers.  Finally,  implementation  of  this 
policy  may  reduce  the  amoimt  of  gas 
available  in  the  futme  to  Priority  1  cus¬ 
tomers  of  those  jurisdictional  pipelines 
that  are  already  experiencing  deep  cur¬ 
tailments. 

While  we  believe  that  the  b«iefits  that 
would  follow  from  the  implementation  of 
this  policy  would  outweigh  any  of  the 
problems  that  might  be  created  thereby, 
we  nevertheless  believe  that  the  public 
interest  would  best  be  served,  and  our 
deliberations  would  be  materially  aided 
by,  the  receipt  of  comments  from  any 
and  all  interested  parties,  including  gov¬ 
ernors,  state  public  service  commissions, 
state  resource  agencies  and  interested 
federal  agencies  and  departments.  Com¬ 
ments  from  state  officials  in  gas  consiun- 
Ing  states  will  be  particularly  helpful  in 
weighing  the  benefits  of  potentially  in¬ 
creased  gas  supplies  against  any  prob¬ 
lems  that  might  be  created  by  imple¬ 
mentation  of  the  proposed  policy.  We 
further  recognize  that  the  decision  to 
adopt  or  to  reject  the  proposed  policy 
statement  may  influence  the  decisirai  by 
Indiistries  located  in  the  consuming 
states  to  either  remain  in  the  consuming 
states  or  to  relocate  their  operations  in 
the  producing  states.  Because  of  the  im¬ 
portant  and  far-reaching  effects  our  de¬ 
cision  may  have  on  emplosmient  in  the 
consiuning  states,  as  well  as  on  Ihe  gen¬ 
eral  economic  well-being  of  those  states, 
we  look  forward  with  Interest  to  their 
comments. 

Proposed  policy  statement.  Ihe  pro¬ 
posed  policy  statement  constitutes  a  new 
S  2.79.  Title  18,  Code  of  Federal  Regula¬ 
tions,  Subchapter  A,  Chapter  I,  Part  2. 
General  Policy  and  Interpretations,  as 
follows: 

§  2.79  Policy  with  respect  to  certification 
of  pipeline  transportation  agree* 
ments. 

(a)  The  national  interest  in  the  pro¬ 
tection  of  natural  gas  service  to  cus¬ 
tomers  who  use  natural  gas  for  high 
priority  end  uses  during  periods  of  cur¬ 
tailed  deliveries  by  jurisdictional  pipe¬ 
line  companies  will  be  served  by  the 
Commission’s  accepting  for  filing  and 
approving,  when  In  the  public  interest, 
applications  for  certificates  of  public 
convenience  and  necessity  filed  by  juris¬ 


dictional  pipelines  to  transport  gas  sold 
by  producers  of  natural  gas  from  both 
the  on-shore  and  the  off-shore  non-fed- 
eral  domsdn  (1)  directly  to  non-resale 
industrial  and  commercial  customers  for 
priority  2  uses  or  for  those  priority  3  uses 
that  would  otherwise  have  been  in  prior¬ 
ity  2  had  the  gas  been  purchased  on  a 
firm  basis;  or  (2)  to  local  distributors 
for  resale  to  Industrial  or  commercial 
customers  for  the  same  priority  2  or  3 
uses,  or  for  resale  to  priority  1  uses. 

(b)  As  used  in  paragraph  (a)  of  this 
section,  priorities  1,  2  and  3  refer  to  the 
priorities  as  set  forth  in  §  2.78(a)  of  the 
Commission’s  general  policy  and  inter¬ 
pretations,  18  CFR  2.78(a). 

(c)  This  policy  is  not  Intended  to  apply 
to  sales  of  gas  which  is  already  commit¬ 
ted  to  jurisdictional  pipelines  imder  an 
advance  payment  plan,  or  to  gas  sold  by 
an  affiliate  of  a  jurisdictional  pipeline  or 
to  gas  sold  by  a  producing  division  of  a 
jurisdictional  pipeline. 

(d)  This  policy  is  intended  to  apply 
only  to  those  existing  high  priority  in¬ 
dustrial  and  commercial  customers  re¬ 
ferred  to  in  paragraph  (a)  of  this  section 
whose  deliveries  are  curtailed  because  of 
curtailments  by  their  jurisdictional  pipe¬ 
line  supplier,  and  to  those  local  distrib¬ 
utors  which  are  being  required  by  virtue 
of  curtailments  by  their  pipeline  sup¬ 
pliers  to  ciutail  service  to  their  existing 
high  priority  customers. 

(e)  Nothing  in  this  $  2.79  is  intended 
to  amend,  modify  or  in  ahy  way  change 
any  existing  rule  or  regulation. 

Any  interested  person  may  submit  to 
the  Federal  Power  Commission,  Wash¬ 
ington,  D.C.  20426,  not  later  than  May 
19, 1975,  views,  comments,  or  suggestions 
in  writing  concerning  all  or  part  of  the 
statement  of  policy  proposed  herein. 
Written  submittals  will  be  placed  in  the 
Commission’s  public  files  and  will  be 
available  for  public  inspection  at  the 
Commission’s  Office  of  Public  Informa¬ 
tion,  Washington,  D.C.  20426,  during  reg¬ 
ular  business  hours.  The  Ccmimission  will 
consider  all  such  written  submittals  be¬ 
fore  action  on  the  matters  proposed  here¬ 
in.  An  original  and  14  conformed  copies 
should  be  filed  with  the  Secretary  of  the 
Commission.  Submittals  to  the  Commis¬ 
sion  should  indicate  the  name,  title, 
mailing  address,  and  telephone  niunber 
of  the  person  to  whom  commimications 
concerning  the  proposal  should  be  ad¬ 
dressed. 

The  Secretary  shall  cause  prompt  pub¬ 
lication  of  this  notice  to  be  made  in  the 
Federal  Register. 

By  direction  of  the  Commission. 

Kenneth  F.  Plumb, 
Secretary. 

IFR  Doc .75-9358,  Piled  4-9-75; 8: 45  am) 
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DEPARTMENT  OF  DEFENSE 

Department  of  the  Air  Force 

USAF  SCIENTIFIC  ADVISORY  BOARD 
Closed  Meeting 

April  3, 1975. 

The  USAP  Scientific  Advisory  Board 
Study  Group  on  Management  and  Sup¬ 
port  of  Air  Force  Command,  Control  and 
Communications  will  hold  a  meeting  at 
Andrews  AFB  MD  on  May  1,  1975  from 
8:30  a.m.  to5  p.m. 

The  meeting  will  be  closed  to  the  pub¬ 
lic.  The  Study  Group  will  receive  classi¬ 
fied  briefings,  review  proprietary  infor¬ 
mation,  and  conduct  internal  planning 
for  fiurther  activities  of  the  Group  on 
matters  listed  in  5  U.S.C.  552(b)  (1) ,  (4), 
and  (5). 

For  further  Information  contact  the 
Scientific  Advisory  Board  Secretariat  on 
202-897-4648. 

James  E.  Dagwell, 
Chief,  Documentation  Manage¬ 
ment  Branch,  Directorate  of 
Administration. 

IFR  Doc.76-9362  PUed  4-9-75:8:46  amj 


Office  of  the  Secretary 

DEFENSE  SCIENCE  BOARD  TASK  FORCE 

ON  IDENTIFICATION  FRIEND,  FOE  OR 

NEUTRAL 

Advisory  Committee  Meeting 

The  Defense  Science  Board  Task  Force 
on  Identification  Friend,  Foe  or  Neutral 
will  meet  in  closed  session  on  16  May 
1975,  at  the  National  Security  Agency, 
Maryland. 

The  mission  of  the  Defense  Science 
Board  is  to  advise  the  Secretary  of  De¬ 
fense  and  the  Director  of  Defense  Re¬ 
search  and  Engineering  on  overall  re¬ 
search  and  engineering  and  to  provide 
long-range  guidance  in  these  areas  to  the 
Department  of  Defense. 

The  Task  Force  will  provide  an  analysis 
of  technology  and  systems  applicable  to 
the  Identification  fiuiction  and  indicate 
promising  solutions  to  the  problem  area 
for  possible  implementation  within  the 
Department  of  Defense. 

In  accordance  with  section  10(d)  of 
Appendix  I,  Title  5,  United  States  Code, 
it  has  been  determined  that  this  Task 
Force  meeting  concerns  matters  listed  in 
section  552(b)  of  Title  5  of  the  United 
States  Code,  specifically  Subparagraph 
(1)  thereof,  ^d  that  accordingly  this 
meeting  will  be  closed  to  the  public. 

MAtnucE  W.  Roche, 
Director,  Correspondence  and 
Directives,  OASD  (.Comptroller) . 

April  7,  1975. 

(FR  Doo.76-9326  FUed  4-9-76;8:46  am] 


DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Land  Management 

(M  31297:  Group  695] 

MONTANA 

Filing  of  Plat  of  Survey 

April  1, 1975. 

1.  Plat  of  survey  of  the  lands  described 
below  will  be  officially  filed  in  the  Mon¬ 
tana  State  Office,  Bureau  of  Land  Man¬ 
agement,  316  North  26th  Street,  Billings, 
Montana  59101,  at  10:00  a.m.,  May  19, 
1975. 

Principal  Meridian,  Montana 

T.  2  N.,  B.  9  W., 

Sec.  16:  Tract  37. 

The  area  described  contains  3.61  acres. 

2.  The  above  described  lands  are  em¬ 
braced  in  the  Deer  Lodge  National  For¬ 
est  by  Executive  Order  880  of  July  1, 
1908.  They  are  also  within  a  Determina¬ 
tion  Area  under  Public  Law  167  (Act  of 
Congress  July  23,  1955). 

3.  The  survey  was  accomplished  for 
relief  of  a  residential  occupancy  on  an 
impatented  mining  claim,  as  provided 
in  the  Act  of  October  23,  1962  (76  Stat. 
1127). 

.  Edna  A.  Haverland, 

Chief,  Branch  of  Records 
and  Data  Management. 
IFR  Doc.76-9366  FUed  4-9-76;8:46  am] 


INM  24895] 

NEW  MEXICO 
Application 

April  1,  1975. 

Notice  is  hereby  given  that,  pursuant 
to  Section  28  of  the  Mineral  Leasing  Act 
of  1920  (30  U.S.C.  185),  as  amended  by 
the  Act  of  November  16,  1973  (87  Stat. 
576),  Phillips  Petroleum  Co.  has  aiH>lied 
for  a  4>/^  inch  natural  gas  pipeline  right- 
of-way  across  the  following  lands: 

New  Mexico  Principal  Meridian,  New  Mexico 
T.  26  a,  B.  32  E. 

Sec.  21. 

Sec.  28,  EV4NWV4,  NE^SWVi,  WJ/aSEVi; 

Sec.  33,  WV^EV^. 

T.  26  S.,  R.  32  E. 

Sec.  4,  NW‘^NE^^. 

This  pipeline  will  convey  natural  gas 
across  3.01  miles  of  national  resource 
lands  in  Lea  County,  New  Mexico. 

The  purpose  of  this  notice  is  to  inform 
the  public  that  the  Bureau  will  be  pro¬ 
ceeding  with  consideration  of  whether 
the  application  should  be  approved,  and 
if  so,  under  what  terms  and  conditions. 

Interested  persons  desiring  to  express 
thdr  views  should  promptly  said  their 
name  and  address  to  the  District  Man¬ 


ager,  Bureau  of  Land  Management,  PO 
Box  1397,  RosweU,  NM  88201. 

Fred  E.  Padilla, 

Chief,  Branch  of  Lands, 
and  Minerals  Operations. 
IFR  Doc.75-93e7  PUed  4-9-76;8:45  am] 


INM  25108] 

NEW  MEXICO 
Application 

April  2,  1975. 

Notice  is  hereby  given  that,  pursuant 
to  Section  28  of  the  Mineral  Lea^Lng  Act 
of  1920  (30  U.S.C.  185),  as  amended  by 
the  Act  of  November  16,  1973  (87  Stat. 
576) ,  Southern  Union  Gas  Company  has 
applied  for  two  6  inch  natural  gas  pipe¬ 
lines  rights-of-way  across  the  following 
lands: 

New  Mexico  Principal  Meridian,  New  Mexico 

T.  21  S.,  R.  27  E., 

Sec.  7,  SW^^NEi4,  SEV4NWV4. 

These  pipelines  will  convey  natural  gas 
across  0.348  miles  of  national  resource 
lands  in  Eddy  County,  New  Mexico. 

The  purpose  of  this  notice  is  to  inform 
the  public  that  the  Bureau  will  be  pro¬ 
ceeding  with  consideration  of  whether 
the  applicatimi  should  be  approved,  and 
if  so,  imder  what  terms  and  conditions. 

Interested  persons  desiring  to  express 
their  views  should  promptly  send  their 
name  and  address  to  the  District  Man¬ 
ager,  Bureau  of  Lend  Management,  P.O. 
Box  1397,  RosweU,  NM  88201. 

Fred  E.  Padilla, 

Chief,  Branch  of  Lands 
and  Minerals  Operations. 

IFR  Doc.75-9366  PUed  4-9-75:8:45  am] 


(NM  25171] 

NEW  MEXICO 
Application 

April  3,  1975. 

Notice  Is  hereby  given  that,  pursuant 
to  Section  28  of  the  Mineral  Leasing  Act 
of  1920  (SO  U.S.C.  185),  as  amended  by 
the  Act  of  November  16,  1973  (87  Stat. 
576) .  El  Paso  Natural  Gas  Company  has 
applied  for  one  4^  inch  natural  gas 
pipeline  right-of-way  across  the  follow¬ 
ing  lands: 

New  Mexico  Principal  Meridian,  New  Mexico 

T.  30  N.,  B.  9  W., 

Sec.  4,  NWV4SWi4. 

This  pipeline  wiU  convey  natural  gas 
across  0.162  mUes  of  national  resource 
lands  in  San  Juan  County.  New  Mexico. 

The  purpose  of  this  notice  is  to  Inform 
the  pubUc  that  the  Bureau  wUl  be  pro¬ 
ceeding  with  consideration  of  whether 
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the  application  should  be  approved,  and 
if  so.  under  what  terms  and  conditions. 

Interested  persons  desiring  to  e:Q}re8s 
their  views  should  promptly  send  their 
name  and  address  to  the  District  Mana¬ 
ger.  Bureau  of  Land  Managem^it,  3550 
Pan  American  Freeway,  NE,  Albuquer¬ 
que,  NM  87107. 

Fred  E.  Padilla, 

Chief,  Branch  of  Lands, 
and  Minerals  Operations. 

[FR  Doc.7S-e368  FUed  4-9-75:8:45  am] 


[OR  9096] 

OREGON 

Opening  of  Public  Lands 

April  3,  1975. 

1.  In  an  exchange  of  lands  made  under 
th«>  provisions  of  section  8  of  the  Act  of 
Jime  28, 1934  (48  Stat.  1272) .  as  amended 
June  26.  1936  (49  Stat.  1976;  43  U.S.C. 
315g),  the  following  lands  have  been 
conveyed  to  the  United  States. 

Willamette  Meridian 
T  21  S  R  31  K. 

Sec.  "*25!  Wvi’NE^,  NW%SWy4.  and  SV4 
SE%; 

Sec.  26,  SE^NE%  and  E<^SEl^• 

T.  22  8..  R.  SI  E.. 

Sec.  2.  NE%SW14  and  S%SW»A: 

Sec.  S.  NW%SE%  and  S%SEy4: 

Sec.  11.  W>4NWV4  and  SWy4; 

Sec.  23.  N^ME%.  SE)4NE^.  and  NEV4 
NWVi. 

Aggregating  960  acres  In  Harney  County. 
Oregon. 

2.  Subject  to  valid  existing  rights,  the 
provisions  of  existing  withdrawals,  and 
the  requirements  of  applicable  law,  the 
lands  are  hereby  open  to  t^ration  of  the 
public  land  laws,  including  the  mining 
laws  (cai.  2,  Title  30  U.S.C.),  and  the 
mineral  leasing  laws.  All  valid  applica¬ 
tions  received  at  or  prior  to  10  a.m.  May  9, 
1975,  shall  be  considered  as  simultane¬ 
ous  filed  at  that  time.  Those  received 
thereafter  «hnli  be  coi^idered  in  the  or¬ 
der  (rf  filing. 

3.  Inquiries  concerning  the  lands 
should  be  addressed  to  the  CThlef ,  Branch 
of  Lands  and  Minerals  Operations,  P.O. 
Box  2965,  Portland,  Oregon  97208. 

Harold  A.  Berends, 

Chief,  Branch  of  Lands 
and  Minerals  Operations. 
[FR  Doc.75-9369  FUed  4-9-75:8:45  am] 


[Wyoming  45075] 

WYOMING 

Reclassification 

April  2.  1975. 

PuUic  Land  Order  4938  which  was  pub¬ 
lished  in  the  Federal  Register  on  No¬ 
vember  14,  1970  (35  FR  17546),  classified 
the  following  described  lands,  totalling 
109.98  acres  in  Sweetwater  Coimty, 
Wyoming,  for  sale  under  the  Act  of  Sep¬ 
tember  19,  1964.  43  UB.C.  1421-1427 
(1970).  It  has  been  determined  that  the 
classiflcatlon  is  no  longer  aiHiropriate. 
Accordingly,  pursuant  to  43  C?FR  2400, 


notice  is  hereby  given  that  the  lands  are 
being  reclassified  for  lease  or  sale  under 
the  Recreatlmi  and  Public  Purposes  Act, 
as  amended,  43  n.S.C.  869:1-4  (1970) : 

Sixth  Principal  Meridian 
T.  18  N.,  R.  107  W, 

Sec.  26,  lots  9,  10,  16,  and  18  (formerly  EV^ 
of  lot  16). 

Interested  parties  may  submit  their 
comments  in  writing  no  later  than  May  9, 
1975,  to  the  undersigned  official  of  the 
Bureau  of  Land  Management,  Depart¬ 
ment  of  the  Interior,  P.O.  Box  182,  CJhey- 
enne,  Wyoming  82001. 

Jesse  R.  Lowe, 
Acting  State  Director. 

[FR  Doc.75-9373  FUed  4-9-75:8:45  am] 


(Wyoming  50173] 

WYOMING 

Application 

April  4,  1975. 

Notice  is  hereby  given  that,  pursuant 
to  Section  28  of  the  Mineral  L^ing  Act 
of  1920,  as  amended  (30  U.S.C.  185), 
Ckilorado  Interstate  CTorporation  has  ap¬ 
plied  for  a  natural  gas  pipeline  right-of- 
way  across  the  following  lands: 

Sixth  Principal  Meridian,  Wyoming 

T.  17  N..  R.  99  W., 

Sec.  10,  NEV4NEV4, 

T.  18  N.,  R.  99  W., 

Sec.  34.  EV^EV^. 

The  pipeline  will  be  an  addition  to  the 
applicant’s  Table  Rock  Gathering  Sys¬ 
tem  in  Sweetwater  County,  Wyoming. 

The  purpose  of  this  notice  is  to  inform 
the  piffiUc  that  the  Bureau  will  be  pro¬ 
ceeding  with  consideration  of  whether 
the  application  should  be  eqiproved  and, 
if  so,  imder  what  terms  and  conditions. 

Interested  persons  desiring  to  express 
their  views  should  send  their  name  and 
address  to  the  District  Manager,  Bureau 
of  Land  Management,  P.O.  Box  1869, 
Rock  Springs,  WY  82901. 

Olenna  M.  Lane, 

Acting  Chief,  Branch  of 
Lands  and  Minerals  Operations. 

[FR  Doc.75-8371  FUed  4-8-75;8:45  am] 


[Wyoming  50175] 

WYOMING 

Application 

April  4,  1975. 

Notice  is  hereby  given  that,  pursuant 
to  Section  28  of  the  Mineral  Leasing  Act 
of  1920,  as  amended  (30  UB.C.  185), 
Costal  States  Gas  Corporation  has  iq>- 
plled  for  a  right-of-way  for  a  cathodic 
projection  rectifier  on  the  following 
lands: 

Sixth  Principal  Meridian,  Wyoming 

T.  51  N..  R.  100  W.. 

Sec.  17,  SWV4NW^^; 

Sec.  18,SE^NSV4. 

The  facility  will  control  corrosion  of 
the  applicant’s  existing  natural  gas  pipe¬ 
line  affecting  national  resource  lands  In 
Park  County,  Wyoming. 


The  purpose  of  this  notice  is  to  inform 
the  public  that  the  Bureau  will  be  pro¬ 
ceeding  with  consideration  of  whether 
the  application  should  be  iq^roved  and, 
if  so,  imder  what  terms  and  conditions. 

Interested  persons  desiring  to  express 
their  views  should  send  their  name  and 
address  to  the  District  Manager,  Bureau 
of  Land  Management,  P.O.  Box  119, 
Worland,  WY  82401. 

Glenna  M.  Lane, 
Acting  Chief,  Branch  of 
Lands  and  Minerals  Operations. 

[FR.  Doc.75-9370  FUed  4-9-75;8:45  am] 


[Wyoming  50176] 

WYOMING 

Application 

April  4,  1975. 

Notice  is  hereby  given  that,  pursuant 
to  section  28  of  the  Mineral  Leasing  Act 
of  1920,  as  amended  (30  U.S.C.  185), 
Coastal  States  Gas  Corporation  has  ap¬ 
plied  for  a  right-of-way  for  a  cathodic 
projection  rectifier  on  the  following 
lands: 

Sixth  Principal  Meridian,  Wyoming 

T.  50  N.,  R.  100  W., 

Sec.  23,  SWViNWVi. 

The  facility  will  control  corrosion  on 
the  applicant’s  existing  natural  gas  pipe¬ 
line  affecting  national  resource  lands  in 
Park  County,  Wyoming. 

The  purpose  of  tliis  notice  is  to  inform 
the  public  that  the  Bureau  wUl  be  pro¬ 
ceeding  with  consideration  of  whether 
the  application  should  be  approved  and, 
if  so.  under  what  terms  and  conditions. 

Interested  persons  desiring  to  express 
their  views  should  send  their  name  and 
address  to  the  District  Manager,  Bureau 
of  Land  Management,  P.O.  Box  119, 
Worland,  WY  82401. 

Glenna  M.  Lane, 
Acting  Chief,  Branch  of 
Lands  and  Minerals  Operations. 

[FR  Doc.75-9372  FUed  4-9-75:8:45  am] 


Geological  Survey 
ALVORD,  OREGON 
Known  Geothermal  Resources  Area 
Correction 

In  PR  Doc.  75-3937,  appearing  on  page 
6517  in  the  issue  of  W^nesday,  Febru¬ 
ary  12, 1975,  make  the  following  changes: 

1.  ’The  first  word  in  the  third  line  of 
the  list  heading  in  column  2  should  read 
“Willamette”. 

2.  ’The  first  number  in  the  19th  line 
of  the  list  in  column  2,  now  reading  “7”, 
should  read  “1”. 


CALIFORNIA 

Known  Geothermal  Resources  Area 

Pursuant  to  the  authority  vested  in  the 
Secretary  of  the  Interior  by  Sec.  21(a)  of 
the  Geothermal  Steam  Act  of  1970  (84 
Stat.  1566,  1572;  30  UB.C.  1020),  and 
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delegations  of  authority  in  220  Depart¬ 
mental  Manual  4.1  H,  Geological  Survey 
Manual  220.2.3,  and  Conservation  Divi¬ 
sion  Supplement  (Geological  Survey 
Manual)  220.2.1  G,  the  following  de¬ 
scribed  lands  are  hereby  defined  as  a 
known  geothermal  resources  area,  effec¬ 
tive  February  1, 1974. 

(6)  Caufosnia 

Lovxuu>t  Ridge  Known  Geothermal 
Resources  Area 

Mt.  Diablo  Meridian,  California 

T.  16  N.,  R.  6  W., 

Sec.  3.  NEV4,  EV^SEV4.  Wi/,; 

Secs.  4  through  11,  All; 

Sec.  13,  W^NW^: 

Sec.  14,NEV4,  W^: 

Sec.  15,  All. 

The  area  described  aggregates  6,879 
acres,  more  or  less. 

Dated:  March  28, 1975. 

Hillary  A.  Oden, 

Acting  Conservation  Manager. 

Western  Region. 

[FR  Doc.75-9375  Piled  4-9-75;8;46  am] 


MONTANA  AND  NEW  MEXICO 
Known  Geothermal  Resources  Areas 
Pursuant  to  the  authority  vested  in 
the  Secretary  of  the  Interior  by  sec.  21(a) 
of  the  Geothermal  Steam  Act  of  1970 
(84  Stat.  1566,  1572;  30  U.S.C.  1020),  and 
delegations  of  authority  in  220  Depart¬ 
mental  Manual  4.1  H,  Geological  Survey 
Manual  220.2.3,  and  Conservation  Divi¬ 
sion  Supplement  (Geological  Survey 
Manual)  220.2.1  G,  the  following  de¬ 
scribed  lands  are  hereby  defined  as 
known  geothermal  resources  areas,  effec¬ 
tive  February  1, 1974: 

(26)  Montana 

BOULDER  HOT  SPRINGS  KNOWN  GEOTHERMAL 
RESOURCES  AREA 

Principal  Meridian,  Montana 
T.  5  N.,  R.  4  W., 

Secs.  3,  3, 4,  6, 10, 11,  and  13  to  16,  inclusive. 

The  area  described  aggregates  6,343 
acres,  more  or  less. 

(31)  New  Mexico 

GILA  HOT  SPRINGS  KNOWN  GEOTHERMAL 
RESOURCES  AREA 

New  Mexico  Principal  Meridian,  New  Mexico 

T.  13  8.,  R.  13  W., 

Secs.  4  to  6,  Inclusive,  8,  and  17. 

The  area  described  aggregates  3,201.92 
acres,  more  or  less. 

LOWER  FRISCO  HOT  SPRINGS  KNOWN 
GEOTHERMAL  RESOURCES  AREA 

New  Mexico  Principal  Meridian,  New  Mexico 
T.  12  8.,  R.  20  W., 

Secs.  13  to  15,  Inclusive,  and  22  to  27, 
inclusive. 

The  area  described  aggregates  5,760 
acres,  more  or  less. 


SAN  TSIDRO  KNOWN  GEOTHERMAL  RESOURCES 

AEBA 

New  Mexico  Principal  Meridian,  New  Mexico 
T  16  R*  1  E 

Sec.  8,  loU  ’l  to  3  inclusive,  NEV^NEi^, 
SV4NE^.  and  that  portion  of  the 
ojo  Del  Esplrltu  Santo  Grant  in  the  NV4 
of  the  section; 

Sec.  10,  lots  1  to  4,  Inclusive,  W>^E^,  and 
WV4; 

Sec.  14. 

The  area  described  aggregates  1,915.16 
acres,  more  or  less. 

(44)  Utah 

LUND  KNOWN  GEOTHERMAL  RESOURCES  AREA 

Salt  Lake  Meridian,  Utah 

T.  32  S.,  R.  14  W., 

Secs.  26  to  27,  inclusive; 

Secs.  33  to  36,  inclusive. 

The  area  described  aggregates  3,840 
acres,  more  or  less. 

Dated:  March  19, 1975. 

William  H.  Feldmiller, 
Acting  Conservation  Manager, 
Central  Region. 
|PR  Doc.75-9376  Piled  4-9-76:8:45  am] 


Office  of  the  Secretary 

[Int  Des  75-20] 

MAKAH  NATIONAL  FISH  HATCHERY. 

WASH. 

Availability  of  Draft  Environmental 
Statement 

Pursuant  to  section  102(2)  (C)  of  the 
National  Environmental  Policy  Act  of 
1969,  Pub.  L.  91-190,  the  Department  of 
the  Interior  has  prepared  a  draft  en¬ 
vironmental  statement  for  the  proposed 
Makah  National  Fish  Hatchery  in  (Tlal- 
lan  County,  Washington,  and  invites 
written  comments  on  or  before  May  27, 
1975. 

The  Makah  National  Fish  Hatchery 
will  be  constructed  and  operated  for  the 
propagation  of  Chinook,  coho  and  chum 
salmon  and  steelhead  and  rainbow  trout. 
The  proposed  hatchery  is  expected  to 
produce  approximately  200,000  poimds 
of  salmonids  for  the  fishery  resources  in 
the  Pacific  Ocean,  Strait  of  Juan  de 
P\ica,  Mukkaw  Bay,  and  Olympic  Pe¬ 
ninsula  Rivers,  and  generate  annual  eco¬ 
nomic  benefits  amounting  to  1.1  million 
dollars.  This  statement  examines  the  en¬ 
vironmental  Impacts  of  the  proposed 
Makah  project. 

Copies  of  the  draft  statement  are 
available  for  inspection  at  the  following 
locations: 

Qulnault  National  Flah  Hatchery 
P.O.  Box  80 

NeUton,  Washington  98666 

U  S.  Pish  and  WUdllfe  Service 

730  N.E.  Pacific  Street  - 

Portland,  Oregon  97208 

n.S.  Pish  and  Wildlife  Service 

Office  of  Environmental  Coordination 

Department  of  the  Interior 

Room  2246 

18th  and  C  Streets,  N.W. 

Washington,  D.C.  20240 


Single  copies  may  be  obtained  by  writ¬ 
ing  the  Chief,  Office  of  Environmental 
Coordination,  U.S.  Fish  and  Wildlife 
Service,  Department  of  the  Interior, 
Washington,  D.C.  20240.  Comments  con¬ 
cerning  the  proposed  action  should  also 
be  addressed  to  the  Chief,  Office  of  En¬ 
vironmental  Coordination.  Please  refer 
to  the  statement  number  above. 

Dated:  April  3, 1975. 

Stanley  D.  Doremds, 
Deputy  Assistant  Secretary, 
Program  Development  and  Budget. 
[PR  Doc.75-9377  Plied  4-0-76:8:45  am] 


DEPARTMENT  OF  AGRICULTURE 

Animal  and  Plant  Health  Inspection 
Service 

REGULATORY  PROGRAMS  INVOLVING 
DRUG,  PESTICIDE,  AND  INDUSTRIAL 
CHEMICAL  RESIDUES  IN  ANIMAL 
FEEDS  AND  IN  MEAT  AND  POULTRY 

Memorandum  of  Understanding  With  the 
Food  and  Drug  Administration 

Cross  Reference:  FOr  a  document 
giving  notice  of  a  Memorandum  of  Un¬ 
derstanding  between  the  Animal  and 
Plant  Health  Inspection  Service  and  the 
Pood  and  Drug  Administration,  see  FR 
Doc.  75-9304  appearing  on  page  16228  of 
this  issue  of  the  Federal  Register. 


VETERINARY  BIOLOGICS  LABORATORY 

Availability  of  Draft  Environmental 
Statement 

Pursuant  to  section  102(2)  (C)  of  the 
National  Environmental  Policy  Act  of 
1969,  the  Animal  and  Plant  Health  In¬ 
spection  Service,  Department  of  Agri¬ 
culture,  has  prepared  a  draft  environ¬ 
mental  statement  for  the  proposed 
Veterinary  Biologies  Laboratory,  Ames, 
Iowa,  USDA-APHIS-ADM-75-1-D. 

The  draft  environmental  statement 
concerns  the  construction  of  a  proposed 
Veterinary  Biologies  Laboratory  on  a  new 
site  at  Ames,  Iowa.  This  proposed  labora¬ 
tory  is  to  replace  and  upgrade  the  present 
Veterinary  Biologies  Laboratory  facilities 
at  Ames,  Iowa. 

This  draft  environmental  statement 
was  transmitted  to  the  Coimcil  on  En¬ 
vironmental  Quality  on  March  20,  1975. 

Copies  are  available  for  inspection 
during  regular  working  hours  at  the  fol¬ 
lowing  locations: 

USDA,  APHIS,  ASD,  Architectural  Engineer¬ 
ing  Branch 

Room  713,  Federal  Building 
6605  Belcrest  Road 
HyattsvUle,  Maryland  20782 
USDA,  APHIS,  Veterinary  Services 
R.R.  2  Dayton  Avenue 
Ames,  Iowa  60010 
USDA,  APHIS,  Veterinary  Services 
210  Walnut  Street 
Room  877,  Federal  Building 
Des  Moines,  Iowa  60309 

A  limited  number  of  single  copies  are 
available  upon  request  to  Architectural 
Engineering  Branch,  Administrative 
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Services  Division.  Animal  and  Plant 
Health  Inspection  Service,  United  States 
Department  of  Agriculture.  Room  713, 
Federal  Building.  6505  Belcrest  Road, 
Hyattsville,  Maryland  20782. 

Copies  of  the  draft  environmental 
statement  have  been  sent  to  various  Fed¬ 
eral,  State  an4  local  agencies  as  outlined 
in  the  Council  on  Environmental  Quality 
Guidelines. 

Comments  are  invited  from  the  public, 
from  State  and  local  agencies  which  are 
authorized  to  develop  and  enforce  en¬ 
vironmental  standards,  and  from  Fed¬ 
eral  agencies  having  jurisdiction  by  law 
or  special  expertise  with  respect  to  any 
environmental  impact  involved  for  which 
comments  have  not  been  requested 
specifically. 

Comments  concerning  the  proposed 
action  and  requests  for  additional  in¬ 
formation  should  be  addressed  to  Dr. 
Frances  J.  Mulhem,  Administrator,  Ani¬ 
mal  and  Plant  Health  Inspection  Serv¬ 
ice,  United  States  Department  of  Agri¬ 
culture,  Room  316E.  14th  &  Independence 
Avenue,  SW,  Washington,  D.C.  20250. 
Comments  miist  be  received  by  June  6. 
1975,  in  order  to  be  considered  in  the 
preparation  of  the  final  environmental 
statement. 

Dated:  April  3,  1975. 

F.  J.  MtrLHERN, 

Administrator,  Animal  and  Plant 
Health  Inspection  Service. 

(FR  Doc.75-9312  Filed  4-0-75;8:45  am] 


Forest  Service 

BASKET  BAY  #2  TIMBER  SALE 

Notice  of  Availability  of  Draft 
Environmental  Statement 

Pursuant  to  section  102(2)  (C)  of  the 
National  Environmental  Policy  Act  of 
1969,  the  Forest  Service,  Department  of 
Agriculture,  has  prepar^  a  draft  envi¬ 
ronmental  statement  for  the  Basket  Bay 
#2  Timber  Sale,  USDA-PS-DES(Adm) 
RlO-75-06. 

The  environmental  statement  con¬ 
cerns  a  proposed  timber  sale  to  salvage 
blow-down  timber. 

This  draft  environmental  statement 
was  filed  with  the  CEQ  on  April  1,  1975. 

Copies  are  available  for  inspection  dur¬ 
ing  regular  working  hours  at  the  follow¬ 
ing  locations: 

USDA,  Forest  Service 
South  Agriculture  Bldg.,  Room  3231 
13th  St.  &  Independence  Ave.,  S.W. 
Washington,  D.C.  20250 
UB.  Department  of  Agriculture 
Forest  Service — Alaska  Region 
Federal  BuUdlng 
Juneau.  Alaska  09802 
Forest  Supervisor 
Chugach  National  Forest 
121  W.  Flreweed  Lane,  Suite  205 
Anchorage,  Alaska  99503 
Forest  Supervisor,  Chatham  Area 
l\>nga«  National  Forest 
Lloyd  Center  Building 
Sitka,  Alaska  99835 
Forest  Supervlsm',  Stlklne  Area 
Tongass  National  Forest 
Federal  BuUdlng 
Petersbtug,  Alaska  99833 
\ 


Forest  Supervisor,  Ketchikan  Area 
Tongass  National  Forest 
Federal  Building,  Room  313 
Ketchikan,  Alaska  99901 

A  limited  number  of  single  copies  are 
available  upon  request  to  Vincent  N. 
Olson,  Forest  Supervisor,  Chatham 
Area,  Tongass  National  Forest,  Box  757, 
Sitka,  Alaska  99835. 

Copies  of  the  environmental  state¬ 
ment  have  been  sent  to  various  Federal, 
State,  and  local  agencies  as  outlined  in 
the  CEQ  guidelines. 

Comments  are  invited  from  the  public, 
and  from  State  and  local  agencies  which 
are  authorized  to  develop  and  enforce 
environmental  standards,  and  from  Fed¬ 
eral  agencies  having  jurisdiction  by  law 
or  special  expertise  with  resp>ect  to  any 
environmental  impact  involved  for 
which  comments  have  not  been  re¬ 
quested  specifically. 

Comments  concerning  the  proposed 
action  and  requests  for  additional  infor¬ 
mation  should  be  addressed  to  Vincent 
N.  Olson,  Forest  Supervisor,  Chatham 
Area,  Tongass  National  Forest,  Box  757, 
Sitl^a,  Alaska  99835.  Comments  must  be 
received  by  May  30,  1975,  in  order  to 
be  considered  in  the  preparation  of  the 
final  environmental  statement. 

C.  A.  Yates, 
Regional  Forester, 
Alaska  Region. 

April  1,  1975. 

[FR  Doc.75-9286  Filed  4-9-75:8:45  am] 


REVISED  TIMBER  MANAGEMENT  PLAN 

FOR  THE  ROUTT  NATIONAL  FOREST 

Availability  of  Final  Environmental 
Statement ' 

Pursuant  to  section  102(2)  (C)  of  the 
Naticmal  Environmental  Policy  Act  of 
1969,  the  Forest  Service,  Department  of 
Agriculture,  has  prepared  a  final  en¬ 
vironmental  statement  for  the  Timber 
Management  Plan  for  the  Routt  Na¬ 
tional  Forest.  The  Forest  Service  report 
number  is  USDA-FS-R2-FES(Adm) 
Fy-75-01. 

The  environmental  statement  con¬ 
cerns  a  proposal  to  revise  the  1961  (Rev.) 
Timber  Management  Plan  for  the  Routt 
National  Forest  in  northwest  Colorado. 
Such  plans  are  required  to  regulate  the 
fiow  of  timber  products  from  National 
Forest  lands. 

The  draft  environmental  statement 
was  transmitted  to  CEQ  on  October  18, 
1974. 

This  final  environmental  statement 
was  transmitted  to  CEQ  on  April  3, 1975. 

Copies  are  available  for  inspection  dur¬ 
ing  regular  working  hours  at  the  foUow- 
Ing  locations: 

USDA,  Forest  Service 
So.  Agricultural  Bldg.,  Room  3230 
12th  St.  A  Independence  Av».,  SW 
Washington,  D.C.  20250 
USDA,  Forest  Service 
11177  West  8th  Avenue 
P.O.  Box  25127 
Denver,  Colorado  80225 


USDA,  Forest  Service 
Routt  National  Forest 
P.O.  Box  1198 
137  10th  Street 

Steamboat  Springs,  Colorado  80477 

A  limited  number  of  single  copies  are 
available  upon  request  to  W.  J.  Lucas, 
Regional  Forester,  USDA  Forest  Service, 
11177  West  8th  Avenue,  P.O.  Box  25127, 
Denver,  Colorado  80225. 

Copies  of  the  environmental  statement 
have  been  sent  to  various  Federal,  State, 
and  local  agencies  as  outlined  in  the  CEQ 
Guidelines. 

Clayton  B.  Pierce, 
Director,  Multiple  Use  and 

Environmental  Quality  Coordination. 

April  3, 1975. 

|FR  Doc.75-9359  Filed  4-9-75;8:45  am] 


Rural  Electrification  Administration 

HILLSBOROUGH  &  MONTGOMERY 
TELEPHONE  CO. 

Proposed  Loan  Guarantee 

Under  the  authority  of  Public  Law 
93-32  (87  Stat.  65)  and  in  conformance 
with  applicable  agency  policies  and 
procedures  as  set  forth  in  REA  Bulletin 
320-22,  “Guarantee  of  Loans  for  Tele¬ 
phone  Facilities,”  dated  'February  4, 
1975,  published  in  proposed  form  in  the 
Federal  Register,  September  16,  1974 
(Vol.  39  No.  180,  pages  33228-33229) 
notice  is  hereby  given  that  the  Ad¬ 
ministrator  of  REA  will  consider  pro¬ 
viding  a  guarantee  supported  by  the  full 
faith  and  credit  of  the  United  States 
of  America  for  a  loan  in  the  approxi¬ 
mate  amount  of  $6,500,000  to  the  Hills¬ 
borough  &  Montgomery  Telephone  Com¬ 
pany,  Belle  Mead,  New  Jersey.  The  loan 
funds  will  be  used  to  finance  the  con¬ 
struction  of  facilities  to  extend  tele¬ 
phone  service  to'  new  subscribers,  and 
improve  telephone  service  for  existing 
subscribers. 

Legally  organized  lending  agencies 
capable  of  making,  holding  and  servic¬ 
ing  the  loan  propo^  to  be  guaranteed 
may  obtain  information  and  details  of 
the  proposed  project  frcHn  Mr.  John  E. 
Dixon,  President,  Hillsborough  &  Mont¬ 
gomery  Telephone  Company,  U.S.  Hwy. 
206,  Belle  Mead,  New  Jersey  08502. 

To  assure  consideration,  proposals 
must  be  submitted  on  or  before  May  12, 
1975,  to  Mr.  Dixon.  The  right  is  reserved 
to  give  such  consideration  and  make 
such  evaluation  or  other  disposition  of 
all  proposals  received,  as  the  Hills¬ 
borough  &  Montgomery  Telephone  Com¬ 
pany  and  REA  deem  appropriate.  Pro¬ 
spective  lenders  are  advised  that  it  is 
anticipated  that  financing  for  this  proj¬ 
ect  will  be  available  from  the  Federal 
Financing  Bank  imder  a  standing  loan 
commitment  agreement  with  the  Rural 
Electrification  Administration. 

Copies  of  REA  Bulletin  320-22  are 
available  from  the  Director,  Informa¬ 
tion  Services  Division,  Rural  Electrifi¬ 
cation  Administration,  U.S.  Department 
of  Agriculture,  Washington,  D.C,  20250. 
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Dated  at  Washington.  D.C.,  this  4th 
day  of  April,  1975. 

David  H.  Askegaard, 
Acting  Administrator,  Rural 
Electrification  Administration. 
[FB  Doc.76-9311  Plied  4-9-76;8:46  am] 


MURRAYSVILLE  TELEPHONE  CO.,  INC. 
Proposed  Loan  Guarantee 

Under  the  authority  of  Public  Law  93- 
32  (87  Stat.  65)  and  in  conformance  with 
applicable  agency  policies  and  procedures 
as  set  forth  in  REA  Bulletin  320-22, 
“Guarantee  of  Loans  for  Telephone 
Facilities,”  dated  February  4,  1975,  pub¬ 
lished  in  proposed  form  in  the  Federal 
Register,  September  16,  1974,  (Vol.  39 
No.  180,  pages  33228-33229)  notice  is 
hereby  given  that  the  Administrator  of 
REA  will  consider  providing  a  guarantee 
supported  by  the  full  faith  and  credit  of 
the  United  States  of  America  for  a  loan 
in  the  approximate  amount  of  $4,500,000 
to  The  Murraysville  Telephone  Company, 
Inc.,  Export,  Pennsylvania.  The  loan 
funds  will  be  used  to  finance  the  con¬ 
struction  of  facilities  to  extend  telephone 
service  to  new  subscribers,  and  improve 
telephone  service  for  existing  subscribers. 

Legally  organized  lending  agencies 
capable  of  making,  holding  and  servicing 
the  loan  proposed  to  be  guaranteed  may 
obtain  information  and  details  of  the 
proposed  project  from  Mr.  Harold  G. 
Payne,  President,  The  Murraysville  Tele¬ 
phone  Company,  Inc.,  c/o  T.U.P.,  Inc., 
P.O.  Box  E,  Export,  Pennsylvania  15632. 

To  assure  consideration,  proposals 
must  be  submitted  on  or  before  May  12, 
1975,  to  Mr.  Payne.  The  right  is  reserved 
to  give  such  consideration  and  make  such 
evaluation  or  other  disposition  of  all 
proposals  received,  as  The  Murraysville 
Telephone  Company  and  REA  deem  ap¬ 
propriate.  Prospective  lenders  are  advised 
that  it  is  anticipated  that  financing  for 
this  project  will  be  available  from  the 
Federal  Financing  Bank  under  a  stamding 
loan  commitment  agreement  with  the 
Rural  Electrification  Administration. 

Copies  of  REA  Bulletin  320-22  are 
available  from  the  Director,  Information 
Services  Division,  Rural  Electrification 
Administration,  U.S.  Department  of  Agri¬ 
culture,  Washington,  D.C.  20250. 

Dated  at  Washington,  D.C.  this  4th 
day  of  April,  1975. 

David  H.  Askegaard, 

Acting  Administrator  Rural 
Electrification  Administration. 

|FR  Doc.75-9310  Filed  4-9-76:8:45  am] 

DEPARTMENT  OF  COMMERCE 

National  Oceanic  and  Atmospheric 
Administration 

ENDANGERED  SPECIES 

Receipt  of  Permit  Application  for  Scientific 
Purposes 

Notice  is  hereby  given  that  the  follow¬ 
ing  applicant  has  applied  in  due  form 
to  take  endangered  species  for  scientific 


purposes,  as  authorized  by  the  Endan¬ 
gered  Species  Act  of  1973  (16  UJ3.C.  1531- 
1543)  and  the  NMFS  Regulations  Gov¬ 
erning  Endsuigered  F^h  or  Wildlife  Per¬ 
mits  (50  CFR  222)  as  published  in  the 
November  27,  1974  Federal  Register  at 
page  41375. 

Northwest  Fisheries  Center,  National 
Marine  Fisheries  Service,  Seattle,  Wash¬ 
ington,  98112,  has  applied,  to  take  and/ 
or  imp>ort  imtil  January  1, 1980,  specimen 
materials  from  bowhead  whales  (Bal- 
aena  mystlcetus),  and  gray  whales  (Es- 
chrlchtius  robustus) ;  and  to  conduct  an 
aerial  survey  of  Alaskan  bowhead  and 
gray  whale  populations. 

TTie  specimen  materials  to  be  taken  will 
be  collected  from  dead  animals  found 
beached  or  fioating  at  sea,  or  from  ani¬ 
mals  killed  by  an  Indian,  Aleut  or  Es¬ 
kimo  for  subsistence  purposes  under  the 
exemption  allowed  Alaskan  Indians, 
Aleuts,  and  Eskimos  in  the  Endangered 
Species  Act  of  1973.  The  following  blo- 
Ic^cal  material  and  data  will  be  col¬ 
lected:  organ  weights,  samples  of  stom¬ 
ach  contents;  tissue  samples  of  testes, 
ovaries,  tsonpanlc  bullae  and  ear  plugs; 
Internal  and  external  parasites;  baleen 
plates;  body  measurements;  and  photo¬ 
graphs  of  external  features  such  as  color 
patterns.  In  addition  to  collection  of 
specimen  materials,  data  will  be  re¬ 
corded  regarding  whale  sightings,  the 
number  of  animals  killed  and  recovered, 
and  the  number  of  animals  struck  but 
subsequently  lost.  Aerial  surveys  will  be 
conducted  during  the  spring  and  fall  to 
determine  bowhead  and  gray  whale  dis¬ 
tribution  and  migration. 

The  principal  investigators  during  this 
project  will  be  Dr.  George  Harry,  Jr., 
Director,  Marine  Mammal  Division,  Mr. 
Clifford  Fiscus,  Wildlife  Biologist  (Re¬ 
search).  and  Mr.  William  M.  Marquette, 
Fishery  Biologist  (Research) ,  of  the  Ma¬ 
rine  Mammal  Division,  Northwest  Fish¬ 
eries  Center,  National  Marine  Fisheries 
Service.  Also  cooperating  in  the  project 
are  the  Naval  Arctic  Research  Labora¬ 
tory,  Barrow,  Alaska,  the  Alaska  Depart¬ 
ment  of  Fish  and  Game,  the  University 
of  Alaska,  College,  Alaska,  and  the  U.S. 
Fish  and  Wildlife  Service,  Alaska  Co¬ 
operative  Wildlife  Research  Unit,  Col¬ 
lege,  Alaska. 

The  proposed  research  is  directed  to¬ 
ward  a  determination  of  the  effect  of 
the  Alaskan  Native  harvest  on  the  pop¬ 
ulations  of  bowhead  and  gray  whales  in 
the  Bering,  Chukchi,  and  Beaufort  Seas. 
Principal  elements  of  the  research  are 
direct  observations,  photography  and 
collection  of  specimen  materials  from 
whales  taken  in  the  Eskimo  fishery.  Data 
gathered  in  the  course  of  this  project 
will  be  analyzed  to  determine  popula¬ 
tion  trends,  age,  structure  of  the  various 
populations  of  these  species,  reproduc¬ 
tive  rates  and  grrowth  parameters.  These 
data  will  provide  the  basis  for  more  ef¬ 
fective  conservation  and  management  of 
these  endangered  species  of  whales,  and 
will  assist  in  increasing  the  efficiency  of 
the  native  harvest  and  reducing  the  num¬ 
ber  of  animals  struck  but  lost. 

In  connection  with  this  proposed  proj¬ 
ect,  it  is  recognized  that  toe  permit  ap¬ 
plicant  has  been  issued  a  scientific  re¬ 


search  permit  under  the  provisions  of  the 
Marine  Mammal  Protection  Act  of  1972 
to  conduct  similar,  and  In  some  cases 
identical,  activities  (39  FR  33386,  Sep¬ 
tember  17, 1974). 

Documents  submitted  In  connection 
with  this  application  are  available  in 
toe  Office  of  the  Director,  National  Ma¬ 
rine  Fisheries  Service,  Department  of 
Commerce,  Washington,  D.C.  20235,  tele¬ 
phone  202-634-7529,  and  the  Offices  of 
the  Regional  Director,  Northwest  Region, 
National  Marine  Fisheries  Service.  1700 
Westlake  Avenue,  North,  Seattle,  Wash¬ 
ington,  98109,  telephone  206-442-7575 
and  the  Regional  Director,  Alaska  Re¬ 
gion,  National  Marine  Fisheries  Service, 
P.O.  Box  1668,  Juneau,  Alaska,  99801, 
telephone  907-586-7221. 

Interested  parties  may  submit  writ¬ 
ten  data  or  views  on  this  application  on 
or  before  May  12,  1975,  to  the  Director, 
National  Marine  Fisheries  Service,  De¬ 
partment  of  Commerce,  Washington, 
D.C.,  20235. 

Written  views  or  data,  or  requests  for 
a  public  hearing  on  this  application 
should  be  submitted  to  the  Director,  Na¬ 
tional  Marine  Fisheries  Service,  Depart¬ 
ment  of  Commerce,  Washington,  D.C., 
20235  on  or  before  May  12,  1975.  The 
holding  of  such  hearing  is  at  toe  discre¬ 
tion  of  toe  Director, 

All  statements  and  opinions  contained 
in  this  notice  in  .support  of  this  applica¬ 
tion  are  summaries  based  upon  informa¬ 
tion  supplied  by  toe  Applicant  and.  there¬ 
fore,  do  not  necessarily  reflect  the  views 
of  toe  National  Marine  Fisheries  Service. 

Dated:  April  7, 1975. 

Robert  F.  Hutton, 

Acting  Director,  National 
Marine  Fisheries  Service. 

(FR  Doc.76-9329  Filed  4-9-75:8:45  am] 


DEPARTMENT  OF  HEALTH, 
EDUCATION,  AND  WELFARE 
Food  and  Drug  Administration 

I  FDA-225-75-4034] 

ARTX  TELECOMMUNICATION  EQUIPMENT 

Memorandum  of  Understanding  With  the 
Arizona  Department  of  Health  Services 

Pursuant  to  toe  notice  published  in  toe 
Federal  Register  of  October  3,  1974  (39 
FR  35697),  stating  that  future  memo¬ 
randa  of  understanding  between  the 
Food  and  Drug  Administration  and 
others  would  be  published  in  toe  Federal 
Register,  the  Commissioner  of  Food  and 
Drugs  Issues  the  following  notice: 

The  Food  and  Drug  Administration  ex¬ 
ecuted  a  Memorandum  of  Understand¬ 
ing  with  toe  Arizona  Department  of 
Health  Services  on  February  24, 1975.  The 
purpose  of  the  memorandum  is  to  estab¬ 
lish  toe  procedures  and  guidelines  for  the 
operation,  maintenance,  and  protection 
of  FDA-rented  ARTX  Telecommunica¬ 
tion  Equipment.  It  reads  as  follows: 

Memoranditm  or  Understanding  Between 
THE  Arizona  Dspartaient  or  Health  Serv¬ 
ices  AND  THE  Food  and  Drug  Administra¬ 
tion 

I.  Purpose.  To  establish  the  procedures  and 
guidelines  for  the  operation,  maintenance 
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and  protection  of  FDA-rented  ARTX  Tele- 
oommunlcatlon  Equipment  located  In  the 
State  Health  Building.  1740  West  Adams 
Street,  Phoenix,  Arizona  86007. 

n.  Background.  The  FDA,  Assistant  Secre¬ 
tary  for  Health,  Department  of  HEW.  and 
the  General  Services  Administration  have  ap¬ 
proved  a  program  to  install  full  telecom¬ 
munication  transmit  and  receive  terminals 
In  a  number  of  prime  state  food  and  drug 
agencies.  Although  terminals  will  be  placed 
In  a  number  of  prime  food  and  drug  reg¬ 
ulatory  agencies,  there  are  a  number  of  other 
agencies  with  food  and  drug  responsibilities 
In  each  state,  where  no  terminal  will  be  in¬ 
stalled.  Therefore,  your  agency,  being  one 
that  received  a  terminal,  must  agree  to  share 
the  terminal  with  other  food  and  drug  agen¬ 
cies  In  your  state  to  assure  that  the  com¬ 
munication  system  Is  accessible  to  all  agen¬ 
cies  with  food  and  drug  related  responslbll- 
tles. 

In  addition  to  terminal-sharing.  It  is  nec¬ 
essary  for  our  two  agencies  to  assure  that 
proper  operation  and  necessary  supporting 
requirements  for  the  equipment  Is  main¬ 
tained  and  proper  security  Is  provided  for  the 
equipment. 

ni.  Substance  of  Agreement.  A.  The  Food 
and  Drug  Administration  agrees: 

1.  To  arrange  for  the  installation  of  the 
equipment  in  the  location  designated  by 
yo\ir  agency. 

2.  To  support  financially  the  cost  of  Ini¬ 
tial  Installation  of  the  equipment  and  pay 
directly  to  GSA  and  Western  Union  the 
monthly  rental  cost.  After  the  initial  Instal¬ 
lation,  the  state  will  be  responsible  for  relo¬ 
cation  installation  cost,  unless  relocation  Is 
in  conjimction  with  a  major  move  of  the 
terminal  agency  to  a  new  location  address. 

3.  To  identify  for  you  those  units  in  your 
state  on  which  terminal-sharing  must  be 
accomplished. 

4.  To  require  that  the  terminal  location 
agency  (your  agency)  submit  to  FDA  a  ter¬ 
minal-sharing  plan  to  be  developed  by  you 
and  other  sharing  units  in  your  state. 

5.  To  arrange  through  Western  Union  for 
training  of  terminal  operators. 

6.  To  provide  operation  instruction  man- 
tial. 

7.  To  withdraw  financial  support  for  the 
terminal  If  gross  misuse  of  the  terminal  is 
practiced  after  due  notice. 

B.  The  State  Terminal  Agency  agrees: 

1.  To  provide  suitable  physical  location 
tor  equipment  with  adequate  security  pro¬ 
tection. 

2.  To  provide  and  pay  tar  electric  power 
somce  to  cerate  the  terminal.  (110  volts) 

8.  To  provide  for  paper,  tape  and  other 
material  necessary  for  the  operation  of  the 
equipment. 

4.  To  share  the  termlnsd  with  other  food 
and  drug  agencies  in  the  state  according  to 
a  terminal-sharing  plan  agreed  to  by  each 
potential  user. 

5.  To  submit  to  the  FDA  Regional  Office 
monthly  traffic  log.  (Form  to  be  furnished 
by  FDA) 

6.  To  submit  promptly  all  messages  re¬ 
ceived  for  addresses  other  than  your  agencies. 
Transmit  promptly  messages  to  FDA  re¬ 
ceived  from  other  i4>proprlate  agencies. 

7.  Mn.»ntAin  operator  coverage  tor  the  ter¬ 
minal  between  normal  working  hours  of 
your  agency. 

8.  Notify  vendor  (Western  Union)  of  any 
breakdown  of  the  equipment  ot  other  needs 
for  maintenance. 

9.  Notify  FDA  (Regional  or  Headquarters) 
of  periods  that  the  equipment  is  out-of- 
servlce. 

10.  That  the  system  will  be  used  only  tar 
commimlcation  between  your  state  and  FDA 
(Regional.  Distoict,  or  Headquarters  Office). 


It  is  understood  that  the  equipment  Is 
not  to  be  used  for  communication  between 
state  agencies. 

IV.  Name  and  Address  of  Terminal  Agency. 
Arizona  Department  of  Health  Services. 
State  Health  Building,  1740  West  Adams 
Street.  Phoenix,  Arizona  86007. 

V.  Liaison  Officers.  For  Arizona  Dept,  of 
Health  Services:  Richard  Shanks,  Ass’t.  Dl- 
rectOT,  John  H.  Beck.  Chief.  Bureau  of  Sani¬ 
tation.  Address:  Arizona  Department  of 
Health  Services,  State  Health  Building,  1740 
West  Adams  Street,  Phoenix,  Arizona  86007. 
Telephone  Nos.:  (602  )  271-3187,  and  (602) 
271-4641. 

For  FDA:  Douglas  C.  Payne,  Supervisory 
Investigator.  Address:  Phoenix  Resldeiit 
Post,  lios  Angeles  District,  1314  N.  Central, 
Phoenix,  AZ  86004.  Telephone  No.:  (602)  261- 
3275. 

VI.  Period  of  Agreement.  This  agreement, 
when  accepted  by  both  parties,  will  have  an 
effective  period  of  perfomumce  three  (3) 
years  from  date  of  slgnatiu*e  and  may  be 
modified  by  mutual  consent  by  both  parties 
or  may  be  terminated  by  either  party  upon 
a  thirty  (30)  day  advance  written  notice  to 
the  other. 

Approved  and  accepted  for  the  Arizona 
Department  of  Health  Services:  B/Richard 
Shanks,  Ass’t.  Director,  Arizona  Department 
of  Health  Services.  Date:  February  IS,  1975. 

Approved  and  accepted  for  the  Food  and 
Drug  Admmistratlon:  b/ Irwin  B.  Berch, 
Regional  Food  and  Drug  Director,  Region  IX, 
FDA.  Date:  February  24, 1975. 

Effective  date:  This  Memorandum  of 
Understanding  became  effective  Febru¬ 
ary  24. 1975. 

Dated:  April  3, 1975. 

Sam  D.  Fine, 

Associate  Commissioner  for 
Compliance. 

(FR  Doc.76-9306  Filed  4-9-76;8:45  am] 

REGULATORY  PROGRAMS  INVOLVING 
DRUG.  PESTICIDE,  AND  INDUSTRIAL 
CHEMICAL  RESIDUES  IN  ANIMAL 
FEEDS  AND  IN  MEAT  AND  POULTRY 

Agreement  With  the  Animal  and  Plant 
Health  Inspection  Service 

Hie  Animal  and  Plant  Health  Inspec¬ 
tion  Service  of  the  Department  of  Agri¬ 
culture  and  the  Food  and  Drug  Adminis¬ 
tration  have  drawn  up  a  Memorandum 
of  Understanding  concerning  certain  re¬ 
lated  objectives  in  carrying  out  their  re¬ 
spective  responsibilities  under  the  Fed¬ 
eral  Meat  Inspection  Act  and  the  Poul¬ 
try  Products  Inspection  Act  and  the 
Federal  Food,  Drug,  and  Cosmetic  Act. 
The  agreement,  which  sets  forth  the 
working  arrangements  being  followed  or 
adopted  in  the  interest  of  the  public  so 
that  each  agency  will  discharge  as  ef¬ 
fectively  as  possible  its  regulatory  activ¬ 
ities  pertaining  to  drug,  pesticide,  and 
industrial  chemical  residues  in  meat, 
poultry  and  feeds  for  food-producing 
animals,  reads  as  follows: 

MxicmuNDUM  or  Unoebstanoing  Between 
Depahtment  or  Health,  Education,  and 
Weltare,  Food  and  Drug  Aoicinistratton 
AND  Department  or  Agriculture,  Animal 
AND  Plant  Health  Inspection  Service 

relative  to  regulatory  programs  involving 

DRUG,  PESTICroE,  AND  INDUSTRIAL  CHEMICAL 
RESmUES  IN  ANIMAL  PEEDS,  MEAT  AND  POUL¬ 
TRY 

The  Food  and  Drug  Administration  (FDA) 
of  the  Department  of  Health,  Education,  and 


Welfare  Is  charged  with  the  enforcement  of 
the  Federal  Food,  Drug,  and  Cosmetic  Act. 
In  fulfilling  its  responsibilities  under  the 
act,  FDA  directs  its  activities  toward  the  pro¬ 
tection  of  the  public  health  of  the  nation  by 
ensuring  that  foods  for  humans  and  animals 
are  safe  and  wholesome  and  that  animal  feeds 
are  free  of  Ulegal  drug,  pesticide,  and  indus¬ 
trial  chemical  residues.  This  is  accomplished 
by  Inspecting  the  processing  and  distribution 
of  animal  feeds  and  examining  samples 
thereof  to  assure  compliance  with  the  act. 

The  Animal  and  Plant  Health  Inspection 
Service  (APHIS)  of  the  Department  of  Agri¬ 
culture  (USDA),  under  the  authority  of  the 
Federal  Meat  Inspection  Act  and  the  Poul¬ 
try  Products  Inspection  Act,  Is  responsible 
for  the  wholesomeness  and  safety  of  meat 
and  poultry  Intended  for  human  consump¬ 
tion.  This  is  accomplished  by  continuous  In¬ 
spection  at  slaughtering  and  processing  es¬ 
tablishments  and  by  sampling  and  analyzing 
edible  tissues  derived  from  livestock  and 
poultry  at  the  time  of  slaughter  to  assure, 
among  other  things,  that  meat  and  poultry 
do  not  contain  illegal  residues  of  drugs,  pesti¬ 
cides,  and  industrial  chemicals. 

Meat  and  poultry  may  become  contami¬ 
nated  with  Illegal  drug,  pesticide,  and  Indus¬ 
trial  chemical  residues  from  several  sources. 
Including  the  presence  of  these  residues  In 
animal  feeds  at  actionable  levels.  Thus,  the 
two  agencies  have  certain  related  objectives 
In  carrying  out  their  respective  regulatory 
and  service  activities.  Therefore,  it  is  de¬ 
sirable  from  the  standpoint  of  public  inter¬ 
est  to  set  forth  in  this  Memorandum  of  Un¬ 
derstanding,  the  working  arrangements  which 
are  being  followed  or  adopted  to  enable  each 
agency  to  discharge,  as  effectively  as  possible. 
Its  responsibilities  relative  to  the  problem  of 
illegal  drug,  pesticide,  and  industrial  chemi¬ 
cal  residues  In  meat,  poultry,  and  In  feeds  for 
food-producing  animals. 

A.  The  Animal  and  Plant  Health  Inspec¬ 
tion  Service  will: 

1.  Supply  FDA  district  offices  and  head¬ 
quarters  with  a  complete  list  of  all  meat 
and  poultry  establishments  which  are  op¬ 
erating  under  USDA  continuous  inspection. 
APHIS  will  regularly  Inform  FDA  of  any 
changes  or  additions  to  this  list. 

2.  Immediately  notify  the  appropriate  FDA 
district  office  and  FDA  headquarters  of  find¬ 
ings  of  illegal  drug,  pesticide,  or  Industrial 
chemical  residues  In  edible  tissue  samples  of 
meat  or  poultry  and  promptly  transmit  to  the 
FDA  district  office  all  other  Information  rela¬ 
tive  to  these  actionable  findings  obtained  by 
APHIS  subsequent  to  such  notification. 

3.  Report  to  the  appropriate  FDA  district 
office  the  results  of  any  APHIS  Investigation 
Initiated  because  of  Information  made  avail¬ 
able  by  that  FDA  office. 

4.  Make  available  to  FDA  any  reports,  doc¬ 
uments  and  samples  necessary  support  a 
regulatory  action  under  the  Federal  Food, 
Drug,  and  Cosmetic  Act  Involving  drug  resi¬ 
dues  In  meat  and  poultry.  Upon  request, 
make  APHIS  personnel  available  for  testi¬ 
mony. 

6.  Keep  FDA  headquarters  fully  informed 
of  specific  details  regarding  APHIS  sampling 
and  testing  programs  for  residues  In  meat  and 
poultry. 

8.  Periodically  provide  FDA  headquarters 
with  results  of  all  APHIS  meat  and  poultry/ 
residue  sampling  and  testing  programs.  In¬ 
cluding  the  number  and  location  of  sanqiles 
tested,  the  residues  for  which  tests  were  con¬ 
ducted,  the  methodology  used,  and  other  re¬ 
lated  Information. 

7.  Advise  FDA  headquarters  whenever  It 
seeks  an  action  level  or  tolerance  from  the 
Environmental  Protection  Agency  for  a  pes¬ 
ticide  residue  In  meat  or  poultry  so  that  FDA 
may  also  consider  the  need  for  an  action  level 
or  tolerance  for  that  pesticide  residue  in  ani¬ 
mal  feed. 
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B.  The  Food  and  Drug  Administration 

wlU: 

1.  Immediately  notify  the  APHIS  head¬ 
quarters  of  findings  of  Illegal  dnig.  pesti¬ 
cide,  or  Industrial  chemical  residues  In  feeds 
and  feed  ingredients  Intended  tor  food-pro¬ 
ducing  animals  or  results  of  any  other  FDA 
Investigation  which  Indicate  the  likelihood 
that  actionable  residues  will  be  present  in 
meat  or  poultry. 

2.  Report  to  the  appropriate  APHIS  re¬ 
gional  office  the  results  of  any  FDA  Investi¬ 
gation  Initiated  because  of  Information  made 
available  by  APHIS. 

3.  Provide  APHIS  headquarters  with  PDA 
Inspectlonal,  sampling  and  testing  programs 
for  drugs,  pesticides,  and  industrial  chemi¬ 
cals  in  animal  feeds,  feed  Ingredients,  dairy 
products  and  eggs. 

39-000,  fol.  1131,  31-10,  AprU  9 

4.  Periodically  furnish  APHIS  headquar¬ 
ters  with  results  of  all  FDA  sampling  and 
testing  programs  Involving  drugs,  pesticides, 
and  industrial  chemicals  in  animal  feeds, 
dairy  products  and  eggs.  Including  the  num¬ 
ber  and  location  of  samples  tested,  the  resi¬ 
dues  for  which  tests  were  conducted,  the 
methodology  used,  and  other  related  Infor¬ 
mation. 

6.  Recommend,  upon  request  from  APHIS, 
action  levels  for  Industrial  chemical  resi¬ 
dues  In  meat  or  poultry. 

6.  Advise  AUHIS  headquarters  whenever  It 
plans  to  establish  an  action  level  for  a  pes¬ 
ticide  residue  in  animal  feeds,  feed  Ingre¬ 
dients,  dairy  products  or  eggs  so  that  APHIS 
may  also  consider  the  need  for  an  action 
level  for  that  pesticide  residue  in  meat  and 
poultry. 

C.  It  Is  mutually  agreed  that; 

1.  Both  agencies  will  maintain  a  close 
working  relationship,  both  in  headquarters 
and  In  the  field. 

2.  Each  agency  will  coordinate  its  Investi¬ 
gations  with  the  other  agency  to  the  extent 
necessary  to  avoid  duplication  of  effort,  and 
with  apprc^rlate  State  officials  when  viola¬ 
tions  of  the  Federal  Food,  Drug,  and  Cosmetic 
Act,  the  Federal  Meat  Inspection  Act  and 
Poultry  Products  Inspection  Act  are  encoun¬ 
tered  Involving  Illegal  residues. 

3.  Regulations  proposed  by  either  agency 
pertaining  to  the  problem  of  residues  In 
animal  feed/meat  and  poultry  will  be  re¬ 
ferred  to  the  other  agency  for  review  and 
comment  prior  to  Issuance. 

4.  Both  agencies  will  exchange  Information 
relative  to  their  analytical  methodology  used 
In  Identifying  and  determining  drug,  pesti¬ 
cide,  and  Industrial  chemical  residues  in 
feeds,  feed  Ingredients  and  food  derived  from 
animals.  Both  agencies  will  cooperate  in  the 
development  and  Implementation  of  analyti¬ 
cal  and  statistical  methodologies  to  ensure 
comparability  of  results  In  the  examination 
of  food  derived  from  animals. 

5.  Each  agency  will  advise  the  other  agency 
and  exchange  Information  whenever  it  Is 
considering  a  release  of  Informational  mate¬ 
rials  that  may  Impact  on  the  other  agency. 

6.  Each  agency  will  designate  to  the  other 
a  central  headquarters  contact  point  to 
which  communications  dealing  with  this 
agreement  or  xnatters  affected  thereby  may 
be  first  referred  for  attention.  Both  agencies 
will  assign  liaisons  between  the  agencies  at 
the  field  level  and  provide  a  mechanism  by 
which  field  contacts  will  be  made  and  main¬ 
tained  for  the  period  of  the  agreement.  Im- 
plementtrtlon  Instructions  will  be  Issued  by 
each  agency  and  exchanged  by  both  agencies 
which  Identify  Interagency  contacts  and  liai¬ 
son  representatives  and  set  forth  other  per¬ 
tinent  operational  procedures  to  be  followed 
relative  to  the  agreement. 


7.  Nothing  in  this  agreement  modifies  other 
agreements,  nor  does  It  preclude  entering 
into  separate  agreements  setting  forth  pro¬ 
cedures  for  special  programs  which  can  be 
handled  more  efficiently  and  expeditiously 
by  such  special  agreement. 

8.  The  provisions  of  this  memorandum 
may  be  modified  at  any  time  by  mutual 
agreement. 

Approved  and  accepted  for  the  Animal 
and  Plant  Health  Inspection  Service;  By; 
F.  J.  Mulbem.  Title;  Administrator,  Animal 
and  Plant  Health  Inspection  Service.  Date; 
2/18/76. 

Approved  and  accepted  for  the  Food  and 
Drug  Administration;  By;  A.  M.  Schmidt. 
Title;  Commissioner  of  Food  and  Drugs. 
Date;  4-4-76. 

Effective  date:  This  agreement 
becomes  effective  April  10,  1975. 

Dated:  AprU  4, 1975. 

A.  M.  Schmidt, 

Commissioner  of  Food  and  Drugs. 

[FR  Doc.76-9304  Piled  4-9-76;8;46  am] 

National  Institutes  cf  Health 

CANCER  INSTITUTIONAL  FELLOWSHIP 
REVIEW  COMMITTEE 

Notice  of  Meetings 

Pursuant  to  Public  Law  92-463,  notice 
is  hereby  given  of  the  meetings  of  the 
Cancer  Institutional  PeUowship  Review 
Committee  and  its  Subcommittees,  for 
May  1975,  HoUday  Inn,  5520  Wisconsin 
Avenue,  Bethesda,  Maryland,  in  Confer¬ 
ence  Rooms  stated  in  the  notice. 

These  meetings  wUl  be  open  to  the 
public  to  discuss  administrative  details 
from  8:30  a.m.  to  9  a.m.  on  the  dates 
specified  in  the  notice.  Attendance  by 
the  public  wUl  be  limited  to  space  avaU- 
able.  These  meetings  wiU  be  closed  there¬ 
after  until  adjournment  in  accordance 
with  the  provisions  set  forth  in  sections 
552(b)(4).  552(b)(5)  and  552(b)(6)  of 
Title  5,  U.S.  Code  and  section  10(d)  of 
Pub.  L.  92-463,  for  the  review,  discussion 
and  evaluation  of  Individual  initial  pend¬ 
ing  grant  applications.  The  closed  por¬ 
tions  involve  solely  the  internal  expres¬ 
sion  of  views  and  judgments  of  com¬ 
mittee  members  on  individual  grant  ap¬ 
plications  containing  detaUed  research 
protocols,  designs,  and  other  technical 
information;  financial  data,  such  as 
salaries;  an(l  personal  information  con¬ 
cerning  individuals  associated  with  the 
applications. 

Mrs.  Marjorie  P.  Early,  Committee 
Management  OfBcer,  NCI,  Building  31, 
Room  3A16,  National  Institutes  of 
Health,  Bethesda,  Maryland  20014  (301/ 
496-5708)  will  furnish  summaries  of  the 
meetings  and  rosters  of  committee  mem¬ 
bers  upon  request.  Other  information 
pertaining  to  the  meeting  can  be  obtained 
from  Dr.  Barney  C.  Lepovetsky,  Execu¬ 
tive  Secretary,  Westwood  Building,  Room 
10A18,  National  Institutes  of  Health, 
Bethesda,  Maryland  20014  (301/496- 
7803) . 


Name  Date  Boom 

No. 


Subcommittee  on  Epidemiolofy _ May  12  806. 

Subcommittee  on  Radiation,  Dias-  ...do _ 906. 

noeis,  and  Tbenpy. 

Subcommittee  on  Viral  Oncology...  May  13  805. 

Subcommittee  on  Chemotherapy . do .  905. 

Subcommittee  on  Drug  Develop-  May  14  805. 

ment. 

Subcommittee  on  Immunology . ...do .  906. 

Subrammittee  on  Tumor  Biology..  May  15  806. 

Subcommittee  on  CaiclnogenesTs . do .  905. 

Cancer  InsUtutional  Fulowship  May  16  Adams 

Review  Committee.  Room. 

Dated:  April  3,  1975. 

Suzanne  L.  Fremeau, 
Committee  Management 
Officer.  NIH. 

(FR  DOC.7&-9316  Filed  4-9-76;8:46  am] 

NATIONAL  CANCER  INSTITUTE 
Advisory  Committee  Meetings 

Pursuant  to  Public  Law  92-463,  notice 
is  hereby  given  of  the  meetings  of  com¬ 
mittees  advisory  to  the  National  Cancer 
Institute. 

These  meetings  will  be  open  to  the 
public  to  discuss  administrative  details 
or  other  issues  relating  to  committee 
business  as  indicated  in  the  notice.  At¬ 
tendance  by  the  public  will  be  limited 
to  space  available.  Some  of  these  meet¬ 
ings  will  be  closed  as  indicated  below  in 
accordance  with  the  provisions  set  forth 
in  sections  552(b)  (4)  and  552(b)  (6)  of 
Title  5,  U.S.  Code  and  Section  10(d)  of 
Pub.  L.  92-463  for  the  review,  discus¬ 
sion  and  evaluation  of  individual  re¬ 
search  contract  proposals  as  indicated. 
The  proposals  contain  information  of  a 
proprietary  or  confidential  nature,  in¬ 
cluding  detailed  research  protocols, 
designs,  and  other  technical  informa¬ 
tion;  financial  data,  such  as  salaries; 
and  personal  Information  concerning  in¬ 
dividuals  associated  with  the  proposals. 

Mrs.  Marjorie  P.  Early,  Committee 
Management  Officer,  NCI,  Building  31, 
Room  3A16,  National  Institutes  of 
Health,  Bethesda,  Maryland  20014  (301/ 
496-5708)  will  furnish  summaries  of  the 
meetings  and  rosters  of  committee  mem¬ 
bers  upon  request.  Other  information 
pertaining  to  the  meeting  can  be  ob¬ 
tained  from  the  Executive  Secretary  in¬ 
dicated.  Meetings  are  at  the  National  In¬ 
stitutes  of  Health,  9000  Rockville  Pike, 
Bethesda,  Maryland  20014  unless  other¬ 
wise  stated. 

Name  of  committee:  Cancer  Control  Sup¬ 
portive  Services  Review  Committee. 

Dates;  May  12,  1976,  8;30  ajn. 

Place;  BuUdlng  1,  Room;  Wilson  Hall,  Na¬ 
tional  Institutes  of  Health. 

Times;  Open,  May  12,  8;30  ajn.-9;00  a  m.; 
closed.  May  12,  9;00  a.m.— adjournment. 

Closure  reason:  To  review  research  con¬ 
tract  prc^oeals. 

Executive  Secretary:  Dr.  Veronica  L.  Con¬ 
ley. 

Address;  Blair  Building,  Room  7A01,  Na¬ 
tional  Instltutee  of  Health. 

Phone:  301/427-7943, 

Catalog  of  Federal  Domestic  Assistance 
Number:  13.825. 
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Name  oC  committee:'  Cancer  Control  In¬ 
tervention  Programs  Review  Committee. 

Dates:  May  14, 1975, 8:30  a.m. 

Place:  Building  3 1C,  Room:  Ccmference 
Room  8,  National  Institutes  of  Healtn. 

Times:  Open,  May  14,  8:30  ajn.-8:00  ajn.; 
closed:  May  14,  9:00  a.m.-adjoumment. 

Closure  reason:  To  review  research  con¬ 
tract  proposals. 

Executive  Secretary:  Dr.  Veronica  L. 
Conley. 

Address:  Blair  Building,  Ro<Mn:  7A01,  Na¬ 
tional  Institutes  of  Health. 

Phone:  301/427-7943. 

Catalog  of  Federal  Domestic  Assistance 
Number:  13.825. 

Name  of  conunittee:  Virus  Cancer  Program 
Scientific  Review  Committee  A. 

-  Dates:  May  16, 1975, 8:30  a.m. 

Place:  Bxiildlng  31  A,  Room:  Conference 
Room  4,  National  Institutes  of  Health. 

Times:  Open:  May  16,  8.30  a.m.-0:30  a.m.; 
closed:  May  16,  9:30  a.m.-adJournment. 

Closiire  reason:  To  review  research  con¬ 
tract  proposals. 

Executive  Secretary:  Dr.  Elke  Jordan. 

Address:  Building  37,  Room:  1A07.  Nation¬ 
al  Institutes  of  Health. 

Phone:  301/496-6027. 

Catalog  of  Federal  Domestic  Assistance 
Number:  13.826. 

Name  of  conunittee:  Subcommittee  on  En¬ 
vironmental  Carcinogenesis. 

Dates:  May  17, 1975, 10:00  a.m. 

Place:  O’Hare  Hilton,  O’Hare  Airport,  Room 
2109,  Chicago,  Illinois. 

Times:  Open  for  the  entire  meeting. 

Agenda:  Formulation  ot  more  specific  rec¬ 
ommendations  based  on  agenda  Items  of 
January  20-21,  meeting  of  the  Subcom¬ 
mittee. 

Executive  Secretary:  Dr.  W.  Gary  Flamm. 

Address:  Building  31,  Room:  11A05,  Na- 
tlcmal  Institutes  of  Health. 

Phone:  301/496-5946. 

Name  of  committee:  Committee  on  Can¬ 
cer  Immunobiology. 

Dates:  May  19-20, 1976, 9:00  a.m. 

Place:  Landow  Building,  Boom:  Confer¬ 
ence  Room  C-418,  National  Institutes  of 
Health. 

Times:  Open:  May  19,  9:00  a.m.-0:30  a.m.; 
closed:  May  19,  9:30  am.-5:00  pm.;  closed: 
Blay  20, 9 :00  am.-adjoumment. 

caosure  reason:  To  review  research  con¬ 
tract  proposals. 

Executive  Secretary:  Ms.  Judith  M.  Mag- 
notta. 

Address:  Building  10,  Room:  4B17,  National 
Institutes  of  Health. 

Phone:  301/496-1791. 

Catalog  of  Federal  Domestic  Assistance 
Number:  13fi25. 

Name  of  committee:  Cancer  Clinical  In¬ 
vestigation  Review  Committee. 

Dates:  May  22-24, 1975,  8:30  a.m. 

Place:  Building  31C,  Boom:  Conference 
Boom  6,  National  Institutes  of  Health. 

Times:  Open  for  the  entire  meeting. 

Agenda:  To  evaluate  the  mission  and  to 
review  the  operating  procedures  of  this  Com¬ 
mittee. 

Executive  Secretary:  Dr.  John  E.  Lane. 

Address:  Westwood  Building,  Room:  803, 
National  Institutes  of  Health. 

Phone:  301/496-7903. 

Name  of  committee:  Cancer  Control  Sup¬ 
portive  Services  Review  Committee. 

Dates:  May  27, 1975,  8:30  a.m. 

Place:  Building  31  A,  Room:  Conference 
Boom  4,  National  Institutes  of  Health. 

nmes:  Open:  May  27,  8:30  a.m.-0:00  am.; 
closed:  May  27, 9:00  am.-adjoununent. 

Closure  reason:  To  review  research  con¬ 
tract  proposals. 

Executive  Secretary:  Dr.  Veronica  L.  Con¬ 
ley. 


FEDERAL 


Address:  Blair  Building,  Room:  7A01,  Na¬ 
tional  Institutes  of  Health. 

Phone:  301/427-7943. 

Catalog  of  Federal  Domestic  Assistance 
Number:  13.825. 

Name  of  committee:  Cancer  Control  Inter¬ 
vention  Programs  Review  Committee. 

Dates:  May  30, 1975,  8:30  a.m. 

Place:  Building  3 1C,  Boom:  Conference 
Room  8,  National  Institutes  of  Health. 

Times:  Open:  May  30,  8:30  a.m.-9:00  a.m.; 
closed:  May  30,  9:00  a.m.-adJournment. 

Closure  reason:  To  review  research  con¬ 
tract  proposals. 

Executive  Secretary:  Dr.  Veronica  L.  Con¬ 
ley. 

Address:  Blair  Building,  Room:  7A01,  Na¬ 
tional  Institutes  of  Health. 

Phone:  301/427-7943. 

Catalog  of  Federal  Domestic  Assistance 
Number:  13.825. 

Dated;  AprU  3, 1975. 

Suzanne  L.  Fremeau, 
Committee  Management 
Officer,  NIH. 

[PR  Doc.75-9314  FUed  4-9-76;8:46  am) 


NATIONAL  CANCER  INSTITUTE 
Advisory  Committee  Meetings 

Pursuant  to  Public  Law  92-463,  notice 
Is  hereby  given  of  the  meetings  of  com¬ 
mittees  advisory  to  the  National  Cancer 
Institute. 

These  meetings  will  be  open  to  the  pub¬ 
lic  to  discuss  administrative  details  or 
other  issues  relating  to  committee  busi¬ 
ness  as  Indicated  in  the  notice.  Attend¬ 
ance  by  the  public  will  be  limited  to  space 
available.  Some  of  these  meetings  will 
be  closed  as  indicated  below  in  accord¬ 
ance  with  the  provisions  set  forth  in 
secUons  552(b)(4),  552(b)(5)  and  552 
(b)  (6)  of  Title  5,  U.S.  Code  and  section 
10(d)  of  Pub.  L.  92-463,  for  the  review, 
discussion  and  evaluation  of  individual 
initial  pending,  supplemental,  and  re¬ 
newal  grant  applications.  The  closed  por- 
ti<Mis  of  the  meetings  Involve  solely  the 
internal  expression  of  views  and  judg¬ 
ments  of  committee  members  on  individ¬ 
ual  grant  applications  containing  in 
detailed  research  protocols,  designs,  and 
other  technical  information;  financial 
data,  such  as  salaries;  and  personal  in¬ 
formation  concerning  individuals  asso¬ 
ciated  with  the  applications. 

Mrs.  Marj(»ie  F.  Early,  Committee 
Management  Officer,  NCI,  Building  31, 
Room  3A16,  National  Institutes  of 
Health,  Bethesda,  Maryland  20014  (301/ 
496-5708)  will  furnish  summaries  of  the 
meetings  and  rosters  of  committee  mem¬ 
bers  upon  request.  Other  information 
pertaining  to  the  meeting  can  be  ob¬ 
tained  from  the  Executive  Secretary 
indicated.  Meetings  are  at  the  National 
Institutes  of  Health,  9000  Rockville  Pike, 
Bethesda,  Maryland  20014  imless  other¬ 
wise  stat^. 

Name  of  Committee:  Cancer  Control 
Grants  Review  Committee. 

Dates:  May  6-6, 1975, 9:00  a.m. 

Place:  BiUldlng  31C,  Boom:  Conference 
Room  8,  National  Institutes  of  Health. 

Times:  Open:  May  5,  9:00  am.-9:80  a.m.t 
closed:  May  6,  9:30  a.m.-5:00  p.m.;  closed: 
May  6, 9:00  a.m.-adJoumment. 
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Closure  reason:  To  review  research  grant 
applications. 

Executive  Secretary:  Dr.  William  R. 
Sanslone. 

Address:  Westwood  Building,  Room:  809. 
National  Institutes  of  Health. 

Phone:  301/496-7565. 

Catalog  of  Federal  Domestic  Assistance 
Number:  13.312. 

Name  of  coniimlttee:  Cancer  Special  Pro¬ 
gram  Advisory  Committee. 

Dates:  May  15-16,  1975,  8:30  a.m. 

Place:  Building  31C,  Room:  Conference 
Boom  8,  National  Institutes  of  Health. 

Times:  Open:  May  16,  8:30  a.m.-0:30  a.m.; 
closed:  May  15,  9:30  a.m.-6:00  p.m.;  closed: 
May  16,  8:30  a.m.-adjoumment. 

Closure  reason:  To  review  research  grant 
applications. 

Executive  Secretary:  Dr.  Kenneth  C.  Potter. 

Address:  Westwood  BuUdlng,  Room:  805, 
National  Institutes  of  Health. 

Phone:  301/496-7665. 

Catalog  of  Federal  Domestic  Assistance 
Number:  13.312. 

Name  of  committee:  Cancer  Research 
Center  Review  Committee. 

Dates:  May  16-17,  1976,  8:30  a.m. 

Place:  Linden  HUl  Hotel,  6400  Pooks  Hill 
Road,  Bethesda,  Maryland. 

Times:  open:  May  16,  8:30  a.m.-10:00  ajn.; 
closed:  May  16,  10:00  a.m.-6:00  p.m.;  closed: 
May  17,  8:30  a.m.-adJoumment. 

Closure  reason:  To  review  research  grant 
applications. 

Executive  Secretary:  Dr.  Robert  h. 
Manning. 

Address:  Westwood  Building,  Room:  803, 
National  Institutes  of  Health. 

Phone:  301/496-7721. 

Catalog  of  Federal  Domestic  Asslstcince 
Number:  13.312. 

Name  of  committee:  Molecular  Control 
Working  Group. 

Dates:  May  28, 1976,  9:00  ajn. 

Place:  Building  31C,  Room:  Conference 
Room  7,  National  Institutes  of  Health. 

Times:  Open:  May  28, 9:00  a.m.-12:30  p.m.; 
closed:  May  28,  2:00  p.m.-adJoumment. 

Agenda/open  portion:  AppUcatlons  of 
Molecular  Biology  to  design  of  AntlneoplasUe 
drugs. 

Closure  reason:  To  review  research  grant 
applications. 

Executive  Secretary:  Dr.  T.  E.  O’Connor. 

Address:  Building  41,  Room:  A107,  Natloxial 
Institutes  of  Health. 

Phone:  301/496-3647. 

Catalog  of  Federal  Domestic  Assistance 
Number:  13.312. 

Name  of  committee:  Subcommittee  on 
Centers. 

Dates:  May  21, 1976,  9:00  a.m. 

Place:  Building  31A,  Room:  Conference 
Room  4,  National  Institutes  of  Health. 

Times:  Open:  May  21,  9:00  ajn.-3:00  p.m4 
closed:  May  21,  3:00  p.m.-adjoumniient. 

Closure  reason:  To  review  research  grant 
applications. 

Agenda:  Continuation  of  the  Subcommit¬ 
tee’s  review  and  evaluation  of  the  cancer 
centers  program  and  Its  recommendations  to 
the  NCAB. 

Executive  Secretary:  Dr.  John  W.  Yarbro. 

Address:  Westwood  Building,  Room:  832, 
National  Institutes  of  Health. 

Phone:  301/496-7427. 

Catalog  of  Federal  Domestic  Assistance 
Number:  13.312. 

Dated:  AprU  3,  1975. 

Suzanne  L.  Fremeau, 
Committee  Management 
Officer.  NIH, 

(FR  Doc.75-9316  Filed  4-9-75;8:46  am] 
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SUBCOMMITTEE  FOR  EXTRAMURAL 
PROGRAMS 

Notice  of  Meeting 

Pursuant  to  Public  Law  92-463,  notice 
Is  hereby  given  of  the  meeting  of  the 
Subcommittee  for  Extramural  Programs 
of  the  Board  of  Regents  of  the  National 
Library  of  Medicine,  on  April  30,  1975, 
from  9  a.m.  to  adjournment.  In  the  Con¬ 
ference  Room  adjacent  to  the  Pi'esident’s 
Ofiftces  of  the  University  of  Alabama  In 
Birmingham. 

The  meeting  will  be  open  to  the  public 
from  9  a.m.  to  9:30  a.m.  for  related  Sub¬ 
committee  business.  Attendance  by  the 
public  will  be  limited  to  space  available. 
In  accordance  with  provisions  set  forth 
in  sections  552(b)(4),  552(b)(5)  and 
552(b)  (6),  TlUe  5,  U.S.  Code  and  section 
10(d)  of  Pub.  L.  92-463.  the  meeting  will 
be  closed  to  the  public  from  9:30  a.m.  to 
adjournment  for  the  review,  discussion, 
and  evaluation  of  Individual  Initial 
pending  grant  applications  for  assist¬ 
ance  in  medical  library  and  learning  re- 
soxirces  facilities’  construction.  The 
closed  portion  of  the  meeting  involves 
solely  the  internal  expression  of  views 
and  judgments  of  committee  members 
on  individual  grant  applications  which 
contain  information  of  a  proprietary  or 
confidential  nature,  including  technical 
Information;  financial  data,  such  as 
salaries;  and  personal  information  con¬ 
cerning  individuals  associated  with  the 
applications. 

Mr.  Arthur  J.  Broering,  Deputy  As¬ 
sociate  Director  for  Extramural  Pro¬ 
grams,  National  Library  of  Medicine, 
8600  Rockville  Pike,  Bethesda,  Maryland 
20014,  telephone  number:  301-496-4671, 
will  furnish  a  meeting  summary,  a  roster 
of  committee  members,  and  other  infor¬ 
mation  pertaining  to  the  meeting. 

(Catalog  of  Federal  Domestic  Assistance 
Program  No.  13.340 — National  Institutes  of 
Health) 

Dated:  April  3,  1975. 

Suzanne  L.  Fremeau, 

Committee  Maruigement 
Officer.  NIH. 

[FR  Doc.76-9313  PUed  4^9-76:8:46  am] 


Office  of  Education 
BILINGUAL  EDUCATION 

Closing  Dates  for  Receipt  of  Applications  . 
and  Requests  for  Participation 

Pursuant  to  the  authority  contained 
In  the  Bilingual  Education  Act  as 
amended  (Title  VII  of  the  Elementary 
and  Secondary  Education  Act  of  1965, 
as  amended  by  section  105  of  the  Educa¬ 
tion  Amendments  of  1974,  Pub.  L.  93- 
380,  84  Stat.  151,  20  U.8.C.  880b).  notice 
was  published  in  the  Federal  Register 
on  March  12, 1975,  (40  11627)  estab¬ 

lishing  a  closing  date  for  receipt  of  ap¬ 
plications  for  assistance  for  the  current 
fiscal  year  from  local  educational  agen¬ 
cies,  institutions  of  higher  education  In 
combination  with  such  agencies,  and  cer¬ 
tain  organizations  of  Indian  tribes  which 
operate  schools  for  Indian  children. 


On  March  28, 1975  a  notice  for  requests 
for  participation  in  the  program  of  fel- 
low^ips  for  trainers  of  bilingual  educa¬ 
tion  teachers  from  institutions  of  higher 
education,  after  consultation  with,  or 
jointly  with,  one  or  more  local  educa¬ 
tional  agencies,  was  published  at  40  FR 
14109  and  the  closing  date  was  omitted. 

The  purpose  of  this  notice  is  to  estab¬ 
lish  a  new  and  later  final  closing  date  for 
the  receipt  of  applications  in  response  to 
the  March  12, 1975  notice  of  closing  date, 
and  to  correct  the  omission  of,  and  es¬ 
tablish  a  closing  date  for  the  receipt  of 
request  for  participation,  and  to  correct 
the  Catalog  of  Federal  Domestic  Assist¬ 
ance  number  published  with  the  March 
12.  1975  notice. 

The  closing  date  hereby  established 
for  receipt  of  both  applications  for 
assistance  and  requests  for  participation 
is  May  1,  1975.  AppUcatioils  and  requests 
for  participation  must  be  received  by  the 
U.S.  Office  of  Education  on  or  before 
that  date. 

A.  Applications  or  requests  for  par¬ 
ticipation  sent  by  mail.  An  application 
or  request  for  participation  sent  by  mail 
should  be  addressed  as  follows:  U.S. 
OfSce  of  Education,  Application  Control 
Center,  400  Maryland  Avenue  SW., 
Washingrton,  D.C.  20202,  Attention: 
13.403.  An  application  sent  by  mail  will 
be  considered  to  be  received  on  time  by 
the  Application  Control  Center  if: 

(1)  The  application  or  request  for 
participation  was  sent  by  registered  or 
certified  mail  not  later  than  April  25. 
1975,  as  evidenced  by  the  U.S.  Postal 
Service  postmark  on  the  wrapper  or  en¬ 
velope,  or  on  the  original  receipt*  from 
the  U.S.  Postal  Service;  or 

(2)  The  application  or  request  for 
participation  is  received  on  or  before 
the  closing  date  by  either  the  Depart¬ 
ment  ''f  Health,  Education,  and  Welfare, 
or  the  U.S.  OfBce  of  Education  mail 
rooms  in  Washington,  D.C.  (In  estab¬ 
lishing  the  date  of  receipt,  the  Com¬ 
missioner  will  rely  on  the  time-date 
stamp  of  such  mail  rooms  or  other  doc¬ 
umentary  evidence  of  receipt  main¬ 
tained  by  the  Department  of  Health, 
Education,  and  Welfare,  or  the  U.S. 
Office  of  Education) . 

B.  Hand  delivered  applications  or 
requests  for  participation.  An  applica¬ 
tion  or  request  for  participation  to  be 
hand  delivered  must  be  taken  to  the  U.S. 
Office  of  Education  Application  Control 
Center,  Room  5673,  Regional  Office 
Building  'Three,  7th  and  D  Streets,  SW., 
Washington.  D.C.  Hand  delivered  appli¬ 
cations  or  requests  for  participation  will 
be  accepted  daily  between  the  hours  of 
8  a.m.  and  4  p.m.  Washington,  D.C.  time 
except  Saturdays,  Sundays,  or  Federal 
holidays.  Applications  or  requests  for 
participation  will  not  be  accepted  after 
4  p.m.  on  the  closing  date. 

C.  Program  information  and  forms. 
Information  and  application  forms  may 
be  obtained  from  the  Division  of 
Bilingual  Education,  Bureau  of  School 
Systems,  Office  of  Education,  Room 
3600,  7th  and  D  Streets,  SW..  Washing¬ 
ton,  D.C. 20202. 


D.  Applicable  regulations.  The  regu¬ 
lations  applicable  to  this  program  in¬ 
clude  the  Office  of  Education  General 
Provisions  Regulations  (45  CFR  Part 
100a).  Amendments  to  the  regulations 
for  Bilingual  Education  Programs  (45 
CFR  Part  123),  were  published  as  a 
Notice  of  Proposed  Rule  Making  in  the 
Federal  Register  on  March  12,  1975  (40 
^  11627).  Substantial  changes  in  the 
current  regulations  in  Part  123  with 
respect  to  conditions  regarding  awards 
of  assistance;  activities  which  may  be 
assisted,  priorities  and  criteria  govern¬ 
ing  award  decisions,  post  award  require¬ 
ments  and  other  relevant  matters  were 
proposed  in  such  notice. 

Part  123,  as  altered  by  such  amend¬ 
ments  as  republished  in  final  form,  will 
govern  the  operation  of  the  program. 

(20  U.S.C.  880b) 

Dated:  April  7,  1975. 

T.  H.  Bell, 

U.S.  Commissioner  of  Education. 

(Catalog  of  Federal  Domestic  Assistance 
Number  13.403,  Bilingual  Education) 

(FR  DOC.7&-9501  FUed  ‘4-9-76:8:46  am] 

DEPARTMENT  OF  HOUSING  AND 
URBAN  DEVELOPMENT 

Federal  Disaster  Assistance 
Administration 

(Docket  No.  NFD-260:  FDAA-463-DRJ 

ARKANSAS 

Notice  of  Major  Disaster  and  Related 
IMerminations 

Pursuant  to  the  authority  vested  in  the 
Secretary  of  Housing  and  Urban  Devel¬ 
opment  by  the  President  under  Executive 
Order  11795  of  July  11,  1974,  and  dele¬ 
gated  to  me  by  the  Secretary  under  De¬ 
partment  of  Housing  and  Urban  Devel¬ 
opment  Delegation  of  Authority,  Docket 
No.  D-74-285;  and  by  virtue  of  the  Act 
of  May  22,  1974,  entitled  “Disaster  Re¬ 
lief  Act  of  1974”  (88  Stat.  143) ;  notice 
is  hereby  given  that  on  April  1.  1975,  the 
President  declared  a  major  disaster  as 
follows: 

I  have  determined  that  the  damage  in  cer¬ 
tain  areas  of  the  State  of  Arkansas  resulting 
from  severe  storms  and  tornadoes  occurring 
on  Mrrch  28,  1976,  is  of  sufficient  severity 
and  magnitude  to  warrant  a  major  disaster 
declaration  under  Public  Law  93-288. 1  there¬ 
fore  declare  that  such  a  major  disaster  exists 

in  the  State  of  Arkansas.  . 

^0 

Notice  Is  hereby  given  that  pursuant 
to  the  authority  vested  in  the  Secretary 
of  Housing  and  Urban  Development  un¬ 
der  Executive  Order  11795,  and  delegated 
to  me  by  the  Secretary  under  Depart¬ 
ment  of  Housing  and  Urban  Development 
Delegation  of  Authority,  Docket  No.  D- 
74-285, 1  hereby  appoint  Mr.  Joe  D.  Win¬ 
kle,  HUD  Region  VI,  to  act  as  the  Fed¬ 
eral  Coordinating  Officer  for  this  de¬ 
clared  major  disaster. 

I  do  hereby  determine  the  following 
area  of  the  State  of  Arkansas  to  have 
been  adversely  affected  by  this  declared 
major  disaster: 
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The  County  of : 

Bradley 

(Catalog  of  Federal  Domeatlc  Aeslstance  No. 
14.701,  Disaster  Assistance.) 

Dated:  April  1. 1975. 

Thomas  P.  Dumn:, 
Administrator.  Federal  Disaster 
Assistance  Administration. 
(FRDoc.75-8a96  Filed  4-9-76;8:46  am]  * 


[Docket  No.  NFD-259:  FDAA-459-DRJ 

TENNESSEE 

Amendment  to  Notice  of  Major  Disaster 

Notice  of  Major  Disaster  for  the  State 
of  Tennessee,  dated  March  24,  1975,  and 
amended  on  March  27,  1975,  March  28, 
1975,  and  March  31,  1975,  is  hereby 
'  further  amended  to  Include  the  follow¬ 
ing  counties  among  those  counties  de¬ 
termined  to  haye  been  adversely  affected 
by  the  catastrophe  declared  a  major 
disaster  by  the  President  in  his  declara¬ 
tion  of  March  22, 1975 : 

The  Counties  of: 

Cannon  Lewis 

Cbester  Perry 

Cumberland  Pickett 

Decatur  Scott 

Henry 

Dated:  April  2, 1975. 

(Catalog  of  Federal  Domestic  Assistance 
No.  14.701,  Disaster  Assistance.) 

Thokas  P.  Dunne, 
Administrator.  Federal  Disaster 
Assistance  Administration. 

(FB  Doc.75-9297  FUed  4-9-75:8:46  am] 


(FDAA-462-DR] 

TEXAS 

Notice  of  Major  Disaster  and  Related 
Determinations 

Pursuant  to  the  authority  vested  in 
the  Secretary  of  Housing  and  Uihan  De- 
vdopmcnt  by  the  President  under  Exec¬ 
utive  Order  11795  of  July  11,  1974,  and 
delegated  to  me  by  the  Secretary  under 
Department  of  Housing  and  Urban  De¬ 
velopment  Delegation  of  Authority. 
Docket  No.  D-74-285;  and  by  virtue  of 
the  Act  of  May  22.  1974,  entitled  “Dis¬ 
aster  Belief  Act  cd  1974"  (88  Stat.  143) ; 
notice  is  hereby  given  that  on  April  1, 

1975,  the  President  declared  a  major 
disaster  as  follows : 

I  have  determined  that  the  damage  In  cer¬ 
tain  areas  of  the  State  of  Texas  resulting 
from  tornadoes  which  occurred  on  kfarch  27, 

1976,  la  of  sufflclent  severity  and  magnitude 
to  warrant  a  major  disaster  declaration  un¬ 
der  Public  Law  93-288.  I  therefore  declare 
that  such  a  major  disaster  exists  In  the 
State  of  Texas. 

Notice  is  hereby  given  that  pursuant 
to  the  authority  vested  in  the  Secretary 
of  Housing  and  Urban  Development  im- 
der  Executive  Order  11795,  and  delegated 
to  me  by  the  Secretary  under  Depart¬ 
ment  of  Wftiiaing  and  Urban  Develop¬ 
ment  Delegation  of  Authority,  Dodcet 
No.  D-74-285,  1  hereby  appoint  Mr.  Joe 
D.  Winkle,  HUD  Region  VI,  to  act  as  the 


Federal  Coordinating  Officer  for  this  de¬ 
clared  major  disaster. 

I  do  hereby  determine  the  following 
areas  of  the  State  of  Texas  to  have  been 
adversely  affected  by  this  declared  major 
disaster: 

The  Coimty  of : 

Gray 

(Catalog  of  Federal  Domestic  Assistance  No. 
14.701,  Disaster  Assistance.) 

Dated:  April  1, 1975. 

Thomas  P.  Dunne, 
Administrator.  Federal  Disaster 
Assistance  Administration. 
(FR  Doc.75-02g5  FUed  4-^75;8:45  am] 


Office  of  Interstate  Land  Sales  Registration 
[Docket  No.  N-75-276] 

NEENACH  RANCH 
Notice  of  Hearing 

In  the  matter  of  Neenach  Ranch, 
OILSR  No.  0-1007-04-159,  Docket  No. 
Y-898. 

Pursuant  to  15  UJ3.C.  1708 (d)  and  24 
(TPR  1720.160(d)  notice  is  hereby  given 
that: 

1.  Neenach  Ranch,  Inc.,  Daniel  O. 
Clark,  President,  its  officers  and  agents, 
hereinafter  referred  to  as  “Respondent," 
being  subject  to  the  provisions  of  the 
Interstate  Land  Sales  Full  Disclosure 
Act  (Pub.  Law  90-448)  (15  U.S.C.  1701 
et  seq.),  received  a  Notice  of  Proceed¬ 
ings  and  Opportunity  for  Hearing  Issued 
February  26,  1975,  udilch  was  sent  to 
the  deydoper  pursuant  to  15  UjS.C.  1706 
(d).  24  CFR  1710.45(b)(1)  and  1720.125 
informing  the  developer  of  information 
obtained  by  the  Office  of  Interstate  Lsuid 
Sales  Registration  alleging  that  the 
Statem^t  of  Record  and  Property  Re¬ 
port  for  Neenach  Ranch,  located  in  Loe 
Angeles  Coimty,  California,  contain  un¬ 
true  statements  of  material  fact  or  omit 
to  state  material  facts  required  to  be 
stated  therein  as  necessary  to  make  the 
statements  therein  not  misleading. 

2.  The  Respondent  filed  an  Answer  re¬ 
ceived  March  11,  1975,  in  response  to 
the  Notice  of  Proceedings  and  Oppwtu- 
nity  for  Hearing. 

3.  In  said  Answer  the  Respondent  re¬ 
quested  a  hearing  ora.  the  allegations  con¬ 
tained  in  the  Notice  of  Proceedings  and 
Opportunity  for  Hearing. 

4.  Therefore,  pursuant  to  the  provl- 
sions  of  15  UJB.C.  1706(d)  and  24  CFR 
1720.160<d) ,  it  is  hereby  ordered.  That  a 
public  hearing  for  the  purpose  of  taking 
evidence  on  the  questions  set  forth  in  the 
Notice  of  Proceedings  and  Opportunity 
for  Hearing  will  be  held  before  Judge 
James  W.  Mast,  in  Room  7146,  D^iart- 
ment  of  HUD.  461  7th  Street.  SW.. 
Washington,  D.C.,  on  ^Tril  22,  1975,  at 
10:00  am. 

The  fcrilowing  time  and  procedure  is 
applicaUe  to  such  hearing:  All  affidavits 
and  a  list  of  all  witnesses  are  requested 
to  be  filed  with  the  Hearing  Clerk,  HUD 
Building.  Room  10150,  Watfilngton.  DX)., 
20410  (^  or  before  ^ril  15, 1975. 

6.  The  Respondent  is  hereby  notified 
that  failure  to  appear  at  the  above  sched¬ 


uled  hearing  shall  be  deemed  a  default 
and  the  proceedings  shall  be  determined 
against  Respondent,  the  allegations  of 
which  shall  be  deemed  to  be  true,  and  an 
order  Suspending  the  Statement  of 
Record,  herein  identified,  shall  be  issued 
pursuant  to  24  CFR  1710.45(b)(1). 

This  notice  shall  be  served  upon  the 
Respondent  forthwith  pursuant  to  24 
CFR  1720.440. 

By  the  Secretary. 

Dated:  March  28, 1975. 

James  W.  Mast, 
Administrative  Law  Judge. 

(FR  Dw:.75-9S01  Filed  4-9-7S;8:45  am] 


[Docket  No.  N-75-2781 

LAKE  MOHAVE  HIGHLANDS  TRACT  1202 
Notice  of  Hearing 

In  the  matter  of  Lake  Mohave  High¬ 
lands  Tract  1202,  OILSR  No.  0-3410-02- 
670,  Docket  No.  Y-1082. 

Pursuant  to  15  UB.C.  1706(d)  and  24 
CFR  1720.160(d)  notice  Is  hereby  given 
that: 

1.  *Andel  Development  Corporation, 
Delbert  B.  Hoisley,  President,  its  officers 
and  agents,  hereinafter  referred  to  as 
“Respondent,"  being  subject  to  the  pro¬ 
visions  of  the  Interstate  Land  Sales  Full 
Disclosure  Act  (Pub.  Law  90-448)  (15 
UJS.C.  1701  et  seq.),  received  a  Notice  of 
Proceedings  and  Opportimity  for  Hear¬ 
ing  issued  March  3,  1975,  which  was  sent 
to  the  developer  pursuant  to  15  U.S.C. 
1706(d).  24  CFR  1710.45(b)(1)  and 
1720.125  informing  the  developer  of  In- 
formatkm  obtained  by  the  Office  of  Inter¬ 
state  Land  Sales  Registration  alleging 
that  the  Statonent  Record  and  Prop¬ 
erty  Report  for  Lake  Mohave  Highlands 
Tract  1202,  located  in  Mohave  Coimty, 
Arizona,  contain  untrue  statements  of 
material  fact  or  omit  to  state  material 
facts  required  to  be  stated  therein  as 
necesary  to  make  the  statements  therein 
not  misleading. 

2.  The  Respondent  filed  an  Answer  re¬ 
ceived  March  11,  1976,  in  response  to  the 
Notice  of  Proceedings  and  Opportunity 
for  Hearing. 

3.  In  said  Answer  the  Respondent  re¬ 
quested  a  hearing  on  the  allegations  con¬ 
tained  in  the  Notice  of  Proceedings  and 
Opportunity  for  Hearing. 

4.  Therefore,  pursuant  to  the  proviskms 
of  15  U.S.C.  1706(d)  and  24  CFR  1720.- 
160(d),  it  is  hereby  ordered.  That  a 
public  hearing  for  the  purpose  of  taking 
evidence  on  the  questions  set  forth  in  the 
Notice  of  Proceedings  and  Opportunity 
for  Hearing  will  be  held  before  Judge 
James  W.  Mast,  In  Room  7146,  Depart¬ 
ment  of  HUD,  451  7th  Street  SW.,  Wash¬ 
ington.  D.C.,  on  April  29,  1975  at  10  a.m. 

The  following  time  and  procedure  is 
applicable  to  such  hearing:  All  affida¬ 
vits  and  a  list  of  an  witnesses  are  re- 
quested  to  be  filed  with  the  Hearing 
Clerk,  HUD  Building,  Room  10150,  Wash¬ 
ington,  D.C.,  20410  on  or  before  April  22, 
1978. 

6.  The  Respondent  is  hereby  notified 
that  failure  to  appear  at  the  shove  sched¬ 
uled  hearing  shall  be  deemed  a  default 
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and  the  proceedings  shall  be  determined 
against  Respondent,  the  allegations  of 
which  shall  be  deemed  to  be  true,  and  an 
order  Suspending  the  Statement  of  Rec¬ 
ord,  herein  identified,  shall  be  Issued  pur¬ 
suant  to  24  CPR  1710.45(b)(1). 

Tills  notice  shall  be  served  upon  the 
Respondent  forthwith  pursuant  to  24 
CFR  1720.440. 

By  the  Secretary. 

Dated:  March  28, 1975. 

James  W.  Mast, 
Administrative  Law  Judge. 

IFR  Doc.75-9303  Filed  4r-9-76:8:45  am] 


[Docket  No.  N-76-2771 

REFLECTION  LAKES 
Notice  of  Hearing 

In  the  matter  of  Refiection  Lakes, 
OILSR  No.  0-1879-44-98,  Docket  No.  Y- 
883 

iWsuant  to  15  U.S.C.  1706(d)  and  24 
C7PR  1720.160(d)  notice  is  hereby  given 
that: 

1.  Leisuretime  Development  Corpiora- 
tion,  Robert  V.  Davis,  President,  its  of¬ 
ficers  and  agents,  hereinafter  referred  to 
as  “Re«x>ndent,”  being  subject  to  the 
provisions  of  the  Interstate  Land  Sales 
PuU  Disclosure  Act  (Pub.  Law  90-448) 
(15  U.S.C.  1701  et  seq.) ,  received  a  Notice 
of  Proceedings  and  Opportunity  for 
Hearing  issued  February  24,  1975,  which 
was  sent  to  the  developer  pursuant  to  15 
U.S.C.  1706(d),  24  CPR  1710.45(b)(1) 
and  1720.125  informing  the  developer  of 
information  obtained  by  the  OfBce  of  In¬ 
terstate  Land  Sales  Registration  alleging 
that  the  Statement  of  Record  and  Prop¬ 
erty  Report  for  Refiection  Lakes,  located 
in  Wayne  County,  Pennsylvania,  contain 
untrue  statements  of  material  fact  or 
omit  to  state  material  facts  required  to 
be  stated  therein  as  necessary  to  make 
the  statements  therein  not  misleading. 

2.  The  Respondent  filed  an  Answer  re¬ 
ceived  March  6,  1975,  in  response  to  the 
Notice  of  Proceedings  and  Opportunity 
for  Hearing. 

3.  In  said  Answer  the  Respondent  re¬ 
quested  a  hearing  on  the  allegaticms  con¬ 
tained  in  the  Notice  of  Proceedings  and 
Opportunity  for  Hearing. 

4.  Therefore,  pursuant  to  the  provi- 
sions  of  15  U.S.C.  1706(d)  and  24  CFR 
1720.160(d),  it  is  hereby  ordered.  That  a 
public  hearing  for  the  purpose  of  taking 
evidence  on  the  questions  set  forth  in 
the  Notice  of  Proceedings  and  Oppor¬ 
tunity  for  Hearing  will  be  held  before 
Judge  James  W.  Mast,  in  Room  7146,  De¬ 
partment  of  HUD,  451  7th  Street,  SW, 
Washington,  D.C.,  on  May  14,  1975  at  10 
a.m. 

The  following  time  and  procedure  is 
applicable  to  such  hearing:  All  affidavits 
and  a  list  of  all  witnesses  are  requested 
to  be  filed  with  the  Hearing  Clerk,  HUD 
Building,  Room  10150,  Washington,  D.C., 
20410  on  or  before  May  7,  1975. 

6.  The  Respondent  is  hereby  notified 
that  failure  to  appear  at  the  above 
scheduled  hearing  shall  be  deemed  a  de¬ 
fault  and  the  proceedings  shall  be  deter¬ 


mined  against  Respondent,  the  allega¬ 
tions  of  which  shall  be  deemed  to  be  true, 
and  an  ORDER  Suspending  the  State¬ 
ment  of  Record,  herein  identified,  shall 
be  issued  pursuant  to  24  CFR  1710.45(b) 
(1). 

This  notice  shall  be  served  upon  the 
Respondent  forthwith  pursuant  to  24 
CFR  1720.440. 

By  the  Secretary. 

Dated:  March  28,  1975. 

James  W.  Mast, 
Administrative  Law  Judge. 

[PR  Doc .75-9302  PUed  4-9-75; 8 :4fi  am] 

DEPARTMENT  OF 
TRANSPORTATION 
Federal  Highway  Administration 

NATIONAL  ADVISORY  COMMITTEE  ON 
UNIFORM  TRAFFIC  CONTROL  DEVICES 

Renewal 

Notice  is  hereby  given  that  the  Na¬ 
tional  Advisory  (Committee  on  Uniform 
Traffic  Control  Devices  is  being  renewed. 
The  Federal  Highway  Administration, 
Office  of  Traffic  Operations,  is  the  spon¬ 
sor  of  the  committee  which  consists  of  a 
group  of  experts  on  traffic  control  de¬ 
vices.  The  Conunittee  periodically  re¬ 
views  currently  approved  standards, 
guides  and  warrants  for  traffic  control 
devices  as  contained  in  the  Manual  on 
Uniform  Traffic  Control  Devices,  ap¬ 
proved  by  the  Federal  Highway  Admin¬ 
istrator  under  the  authority  granted  in 
23  U.S.C.  109(b),  109(d),  and  402(a)  and 
recommends  revisions  and  new  stand¬ 
ards  to  meet  new  developments  and 
improvements. 

The  Secretary  of  Transportation  has 
determined  that  the  formation  and  use 
of  the  National  Advisory  Committee  on 
Uniform  Traffic  Control  Devices  is  nec¬ 
essary  in  the  public  interest  in  connection 
with  the  performance  of  duties  imposed 
on  the  F^eral  Highway  Administration 
by  law.  Meetings  of  the  Committee  will 
be  open  to  the  public. 

This  notice  is  given  in  compliance  with 
Pub.  L.  92-463. 

Issued  in  Washingtcai,  D.C.,  on  April  3, 
1975. 

Robert  E.  Conner, 

Acting  Director  for  Ofj^e 
of  Traffic  Operations. 
[PR  Doc.76-9379  Piled  4-9-75;8:45  am] 


Federal  Railroad  Administration 

DULUTH,  MISSABE  AND  IRON  RANGE 
RAILROAD  CO.  ET  AL 

Granting  Exemptions 

Notice  is  hereby  given  pursuant  to  45 
U.S.C.  431(c),  that  the  following  rail¬ 
road  companies  have  been  granted  an 
exemption  from  compliance  with  cer¬ 
tain  reqiiirements  imposed  by  the  Fed¬ 
eral  Railroad  Administration  regulations 
concerning  track  safety  standards  and 
freight  car  safety  standards.  TTiis  notice 
is  intended  to  assure  public  awareness  of 


the  Federal  Railroad  Administration  ac¬ 
tion  in  these  proceedings.  The  effected 
railroad  companies  have  already  been 
notified  of  these  decisions. 

Prior  to  evaluating  any  of  these  re¬ 
quests  for  exemption  the  Federal  Rail¬ 
road  Administration  provided  an  op¬ 
portunity  for  public  comment.  An  in¬ 
vestigation  of  the  facts  by  personnel  of 
the  Federal  Railroad  Administration  was 
also  conducted  in  each  proceeding.  That 
investigation  and  any  comments  which 
had  been  received  were  considered  in  the 
decision  making  process. 

In  reaching  a  decision  to  grant  these 
exemptions  the  Federal  Railroad  Admin¬ 
istration  found  that  good  cause  to  grant 
the  relief  had  been  established  and  that 
the  granting  of  the  relief  was  in  the  pub¬ 
lic  interest  and  consistent  with  railroad 
safety. 

Duluth,  Missabe  and  Iron  Range  Rail¬ 
road  Company,  Waiver  Petition  RSFC- 
74-5,  temporary  exemption  from  por¬ 
tions  of  the  periodic  lubrication  re¬ 
quirements  and  exemption  from  portions 
of  the  stenciling  requirements  of  the 
freight  car  safety  standards. 

Norfolk  and  Western  Railway  Com¬ 
pany,  Waiver  Petition  RSPC-74-6,  tem¬ 
porary  exemption  from  portions  of  the 
periodic  lubrication  requirements  of  the 
freight  car  safety  standards. 

Norwood  and  Saint  Lawrence  Railroad 
Company,  Waiver  Petition  RST-74-18, 
temporary  exemption  from  portions  of 
the  track  safety  standards. 

Any  person  interested  in  obtaining  de¬ 
tailed  or  technical  information  concern¬ 
ing  these  decisions  should  write  to  the 
Federal  Railroad  Administration.  All 
communications  concerning  these  peti¬ 
tions  should  Identify  the  appropriate 
docket  number  and  should  be  submitted 
to  the  Docket  Clerk,  Office  of  the  Chief 
Counsel,  Federal  Railroad  Administra¬ 
tion,  Nassif  Building,  400  Seventh  Street, 
SW.,  Washington,  D.C.  20590. 

Issued  in  Washingrton,  D.C.  on  April  4, 
1975. 

Donald  W.  Bennett, 

Chief  Counsel. 

Federal  Railroad  Administration. 

[PR  Doc.75-9333  Piled  4-9-75:8:45  am] 


National  Transportation  Safety  Board 
[1479] 

SAFETY  RECOMMENDATION 
Notice  of  Availability 

Pursuant  to  section  307  of  the  In¬ 
dependent  Safety  Board  Act  of  1974  (Pub. 
L.  93-633,  88  Stat.  2172  (49  U.S.C.  1906) ) , 
the  National  Transportation  Safety 
Board  announces  the  release  of  the  fol¬ 
lowing  safety  recommendation: 

A-75-2e,  Issued  April  2, 1976,  to  the  Federal 
Aviation  Administration  as  a  result  of  the 
Safety  Board’s  Investigation  of  s  National 
Airlines  Boeing  727  Incident  60  miles  east  of 
El  Paso,  Texas,  cm  April  30,  1974.  Recom¬ 
mendation:  Issue  an  airworthlnees  directive 
to  require  that  all  external  ground  service 
fluid  drains  on  Boeing  727  series  airplanes 
be  modlfled  to  Incorporate  a  more  positive 
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metbod  of  aeoling  to  preren*  overboard  leak¬ 
age  In  flight  of  fluid  aubjact  to  freezing  In 
the  flight  anvlroiunant. 

Single  copies  of  this  recommendation 
may  be  obtained  without  charge  by  writ¬ 
ing  to  the  Publications  Unit,  Natkmal 
Transportation  Safety  Board,  Washing¬ 
ton,  D.C.  20594. 

Makcarkt  L.  Fishes, 
Federal  Register 
Liaison  Officer. 

April  7.  1975. 

[FR  DOC.7&-9419  PUed  4-»-7S;8:45  am] 

CIVIL  SERVICE  COMMISSION 

FEDERAL  EMPLOYEES  PAY  COUNCIL 
Notice  of  Meeting 

Pursuant  to  section  10(a)  (2)  of  the 
Federal  Advisory  Committee  Act,  Pub¬ 
lic  Law  92-463,  notice  is  her^y  given 
that  the  Federal  Employees  Pay  Council 
will  meet  at  2  p.m.  cm  Wednesday,  May  7, 
1975.  This  meeting  will  be  held  in  room 
5323  of  the  U-S.  Civil  Service  Commission 
building,  1900  E.  Street,  NW,  and  will 
consist  of  continued  discussions  on  the 
fiscal  year  1976  comparability  adjustment 
for  the  statutory  pay  systems  of  the  Fed¬ 
eral  Government. 

The  (Chairman  of  the  U.S.  Civil  Serv¬ 
ice  Commission  is  responsible  for  the 
making  of  determinations  imder  sectlcm 
10(d)  of  the  Federal  Advisory  Committee 
Act  as  to  whether  or  not  meetings  of  the 
Federal  Employees  Pay  Council  shall  be 
open  to  the  public.  He  has  determined 
that  this  meeting  will  consist  of  ex¬ 
changes  of  opinions  and  Information 
which.  If  written,  would  fall  within  ex¬ 
emptions  (2)  or  (5)  of  5  U.S.C.  552(b). 
Therefore,  this  meeting  will  not  be  open 
to  the  public. 

F\>r  the  President’s  Agent. 

Richard  H.  Hall, 
Advisory  Committee  Manage¬ 
ment  Officer  for  the  Presi¬ 
dent’s  Agent. 

[FR  Doe.75-9289  Filed  4-0-75:8:45  am] 

DELAWARE  RIVER  BASIN 
COMMISSION 
PUBLIC  HEARING 

Notice  is  hereby  given  that  the  Dela¬ 
ware  River  Basin  Commission  will  hold  a 
public  hearing  on  Wednesday,  April  23, 
1975,  commencing  at  2  pjn.  ’The  hearing 
will  be  held  in  Room  1600  of  the  Munici¬ 
pal  Services  Building,  15th  and  J.  F,  Ken¬ 
nedy  Blvd.  in  Philadelphia,  Pa.  The  sub¬ 
jects  of  the  hearing  aill  be  as  follows: 

A  Applications  for  approval  of  proposed 
projects  listed  below.  The  Commission  will 
consider  these  applications  as  amendments 
to  the  Comprehensive  Plan  pursviant  to  Ar¬ 
ticle  11  of  the  Compact  and/or  as  project 
approvals  pursuant  to  Section  3.8  of  the 
Compact. 

1.  Fen  Argyl  Municipal  Authority  (D-75-38 
CP).  Expansion  of  the  Authority’s  existing 
sewage  treatment  plant  serving  the  Borough 
of  Pen  Argytand  sections  of  Plainfield  and 
Washington  Townships.  Northampton 
County.  Pa.  An  Interceptor  relief  sewer  and 
force  main  are  part  of  the  project.  The  ex¬ 


panded  facility  wlU  provide  removal  of  90 
percent  of  BCH>5  and  suspended  solids  ftom 
a  sewage  flow  of  1.5S  million  gallons  per 
day.  Treated  effluent  wlU  discharge  to  an 
unnamed  tributary  of  Walts  Creek  In  the 
Martins  Creek  Basin. 

3.  Borough  of  South  Coatesvllle  (D-74-39 
CP).  Expansion  of  an  existing  sewage  treat¬ 
ment  plant  serving  the  Borough  of  South 
Coatesvllle  and  adjacent  areas  In  Chester 
County,  Pa.  The  expanded  facility  will  pro¬ 
vide  removal  of  95  percent  of  BOD5  from 
a  sewage  flow  of  1.2  million  gallons  per  day. 
'lYeated  effluent  will  discharge  to  the  West 
Branch  Brandywine  Creek. 

3.  West  Ooahen  Sewer  Authority  (D-74-13 
CP).  Expansion  of  the  Authority's  existing 
sewage  treatment  plant  serving  West  and 
East  Goshen  Townships,  Chester  County,  Pa. 
The  expanded  faciUty  will  provide  removal 
of  94  percent  of  BOD5  and  90  percent  of 
suspended  solids  from  a  seWSge  flow  of  4.5 
mUllon  gaUons  per  day.  Treated  effluent  wlU 
discharge  to  Goose  Creek,  a  tributary  of 
Chester  Creek. 

4.  Broad  Run  Sewer  Co.  (D-74-150  CP) .  A 
sewage  treatment  project  serving  develop¬ 
ment  .  areas  In  West  Bradford  Township, 
Chester  County,  Pa.  The  facility  wUl  remove 
96  percent  of  BODS  and  92  percent  of  s\is- 
pended  solids  from  a  sewage  flow  of  160,000 
gallons  per  day.  Treated  effluent  will  dis¬ 
charge  to  the  East  Branch  Brandywine  Creek. 

5.  Klttatlnny  Regional  Board  of  Education 
(D-74-164  CP).  A  sewage  treatment  project 
to  serve  the  Klttatlnny  Regional  High  School 
In  Hampton  Township,  Sussex  County,  KJ. 
The  facility  would  provide  removal  of  96  per¬ 
cent  of  BOD5  and  98  percent  of  suspended 
solids  from  a  sewage  flow  of  50.000  gallons 
per  day.  Treated  effluent  will  discharge  to  the 
Paullns  Kill. 

6.  Logan  Township  Municipal  Utilities  Au¬ 
thority  (D-72-208  <3p).  a  sewage  treatment 
plant  to  servo  the  Bridgeport,  Beckett  New¬ 
town,  and  Pureland  Industrial  Park  areas  of 
Logan  Township,  Gloucester  County,  KJ.  The 
facility  will  provide  removal  of  92  percent 
of  BODS  from  a  sewage  flow  ot  about  1 
million  gallons  per  day.  Treated  effluent  will 
discharge  to  the  Delaware  River. 

7.  Western  Poconos  Municipal  Authority 
(D-73-35  CP).  A  sewage  treatment  project 
to  serve  Kidder  Township  and  portions  of  ad¬ 
jacent  municipalities  In  Carbon  and  Monroe 
Counties,  Pa.  The  treatment  facility  will  re¬ 
move  96  percent  of  BCXM  and  93  percent  of 
suspended  solids  from  a  sewage  flow  2  mil¬ 
lion  gallons  per  day.  Treated  effluent  will  dis¬ 
charge  to  the  Lehigh  River. 

8.  Mt.  Laurel  Municipal  Utilities  AuUiority 
(D-75-18  CP).  Expansion  of  the  Authority’s 
existing  sewage  treatment  plant  In  Mt.  Laur^ 
Township,  Burlington  County,  N-T.  The  ex¬ 
pansion  would  Increase  the  capacity  of  the 
treatment  plant  to  1.4  million  gallons  per 
day  and  provide  reduction  of  90  percent  of 
BOD5  and  su^ended  solids.  Treat^  effluent 
will  discharge  to  Rancocas  Creek. 

9.  Borough  of  Woodstown  (D-75-27  CP). 
A  well  water  supply  project  to  augment  pub¬ 
lic  wat«-  supplies  In  the  Borough  of  Woods¬ 
town,  Salem  County,  NJ.  Designated  as  Well 
No.  3,  the  new  facility  is  expected  to  yield  1 
million  gallons  per  day. 

10.  Boro\igh  of  Clementon  (D-75-26  CP). 
A  well  water  supply  project  to  aiigment  pub¬ 
lic  water  supplies  In  the  Borough  of  Clemen¬ 
ton,  Camden  County,  NJ'.  Designated  as  Well 
No.  10,  the  new  facility  Is  expected  to  yield  1 
million  gallons  per  day. 

11.  Artesian  Water  <3o._(D-75-8  CP) .  A  well 
water  supply  project  to  augment  public  water 
supplies  In  the  eon^mny’s  service  area  In  the 
vicinity  of  Wilmington,  DeL  Three  existing 
wells  located  at  the  Greater  Wilmington  Air¬ 
port  will  be  utilized  to  provide  a  combined 
yield  of  864,000  gallons  per  day. 


12.  Lbwn  of  MUton  (D-75~60  CP).  A  well 
water  supply  project  to  augment  public  water 
supplies  In  the  Ibwn  of  MUton,  Sussex 
County,  Drt.  A  new  well  and  two  existing 
wells  will  have  a  combined  yield  of  200,000 
gallons  per  day. 

13.  Public  Service  Electric  and  Gas  Co.  (D- 
73-193  CP).  A  nuclear  power  plant  to  be 
located  on  the  company’s  site  at  Artificial 
Island  in  Logan  Township  In  Lower  Alloways 
Creek  Township,  Salem  County,,  NJ.  The 
project  would  have  two  units,  each  having  a 
net  electrical  capacity  of  1,067  megawatts. 
Circulating  cooling  for  the  steam  turbines 
will  be  furnished  by  two  hyperbolic  cooling 
towers,  with  makeup  water  to  be  drawn  from 
the  Delaware  River.  Cooling  water  system 
discharge  and  ooollng  tower  blowdown  will 
discharge  to  the  Delaware  River  at  a  design 
flow  of  about  86.5  million  gallons  per  day. 

14.  Pennsylvania  Pish  Commission  (D-74- 
181  CP).  A  small  boat  access  ramp  to  serve 
the  Neshamlny  State  Park  marina  In  Bris¬ 
tol  Township,  Bucks  Coimty,  Pa.  The  access 
area  wUl  occupy  approximately  14  acres.  The 
ramp  will  be  76  feet  wide  and  permit  simul¬ 
taneous  use  by  five  boats. 

15.  Delaware  County  Regional  Water  Con¬ 
trol  Authority  (D-74-88  CP) .  A  sewage  punn¬ 
ing  station  serving  the  City  of  Chester  and 
numerous  adjacent  boroughs  and  townships 
In  Delaware  County,  Pa.  As  a  unit  In  the 
regional  plan  for  the  area,  the  pumping 
statlcm  Is  designed  to  handle  a  volume  of  38 
million  gallons  per  day. 

16.  Borough  of  Morrisville  (D-74-73  CP). 
An  Increase  In  surface  water  withdrawal  to 
augment  public  water  supplies  in  the  Bor¬ 
ough  of  Morrisville  and  adjacent  townships. 
Bucks  County.  Pa.  The  authorized  total 
withdrawal  would  be  6  million  gallons  per 
day.  Water  would  be  withdrawn  from  the 
Delaware  River. 

17.  New  Oestle  Soli  Conservation  District 
(D-75-31  CP),  fflilargement  and  structural 
Improvements  to  two  recreation  lakes  In 
Banning  Park,  New  Castle  County,  Del.  One 
lake  will  be  dredged  to  greater  depth  and 
the  outlet  structure  for  both  lakes  will  be 
modified  to  Improve  use  of  water-based  rec- 
reatlMi  fEuXlltles. 

18.  AUled  Chemical  Corp.  (D-74-192).  An 
Industrial  wastewater  discharge  at  the  com¬ 
pany’s  PottsvUle  plant  In  Norwegian  Town¬ 
ship,  Schuylkill  County,  Pa.  Approximately 
180,000  gaUons  per  day  of  co<ding  and  process 
wastewaters  will  discharge  to  an  unnamed 
tributary  of  the  West  Branch  Schuylkill 
River. 

19.  Pharmachem  Corp.  (D-75-41).  A  cool¬ 
ing  water  discharge  at  the  company’s 
Dextran  plant  in  the  City  of  Bethlehem, 
Northampton  County,  Pa.  About  676,000  gal¬ 
lons  per  day  of  heated  wastewater  will  dis¬ 
charge  to  the  Lehigh  Canal  and  thence  Into 
the  Lehigh  River.  Process  and  sanitary  wastes 
will  go  to  the  City  of  Bethlehem  sewage 
treatment  system. 

20.  Swift  Dairy  &  Poultry  Co.  iD-72-112). 
An  Industrial  wastewater  treatment  project 
at  the  company’s  facility  in  Felton,  Sussex 
County,  Del.  The  treatment  plant  will  pro¬ 
vide  removal  of  96  percent  of  BCK>5  from  an 
average  wastewater  flow  of  about  250,000  gal¬ 
lons  per  day.  Treated  effluent  will  discharge 
Into  Fan  Tax  Ditch  In  the  Murderklll  Basin. 

21.  Knoll  International  (D-74-162).  A 
wastewater  treatment  project  to  modify  the 
treatment  and  disposal  procedures  at  the 
company’s  facility  In  Upper  Hanover  Town¬ 
ship,  Montgomery  County,  Pa.  Process  waste- 
water  will  continue  to  be  batch  treated.  Sani¬ 
tary  sewage  will  be  separated  and  holding 
tanks  will  be  used  imtll  local  sewers  are 
available.  About  10,000  gallons  of  treated 
process  wastewater  will  be  combined  with 
about  60,000  gallcms  of  non-contact  cooling 
water  on  a  temporary  basin  until  the  process 
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wastewater  can  be  discharged  into  the  local 
sewerage  system. 

22.  Rlggln  ft  Robbins  (D-74-129).  A  well 
water  supply  project  to  be  used  at  the  com¬ 
pany's  seafood  processing  plant  In  the  City  of 
Millville,  Cumberland  County,  N.J.  The  new 
facility  is  expected  to  yield  about  187,000 
gallons  per  day. 

23.  J.  Coleman  Totten  {D-74-182).  A  well 
water  supply  project  to  provide  water  for 
irrigation  at  the  subject  farm  in  Upper  Free¬ 
hold  Township,  Monmouth  County,  N.J.  The 
farm  well  Is  expected  to  yield  about  580,000 
gallons  per  day. 

24.  Windy  Acres  Nursery  (D-74-149).  A 
farm  well  to  be  used  for  Irrigation  purposes 
at  the  subject  farm  in  Deerfield  Township, 
Cumberland  County,  N.J.  The  new  well  is  ex¬ 
pected  to  yield  200,000  gallons  per  day. 

25.  Albert  Powell  (D-74-125) .  An  irrigation 
pond  to  be  used  at  the  subject  farm  In  Old¬ 
mans  Township,  Salem  County,  N.J.  A  yield 
frwn  the  pond  of  about  135,000  gallons  per 
day  will  be  utilized  during  the  growing  sea¬ 
son  for  Irrigation  purposes. 

26.  Port  Norris  Marina,  Inc.  (D-74-191).  A 
small  boat  marina  located  in  the  community 
of  Port  Norris,  Commercial  Township,  Cum¬ 
berland  County,  N.J.  The  facility  will  provide 
60  small  boat  slips  and  a  launching  ramp. 

B.  Applications  for  water  quality  certifi¬ 
cation  for  the  projects  listed  below  pursuant 
to  section  401  of  the  Federal  Water  Pollution 
Control  Act: 

1.  Township  of  Mount  Holly.  Maintenance 
dredging  In  the  North  Branch  Rancocas 
Creek,  Mount  Holly,  Btirllngton  County, 
N.J.  Approximately  56,000  cubic  yards  of 
shoaled  material  will  be  removed  and  de¬ 
posited  either  In  the  Township  sanitary 
landfill  or  Iron  Works  Park. 

2.  Cape  May  Board  of  Chosen  Freeholders. 
Replacement  of  a  timber  bridge  on  County 
Road  57  over  Sluice  Creek,  Cape  May  County, 
N.J. 

3.  N.J.  Dept,  of  Transportation.  Culvert 
replacement  at  Route  130  and  South  Branch 
Little  Timber  Creek,  Logan  Township, 
Gloucester  County,  N.J. 

Dociunents  relating  to  the  items  listed 
above  on  this  hearing  notice  may  be 
examined  at  the  Commission’s  offices. 
Persons  wishing  to  testify  are  requested 
to  notify  the  Secretary  prior  to  the  hear¬ 
ing. 

W.  Brinton  Whitall, 

Secretary. 

April  4,  1975. 

[FR  Doc.76-9360  Filed  4-9-75:8:45  am] 

DRUG  ENFORCEMENT 
ADMINISTRATION 

IMPORTATION  OF  CONTROLLED 
SUBSTANCES 

Notice  of  Registration 

By  notice  dated  February  12, 1975,  and 
published  In  the  Federal  Register  on 
February  21,  1975  (40  FR  7691)  O.  D. 
Searle  &  Company,  Searle  Parkway  and 
Niles  Avenue,  Skokie,  Illinois  60076, 
made  application  to  the  Drug  Enforce¬ 
ment  Administration  to  be  registered  as 
an  Importer  of  Diphenoxylate,  a  basic 
class  controlled  substance  listed  In 
schedule  IL 

No  comments  or  objections  have  been 
received,  uid,  pursuant  to  sectlcm  303 
of  the  Comprehensive  Drug  Abuse  Pre¬ 
vention  and  Control  Act  of  1970,  and  In 
accordance  with  21  CFR  1311.42,  the 


above  firm  Is  granted  registration  as  an 
importer  of  Diphenoxylate. 

Dated:  April  3, 1975. 

John  R.  Bartels,  Jr., 
Administrator. 
IPR  Doc.76-9427  Filed  4-9-76;8:46  am] 


ENVIRONMENTAL  PROTECTION 
AGENCY 

[FRL  357-7] 

CALIFORNIA  STATE  STANDARDS;  MOTOR 
VEHICLE  POLLUTION  CONTROL 

Public  Hearing 

Whereas,  the  Clean  Air  Act,  as 
amended,  section  209(a),  42  U.S.C. 
1857f-6(a)  81  Stat.  501  (Pub.  L.  91-604) 
provides,  “No  State  or  any  political  sub¬ 
division  thereof  shall  adopt  or  attempt 
to  enforce  any  standard  relating  to  the 
control  of  emissions  from  new  motor  ve¬ 
hicles  of  new  motor  vehicle  engines  sub¬ 
ject  to  this  part,  •  •  *  [or]  •  •  •  shall 
require  certification,  inspection,  or  any 
other  approval  relating  to  the  control 
of  emissions  from  any  new  motor  ve¬ 
hicle  or  new  motor  vehicle  engine  as 
condition  precedent  to  the  initial  retail 
sale,  titling  (if  any),  or  registration  of 
such  motor  vehicle,  motor  vehicle  engine, 
or  equipment”; 

Whereas,  section  209(b)  of  said  Act 
directs  the  Administrator  of  the  Envi¬ 
ronmental  Protection  Agency,  after  no¬ 
tice  and  opportunity  for  public  hearing, 
to  waive  application  of  the  prohibitions 
of  section  209  to  any  State  which  had 
adopted  standards  (other  than  crank¬ 
case  emission  standards)  for  the  control 
of  emissions  from  new  motor  vehicles 
or  new  motor  vehicle  engines  prior  to 
March  20, 1966,  unless  he  finds  that  such 
State  does  not  require  standards  to  meet 
compelling  and  extraordinary  conditions 
or  that  such  State  standards  and  accom¬ 
panying  enforcement  procedures  are  not 
consistent  with  section  202(a)  of  the 
Clean  Air  Act; 

Whereas,  on  March  5,  1975,  and  by 
notice  published  in  the  Federal  Register, 
on  March  14,  1975  (40  FR  11900),  the 
Administrator,  pursuant  to  section  202 
(b)  (5)  (C)  of  the  Act,  granted  the 
requests  of  three  automobile  manufac¬ 
turers  to  suspend  for  one  year  the  effec¬ 
tive  date  of  the  statutory  standards  of 
.41  grams/mile  hydrocarbons  and  3.4 
grams/mile  carbon  monoxide  for  model 
year  1977  light  duty  vehicles,  and  estab¬ 
lished  Interim  standards  for  the  1977 
model  year  of  1.5  grams/mile  hydro¬ 
carbons  and  15  grams/mile  carbon 
monoxide; 

Whereas,  the  oxides  of  nitrogen  emis¬ 
sion  standard  established  by  statute 
(section  202(b)(1)(B)  of  the  Clean  Air 
Act  of  1970,  42  U.S.C.  1857f-l,  as 
amended  by  the  Energy  Supply  and  En¬ 
vironmental  Coordination  Act  of  1974, 
Pub.  L.  93-319)  for  1977  model  year  light 
duty  vehicles  is  2.0  grams/mile ; 

Whereas,  as  a  consequence  of  the  deci¬ 
sion  rendered  in  International  Harvester 
y.  Ruckelshaus  by  the  U.S.  Court  of  Ap¬ 
peals  for  the  District  of  Columbia,  Feb¬ 


ruary  10,  1973  (478  F.  2d  615),  holding 
that  light  duty  rehicles  and  light  weight 
trucks  are  separate  classes,  the  Admin¬ 
istrator  has  established  (38  FR  21362 
et  seq.,  August  7,  1973)  emission  stand¬ 
ards  under  section  202(a)  of  the  Clean 
Air  Act  for  light  duty  trucks  of  2  grams, 
mile  hydrocarbons,  20  grams/mile  car¬ 
bon  monoxide,  and  3.1  grams/mile  oxides 
of  nitrogen; 

Whereas,  by  mallgram  dated  March  20, 
1975,  and  by  letter  dated  March  26,  1975, 
California  submitted  a  request  for  waiver 
of  preemption  for  model  year  1977  light 
duty  vehicles  and  light  duty  trucks  in 
order  to  enable  California  to  enforce  its 
standards  of  .41  grams/mile  hydrocar¬ 
bons,  9.0  grams./mile  carbon  monoxide 
and  1.5  grams/mile  oxides  of  nitrogen 
for  light  duty  vehicles,  and  .9  grams 
mile  hydrocarbons,  17.0  grams/mile  car¬ 
bon  monoxide  and  2.0  grams/mile  oxides 
of  nitrogen  for  light  duty  trucks; 

Whereas,  the  waiver  of  application  for 
1976  model  year  light  duty  trucks  (38 
FR  30136,  November  1,  1973)  is  deemed 
to  extend  to  1977  and  subsequent  model 
years; 

Therefore,  I  hereby  give  notice  that 
(i)  California  has  submitted  its  request 
for  waiver  for  the  application  of  the 
prohibitions  of  section  209(a)  with  re¬ 
spect  to  the  above  described  emission 
standards  for  which  waiver  has  not  yet 
been  granted,  that  (ii)  a  public  hearing 
on  the  request  is  to  be  held  in  Los  An¬ 
geles,  California,  at  the  Los  Angeles  Con¬ 
vention  Center,  1201  South  Figueroa 
Street  at  Pico,  on  Tuesday,  April  29, 
1975,  commencing  at  9  a.m.,  P.S.T.,  and 
that  (iii)  all  pertinent  information  avail¬ 
able  to  the  Administrator  including  that 
obtained  during  the  public  hearing  that 
began  on  January  21,  1975,  on  the  issue 
of  suspension  of  the  model  year  1977 
statutory  standards  for  hydrocarbons 
and  carbon  monoxide  and  the  hearing 
established  herein  shall  be  considered 
when  ruling  on  the  request. 

Although  it  is  EPA  policy  in  most  cir¬ 
cumstances  to  give  at  least  thirty  days 
Federal  Register  notice  of  hearings,  the 
notice  time  has  been  abridged  here  for 
the  following  reasons; 

(i)  Manufacturers  are  presently  at  an 
advanced  planning'  and  design  stage  for 
their  1977  model  light  duty  vehicles,  and 
it  is  imperative  that  administrative  pro¬ 
cedures  be  c(Hnpleted  and  a  final  Cali¬ 
fornia  standard  be  set  as  soon  as  possible, 
and 

(11)  California  sent  copies  of  its  letter 
dated  March  26,  1975,  submitting  its 
waiver  application  to  all  siffected  manu¬ 
facturers,  and  actual  notice  of  this  hear¬ 
ing  was  given  to  all  affected  motor  vehicle 
manufacturers  and  to  the  State  of  Cali¬ 
fornia  on  or  before  March  26,  1975. 
Thirty  day’s  actual  notice  of  this  hear¬ 
ing  has  acordlngly  been  given  to  these 
parties. 

Dr.  Norman  D.  Shutler  of  the  Environ¬ 
mental  Protection  Agency  is  hereby  des¬ 
ignated  as  Presiding  Officer  to  ccmduct 
the  hearing.  Any  person  desiring  to  make 
a  statement  at  the  hearing  or  to  submit 
material  for  the  record  of  the  hearing 
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should  file  a  notice  of  such  intention  and, 
if  practicable,  five  copies  of  his  proposed 
statement  (and  other  relevant  material) 
with  the  EMrector,  Mobile  Source  En¬ 
forcement  Division  (EG-340),  Environ¬ 
mental  Protection  Agency.  Room  3220, 
401  M  Street  SW,  Washington,  D.C. 
20460,  not  later  than  April  25,  1975. 

The  pertinent  standards,  requirements, 
conditions,  and  test  procedures  for  gaso¬ 
line  powered  1977  model  year  light  duty 
vehicles  and  light  duty  trucks  are  con¬ 
tained  in  the  following  identified  publica¬ 
tions: 

Federal 

40  CFR  Part  85,  Subpart  A,  Emission  Reg¬ 
ulations  for  New  Oasoline-Fueled  Light  Duty 
Vehicles  (38  FR  21362,  August  7.  1973,  as 
amended  at  39  FR  7545,  February  27,  1974). 

40  CFR  Part  85,  Subpart  C,  Emission  Reg¬ 
ulations  for  New  Gasoline -Fueled  Light  Duty 
Trucks  (38  FR  21362,  Avigust  7,  1973,  as 
amended  at  39  FR  7545,  February  27, 1974) . 

Applications  for  Suspension  of  1977  Motor 
Vehicle  Exhaust  Emission  Standards;  De¬ 
cision  of  the  Administrator  (40  FR  11900, 
March  14,  1975). 

California 

Sections  1955.1  and  1955.5,  Title  13,  CaU- 
fomia  Administrative  Code,  as  amended 
March  17. 1975,  and  California  Exhaust  Emis¬ 
sions  Standards  and  Test  Procedures  for  1975 
and  Subsequent  Model  Gasoline-Powered 
Passenger  Cars  and  Light  Duty  Trucks,  dated 
February  19, 1975,  as  amended  March  17, 1975, 
and  California  Assembly  Line  Test  Proccidures 
for  1976  and  Subsequent  Model  Gasoline- 
Powered  Passenger  Cars  and  Light  Duty 
Trucks,  dated  December  11,  1974  (section 
2054,  Title  13.  California  Administrative 
Code). 

A  c<H>y  of  the  above-described  material 
Is  available  for  public  inspection  during 
normal  working  hours  (8  a.m.  to  4:30 
pjn.)  at  the  Freedom  of  Information 
Center,  Environmental  Protection  Agen¬ 
cy,  401  M  Street  SW,  Washington,  D.C. 
20460.  Copies  of  the  Federal  regulations 
will  be  provided  upon  request  to  that  of¬ 
fice,  subject  to  a  reproduction  charge. 
Copies  of  the  California  standards  and 
test  procedures  are  available  upon  re¬ 
quest  from  the  California  Air  Resources 
Board  1025  P  Street,  Sacramento,  Cali¬ 
fornia  95814. 

Procedures.  Since  the  public  hearing 
Is  designed  to  give  interested  persons  an 
opportunity  to  i>articipate  in  this  pro¬ 
ceeding  by  the  presentation  of  data, 
views,  arguments,  or  oUier  pertinent  in¬ 
formation  concerning  the  Administra¬ 
tor’s  proposed  action,  there  are  no  ad¬ 
versary  parties  as  such.  Statements  by 
the  participants  will  not  be  made  imder 
oath  and  the  participants  will  not  be  sub¬ 
ject  to  cross-examination. 

Presentation  by  the  participants 
should  be  limited  to  the  following  con¬ 
siderations  with  particular  attention  to 
(ii): 

(i)  Whether  the  stcmdards  adopted  by 
California  for  hydrocarbons,  carbon 
monoxide,  and  oxides  of  nitrogen,  and 
related  test  procedures  and  enforcement 
procedures  applicable  to  new  model  year 
1977  light  duty  vehicles  are  required  to 


meet  compelling  and  extraordinary  con¬ 
ditions  in  California  and 
(ii)  Whether  such  standards  and  ac¬ 
companying  enforcement  procedures  are 
consistent  with  section  202(a)  of  the  Act, 
in  particular  with  respect  to  their  tech- 
nolo^cal  feasibility  in  the  lead  time  re¬ 
maining. 

In  order  to  assure  full  opportunity  for 
the  presentation  of  data,  \1ews.  and  ar¬ 
guments  by  participants,  the  Presiding 
OflBcer  will,  upon  request  of  the  ijartici- 
F>ants,  allow  a  reasonable  time  after  the 
close  of  the  hearing  for  the  submission 
of  written  data,  views,  arguments,  or 
other  pertin^t  information  to  be  in¬ 
cluded  as  part  of  the  record  of  the  pub¬ 
lic  hearing. 

A  verbatim  record  of  the  proceeding 
will  be  made  and  a  copy  of  the  transcript 
will  be  made  available  on  request  at  the 
expense  of  the  person  so  requesting. 

The  determination  of  the  Administra¬ 
tor  regarding  the  action  to  be  taken 
under  section  209(b)  of  the  Clean  Air 
Act  with  respect  to  the  waiver  of  the  ap¬ 
plication  of  the  prohibition  of  section 
209(a)  to  the  State  of  California  is  not 
required  to  be  made  solely  on  the  record 
of  the  public  hearing.  (Dther  scientific, 
engineering,  and  related  pertinent  in¬ 
formation,  not  included  in  the  transcript 
of  the  public  hearing,  may  also  be  con¬ 
sidered. 

Dated:  April  3.  1975. 

Richard  H.  Johnson, 

Acting  Assistant 
Administrator  for  Enforcement. 
(FR  Doc.76-9320  Filed  4-9-75:8:45  am) 

[FRL  357-41 

OCEAN  DUMPING 

Location  of  Public  Hearings  on  the  Appli¬ 
cation  of  the  United  States  Air  Force  for 
a  Permit  To  Incinerate  Herbicide  Orange 
at  Sea 

The  Environmental  Protection  Agency 
gave  notice  in  the  Federal  Register  on 
Monday.  March  24,  1975,  (40  FR  13026- 
28)  of  receipt  of  an  application  from  the 
United  States  Air  Force  for  a  permit  to 
incinerate  at  sea  the  chemical  known  sis 
Herbicide  Orange.  Notice  wsis  also  given 
of  a  public  hearing  on  this  application  to 
be  held  April  25,  1975,  beginning  at  9:30 
ajn.  in  Honolulu,  Hawsdl.  The  location 
for  this  hearing  will  be  the  Legislative 
Auditorium.  State  Capitol  Building. 
Punchbowl  and  Beretsmia  Street,  Hono¬ 
lulu. 

The  hearing  will  be  adjourned  and  re- 
C(Hivened  at  9:30  a.m.  on  April  28,  1975, 
in  the  Second  Floor  Conference  Room. 
Environmentsd  Protection  Agency, 
Region  IX,  100  California  Street,  San 
Francisco,  California. 

Dated:  April  3,  1975. 

James  L.  Agee, 
Assistant  Administrator  for 
Water  and  Hazardous  Materials. 

(FR  Doc.75-9323  FUed  4-9-75;8:4S  am] 


(OPP-32000/226:  FRL  357-2] 

RECEIPT  OF  APPLICATIONS  FOR 
PESTICIDE  REGISTRATION 

Data  To  Be  Considered  in  Support  of 
Applications 

On  November  19,  1973,  the  Environ¬ 
mental  Protection  Agency  (EPA)  pub¬ 
lished  in  the  Federal  Register  (38  FR 
31862)  its  interim  policy  writh  respect  to 
the  administration  of  section  3(c)  (1) 
(D)  of  the  Federal  Insecticide,  Fungicide, 
and  Rodentlcide  Act  (FIF'RA) ,  as 
amended.  This  policy  provides  that  EPA 
will,  upon  receipt  of  every  application 
for  re^tration,  publish  in  the  Federal 
Register  a  notice  containing  the  infor¬ 
mation  showm  below.  The  labeling  fur¬ 
nished  by  the  applicant  will  be  available 
for  examination  at  the  Environmental 
Protection  Agency,  Room  EB-31,  East 
Tower,  401  M  Street,  SW,  Washington, 
DC  20460, 

On  or  before  June  9,  1975,  any  person 
who  (a)  is  or  has  been  an  applicant,  (b) 
believes  that  data  he  develop^  and  sub¬ 
mitted  to  EPA  on  or  after  October  21, 
1972,  is  being  used  to  supix>rt  an  applica¬ 
tion  described  in  this  notice,  (c)  desires 
to  assert  a  claim  for  compensation  under . 
section  3(c)(1)(D)  for  such  use  of  his 
data,  and  (d)  wishes  to  preserve  his 
right  to  have  the  Administrator  deter¬ 
mine  the  amount  of  reasonable  com¬ 
pensation  to  which  he  is  entitled  for 
such  use  of  the  data,  must  notify  the 
Administrator  and  the  applicant  named 
in  the  notice  in  the  Federal  Register  of 
his  claim  by  certified  mail.  Notification 
to  the  Administrator  should  be  addressed 
to  the  Information  CTOordlnatlon  Sec¬ 
tion,  Technical  Services  Division  (WH- 
569),  Office  of  Pesticide  Programs,  401 
M  Street.  SW.  Washington.  DC  20460. 
Every  such  claimant  must  include,  at  a 
minimum,  the  Information  listed  in  the 
interim  policy  of  November  19,  1973. 

Applications  submitted  under  2(a)  or 
2(b)  of  the  interim  policy  will  be  proc¬ 
essed  to  completion  in  accordance  with 
existing  procedures.  Applications  sub¬ 
mitted  under  2(c)  of  the  interim  policy 
cannot  be  made  final  imtil  the  60  day 
period  has  expired.  If  no  claims  are  re¬ 
ceived  writhin  the  60  day  period,  the  2(c) 
application  will  be  processed  according 
to  normal  procedure.  However,  if  claims 
are  received  writhin  the  60  day  period,  the 
applicants  against  whom  the  claims  are 
asserted  will  be  advised  of  the  alterna¬ 
tives  available  under  the  Act.  No  claims 
will  be  accepted  for  possible  EIPA  adju¬ 
dication  which  are  received  after  June 
9. 1975. 

Dated:  April  2,  1975. 

John  B.  Ritch,  Jr.. 

Director, 

Registration  Division. 
Applications  Received  (OPP-32000/225) 

EPA  Reg.  No.  11649-12.  Avltrol  Corp.,  7644 
E  46th  St.,  PO  Box  46141,  Tulsa  OK  74145. 
AVTTROL  CORN  CHOP8-99.  Active  Ingre¬ 
dients:  4-Ainlnop7ildlne  0.03%.  Method  of 
Support:  Application  proceeds  under  2(b) 
of  Interim  policy.  PMll. 
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EPA  File  Symbol  4-EUO.  Bonide  Chem.  Co., 
Inc.,  2  Wurz  Ave.,  Yorkvllle  NY  13495. 
LAWN  WEED  KILLER  GRANULES.  Active 
Ingredients.  Triethanolamine  2,4-Dlchloro- 
phenoxyacetate  4.69%;  Triethanolamine 
Sllvex  (2- (2,4,5  -  trlchlorophenoxy )  propi¬ 
onic  acid)  1.26%.  Method  of  Support:  Ap¬ 
plication  proceeds  under  2(c)  of  Interim 
policy.  PM23. 

EPA  Pile  Symbol  33282-E.  Branchemco  Inc., 
8286  Western  Way  Circle,  Jacksonville  FL 
32216.  BRANCHEMCO  NO.  331.  Active  In¬ 
gredients:  Sodium  Dlmethyldithlocarba- 
mate  Isopropanol  40% .  Method  of  Support: 
Application  proceeds  under  2(c)  of  interim 
policy.  PM33. 

EPA  File  Symbol  359-ATL.  Chipman  Dlv., 
Rhodia  Inc.,  23  Belmont  Rd.,  Somerset  NJ 
08903.  RONSTAR.  Active  Ingredients:  2- 
tert  -  butyl  -  4-(2,4-dlchloro-6-lsopropoxy- 
phenyl) -A *-1.3,4-oxadiazolln-5-one  24.4%. 
Method  of  Support:  Application  proceeds 
under  2(b)  of  interim  policy.  PM24. 

EPA  File  Symbol  121-RL.  Cutter  Lab.,  Inc., 
4th  &  Parker  Sts.,  Berkeley  CA  94710.  CUT¬ 
TER  INSECT  REPELLENT  SPRAY.  Active 
Ingredients:  N,N-Diethyl-meta-toluamlde 
17.1%:  Other  isomers  0.9%;  Dimethyl 
Phthalate  12%;  Dl-n-propyl  Isoclnchomer- 
onate  1%;  N-octyl  bicyloheptene  dicar- 
boximlde  1%.  Method  of  Support:  Appli¬ 
cation  proceeds  under  2(c)  of  interim  pol¬ 
icy.  PM17. 

EPA  File  Symbol  6621-AR.  Eagle  Chem.  Co., 
2819  W  Lake  St.,  Chicago  IL  60612.  DOG 
GUARD.  Active  Ingredients:  Pyrethrlns 
0.06%;  Plperonyl  butoxide,  technical 
(Equivalent  to  0.096%  (butylcarbityl)  (6- 
propylplperonyl)  ether,  and  0.024%  other 
related  compounds)  0.12%;  N-octyl  blcy- 
cloheptene  dlcarboximide  0.20%;  N,N- 
Dlethyl  toluamide  14.25%;  Other  isomers 
0.75%;  Methoxychlor,  technical  0.50%; 
Petroleum  Distillate  84.22%.  Method  of 
Support:  Application  proceeds  under  2(c) 
of  interim  policy.  PM13. 

EPA  Reg.  No.  4816-353.  PMC  Corp.,  100  Ni¬ 
agara  8t.,  Middleport  NY  14105.  DRIONE. 
Active  Ingredients;  Pyrethrlns  1%;  Pl¬ 
peronyl  Butoxide,  Technical  (Equivalent 
to  8%  (butylcarbityl)  (6-propylplperonyl) 
ether  and  2%  of  related  compounds)  10%; 
Amorphous  Silica  Gel  40%;  Petroleum 
Hydrocarbons  49%.  Method  of  Support: 
Application  proceeds  under  2(c)  of  in¬ 
terim  policy.  PM17. 

EPA  File  Symbol  10638-0.  Farm  St  Ranch 
Supply  Co.,  7890  E  11th,  Tulsa  OK  74112. 
SHANNON  SQUASH  BUG  DYNAMITE.  Ac¬ 
tive  Ingredients:  Petroleum  Distillate 
4.90%;  Pyrethrlns  0.22%.  Method  of  Sup¬ 
port;  Application  proceeds  under  2(c)  of 
interim  policy.  PM17. 

EPA  File  Symbol  7364-EA.  Great  Lakes 
Biochemical,  6120  W  Douglas  Ave.,  Mil¬ 
waukee  WI  63218.  SLOW  RELEASE.  Ac¬ 
tive  Ingredients:  C(^I>er  sulfate  19.91%. 
Method  of  Support;  Application  proceeds 
under  2(a)  of  interim  policy.  PM24. 

EPA  Reg.  No.  485-9.  The  Industrial  Fumi¬ 
gant  Co.,  923  State  Line,  Kansas  City 

.  MO  64101.  INFUCO  80-20  GRAIN  FUMI¬ 
GANT.  Active  Ingredients;  Carbon  Tetra¬ 
chloride  82.9%;  Carbon  Bisulphide  16.5%. 
Method  of  Support:  Application  proceeds 
under  2(c)  of  interim  policy.  PMll. 

EPA  File  Sinnbol  12367-1.  Llch  Paper  Co., 
929  5th  Ave.,  Mckeesport  PA  15132.  LICO 
FORMULATION  66-25.  Active  Ingredi¬ 
ents:  Octyl  Decyl  Dimethyl  Ammonium 
Chloride  4.50%;  Dioctyl  Dimethyl  Ammo¬ 
nium  Chloride  2.25%;  Dldecyl  Dimethyl 
Ammonium  Chloride  2.21%;  Tetrasodlum 
Ethylenedlamlne  Tetraacetate  2.40%;  Iso¬ 
propyl  Alcoh(ri  3.60%.  Method  of  Support: 
Application  proceeds  under  2(b)  of  in¬ 
terim  policy.  PM31. 


EPA  File  Sirmboi  3624-RAA.  Nova  Products, 
Inc.,  PO  Box  5086,  Kansas  City  KS  66119. 
NOVA  FOGGING  CONCENTRATE  7219. 
Active  Ingredients:  2,2-dichlorovlnyl  di¬ 
methyl  phosphate  0.46%;  Other  related 
compounds  0.04%;  Pyrethrlns  2.00%: 
Plperonyl  butoxide,  technical  (Equiva¬ 
lent  to  4.8%  (butylcarbityl)  (6-propyl- 
piperonyl)  ether  and  1.2%  related  com¬ 
pounds)  4.00%;  N-octyl  blcycloheptene 
dlcarboximide  4.00%;  Petroleum  Distillate 
89.5%.  Method  of  Support:  Application 
proceeds  under  2(c)  of  interim  policy. 
PM13. 

EPA  File  Symbol  904-EGU.  B.  G.  Pratt  Div., 
Gabriel  Chem.  Ltd.,  204  2l8t  Ave.,  Paterson 
NJ  07509.  DURSBAN  250  EC.  Active  Ingre¬ 
dients:  Chlorpyrifos  (0,0-diethyl  0-(3,5, 
6-trlchloro-2-pyrldyl )  phosphorothloate] 
24.9%;  Aromatic  petroleiun  derivative  sol¬ 
vent  53.7%.  Method  of  Support:  Applica¬ 
tion  proceeds  under  2(c)  of  Interim  policy. 
PM12. 

EPA  File  Symbol  8503-RN.  Products  Chem. 
Co.,  3045  E  87th  St.,  Cleveland  OH  44104. 
GREEN  GENIE  BOWL  CLEANER  WITH 
MINT  FRAGRANCE.  Active  Ingredients: 
Hydrogen  Chloride  9.80%.  Method  of  Sup¬ 
port:  Application  proceeds  under  2(b)  of 
interim  policy.  PM32. 

EPA  File  Symbol  4185-LGE.  Smlth-Douglas 
Dlv.,  Borden  Chem.,  Borden  Inc.,  PO  Box 
419,  Norfolk  VA  23501.  “GRAIN  SAFE".  Ac¬ 
tive  Ingredients:  Propionic  Acid  100.00%. 
Method  of  Support:  Application  proceeds 
under  2(c)  of  interim  policy.  PM21. 

EPA  File  Symbol  1624-BNO.  U.S.  Borax,  PO 
Box  75128,  Sanford  Sta.,  Los  Angeles  CA 
90075.  20  MULE  POWER  SHOWER  TUB 
St  TILE  CLEANER  NO.  1.  Active  Ingredi¬ 
ents:  Tetrasodlum  ethylenedlamlne  tetra¬ 
acetate  6.84%;  Isopropanol  5.00%;  5- 
chloro  -  2  -  (2,4-dlchlorophenoxy)  phenol 
0.07%.  Method  of  Support:  Application 
proceeds  under  2(a)  of  interim  policy. 
PM32. 

EPA  File  Symbol  1624-RRN.  U.S.  Borax,  PO 
Box  75128,  Sanford  Sta.,  Los  Angeles  CA 
90075.  20  MULE  POWER  SHOWER  TUB 
St  TILE  CLEANER  NO.  2.  Active  Ingredi¬ 
ents:  Tetrasodlum  ethylenedlamlne  tetra¬ 
acetate  4.56%;  Isopropancd  5.00%;  5- 
chloro-2- (2.4-Dlchlorophenoxy)  phenol  0.- 
10%.  Method  of  Support:  Application  pro¬ 
ceeds  under  2(a)  of  interim  policy.  PM32. 

EPA  Reg.  No.  7401-138.  Voluntary  Purchasing 
Groups, .  Inc.,  PO  Box  460,  Bonham  TK 
76418.  FERTI-LOME  MITE  SPRAY.  Active 
Ingredients:  l,l-bls(chlorophenyl)  -2,2,2- 

trlchloroethanol  10.3%;  Aromatic  Petro- 
levun  Derivatives  68.0%.  Method  of  Sup¬ 
port:  Application  proceeds  under  2(c)  of 
interim  policy.  PM13. 

IFR  Doc.75-9317  Piled  4r-9-76;8:45  am] 


[OPP-32000/226:  FRL  357-3] 

RECEIPT  OF  APPLICATIONS  FOR 
PESTICIDE  REGISTRATION 

Data  To  Be  Considered  in  Support  of 
Applications 

On  November  19,  1973,  the  Environ¬ 
mental  Protection  Agency  (EPA)  pub¬ 
lished  in  the  Federal  Register  (38  FR 
31862)  its  Interim  policy  with  respect  to 
the  administration  of  Section  3(c)(1) 
(D)  of  the  Federal  Insecticide,  Fungicide, 
and  Rodenticide  Act  (FIFRA) ,  as 
amended.  Ihis  policy  provides  that  EPA 
will,  upon  receipt  of  every  application 
for  registration,  publish  in  the  Federal 
Register  a  notice  containing  the  infor¬ 
mation  shown  below.  The  labeling  fur¬ 


nished  by  the  applicant  will  be  available 
for  examination  at  the  Environmental 
Protection  Agency,  Room  EB-31.  Blast 
Tower,  401  M  Street,  SW,  Washington 
DC  20460. 

On  or  before  June  9,  1975,  any  person 
who  (a)  is  or  has  been  an  applicant,  (b) 
believes  that  data  he  develop^  and  sub 
mltted  to  EPA  <m  or  after  October  21, 
1972,  is  being  used  to  support  an  appli¬ 
cation  described  in  this  notice,  (c)  de¬ 
sires  to  assert  a  claim  for  compensation 
under  section  3(c)(1)(D)  for  such  use 
of  his  data,  and  (d)  wishes  to  preserve 
his  right  to  have  the  Administrator  de¬ 
termine  the  amount  of  reasonable  com- 
l>ensation  to  which  he  is  entitled  for  such 
use  of  the  data,  must  notify  the  Admin¬ 
istrator  and  the  applicant  named  in  the 
notice  in  the  Federal  Register  of  his 
claim  by  certified  mail.  Notification  to 
the  Administrator  should  be  addressed 
to  the  Information  Coordination  Section, 
Technical  Services  Division  (WH-569), 
Office  of  Pesticide  Programs,  401  M 
Street,  SW,  Washington,  DC  20460.  Every 
such  claimant  must  include,  at  a  mini¬ 
mum,  the  information  listed  in  the  in¬ 
terim  policy  of  November  19,  1973. 

Applications  submitted  under  2(a)  or 
2(b)  of  the  interim  policy  will  be  proc¬ 
essed  to  completion  in  accordance  with 
existing  procedures.  Applications  sub¬ 
mitted  imder  2(c)  of  the  interim  policy 
cannot  be  made  final  until  the  60  day 
period  has  expired.  If  no  claims  are  re¬ 
ceived  within  the  60  day  period,  the  2(c) 
application  will  be  processed  according 
to  normal  procedure.  However,  if  claims 
are  received  within  the  60  day  period, 
the  applicants  against  whom  the  claims 
are  asserted  will  be  advised  of  the  alter¬ 
natives  available  under  the  Act.  No 
claims  will  be  accepted  for  possible  EPA 
adjudication  which  are  received  after 
June  9,  1975. 

Dated:  April  2,  1975. 

John  B.  Ritch.  Jr., 

Director. 

Registration  Division. 

Applications  Received  (OPP-32000/226) 

EPA  File  Symbol  1145-RUN.  Amoco  Oil  Co., 
200  East  Randolf  Dr.,  PO  Box  6110A,  Chi¬ 
cago,  IL  60680.  AMOOO  TREE  SPRAY  OIL. 
Active  Ingredients:  Petroleum  OH  99.0%. 
Method  of  Support:  Application  proceeds 
under  2(c)  of  Interim  policy.  PM13. 

EPA  File  Symbol  35909-A.  Associated  Water 
Conditioners,  Inc.,  Rt.  202,  Mt.  Kemble 
Ave.,  Morristown,  NJ  07960.  No.  470.  Active 
Ingredients:  Disodlum  cyanodlthlolmido- 
carbonate  4.90%;  Potassium  N-methyldi- 
thiocarbamate  6.76%.  Method  of  Support; 
Application  proceeds  under  2(b)  of  Interim 
policy.  PM22. 

EPA  File  Symbol  35909-G.  Associated  Water 
Conditioners,  Inc.  No.  471.  Active  Ingre¬ 
dients:  Disodlum  cyanodlthiomldo-carbon- 
ate  7.35%:  Potassium  N-methyldithlocar- 
bamate  10.15%.  Method  of  Support:  Appli¬ 
cation  proceeds  under  2(b)  of  Interim 
policy.  PM22. 

EPA  File  Symbol  35909-U.  Associated  Water 
Conditioners,  Inc.  No.  472.  Active  Ingre¬ 
dients:  Disodlum  cyanodithlomldocarbo- 
nate  3.68%;  Potassium  N-methyldlthio- 
carbamate  5.07%.  Method  of  Support: 
Application  proceeds  under  2(b)  of  Interim 
policy.  PM22. 
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EFA  Pile  Symbol  4-EUU.  Bonide  Chemical 
Co.,  Inc.,  3  Wurz  Ave.,  Toi^vUle  NY  13495. 
TOM  CAT  W/DlPHACm.  Active  Ingredi¬ 
ents:  Dlphaclnone  (2-dlphenylacetyl  1-1,3- 
IndaiKllone)  0.005%.  Method  of  Support: 
Application  proceeds  under  2(c)  of  Interim 
policy.  PMll. 

EPA  File  Symbol  145»-T7n.  Bullen  Chemical 
Co..  Hook  Bd.,  Folcroft  PA  19032.  BUIiLEN 
VEGETATION  KILLER.  Active  Ingredi¬ 
ents:  Pr(Mneton:2.4-bis(l8opropylamlno)- 
6-methoxy-5-trlazine  3.73%;  Petroleiun 
distillate  81.04%.  Method  of  Support:  Ap¬ 
plication  proceeds  under  2(c)  of  interim 
policy.  PM25. 

EPA  Reg.  No.  7176-8.  The  Butcher  Polish  Co., 
120  Bartlett  St.,  Marlborough  MA  01752. 
BUTCHER'S  PROBE  PHENOLIC  GERMI¬ 
CIDAL  DE77ERGENT.  Active  Ingredients: 
Isopropanol  7.480%;  o-benzyl  p-chloro- 
pbenol  5.437%;  o-phenylphenol  3.500%; 
Tetrasodlum  ethylene  diamine  tetraacetate 
1.140%.  Method  at  Support:  Application 
proceeds  under  2(a)  of  Interim  policy. 
PM32. 

EPA  File  Symbol  1101-GUN.  Carolina  Chem¬ 
icals.  Inc.,  PO  Box  118,  West  Columbia  SC 
29169.  FLIGHT  BRAND  TOXAPHENE  80S. 
Active  Ingredients:  Toxapbene  (Technical 
Chlorinated  Can^hene  Containing  67-60% 
Chlorine)  80%.  Method  of  Support:  Appli¬ 
cation  proceeds  under  2(c)  of  Interim 
policy.  PM12. 

EPA  File  Symbol  34276-R.  Century  Industries 
Corp.,  BD  #1,  New  Waterford  OH  44445. 
5%  PENTA  WOOD  PRESERVER.  Active  In¬ 
gredients:  Pen tachlorc^henol  4.25%;  Other 
Chlorophenols  0.50%.  Method  of  Support: 
Application  proceeds  under  2(c)  of  Interim 
policy.  PM22. 

EPA  File  Symbol  5736-nO.  DuBols  Chemicals, 
Dlv.  Chemed  Corp.,  8630  E.  Kemper  Rd., 
SharonvUle  OH  45241.  OAX-21  A  BAC- 
TEB106TAT  AND  ALGICIDE.  Active  In¬ 
gredients:  N-Alkyl  (7%  C8,  6.5%  CIO,  53% 
C12,  19%  C14,  8.5%  C16,  6%  C18)  1,3- 
Propanedlamlne  15.0%;  Isopropyl  Alcohol 
15.0%.  Method  of  Support:  Application 
proceeds  under  2(c)  of  Interim  policy. 
PM31. 

EPA  Pile  Symbol  3557 1-E.  Chem  Pro  Labora¬ 
tory,  Inc.,  941  W.  190th  St.,  Gardena  CA 
90248.  CHEM  PRO  #30M.  Active  Ingredi¬ 
ents:  Dlsodlum  cyanodlthloimldiocctfbon- 
ate  7.35%;  Potassliun  N-methyldlthlocar- 
bamate  10.15%.  Method  of  Support:  Ap¬ 
plication  proceeds  under  2(b)  of  Interim 
policy.  PM33. 

EPA  Pile  Symbol  14796-0.  CuUlgan  Water 
Treatment  Co.,  Inc.,  162  Governor  St.,  East 
Hartford  CT  06108.  T-61A.  Active  Ingre- 
dlmits:  Dlsodlum  cyanodlthiolmldocarbon- 
ate  8.68%;  Potassium  N-msthyldlthlocar- 
bamate  5.07%.  Method  of  Support:  Appli¬ 
cation  proceeds  under  2(b)  of  interim 
policy.  PM22. 

EPA  File  Symbol  10638-T.  Farm  &  Ranch 
Supply  Co.,  7890  E.  11th,  Tulsa  OK  74112. 
SHANNON  MANGE  PRESCRIPTION.  Ac¬ 
tive  Ingredients:  Benzyl  Benzoate  25.50%. 
Method  of  Support:  Application  proceeds 
\inder  2(c)  of  Interim  policy.  PM15. 

EPA  File  Symbol  904-EGG.  B.  G.  Pratt  Dlv., 
Gabriel  Chemicals  Ltd.,  204  2l8t  Ave.,  Pat¬ 
erson  NJ  07509.  PRATT  REPEL  FOR  CATS 
&  DOGS.  Active  Ingredients:  Methyl  nonyl 
detone  1.0%;  Related  Compounds  0.1%. 
Method  of  Support:  Application  proceeds 
under  2(c)  of  interim  policy.  PMll. 

EPA  FUe  Symbol  15144-U.  Gotham  Chemical 
Co.,  27  Traverse  Ave.,  Port  Chester  NY 
10573.  AQUACIDE-100.  Active  Ingredients: 
Dteodlum  cyanodlthloimldocarbonate 
3.68%:  Potassium  N-methyldlthlocarba- 
mate  5.07%.  Method  of  Support:  Applica¬ 
tion  proceeds  imder  2(b)  of  Interim  policy. 
PM22. 


EPA  File  Symbol  334-URO.  Hysan  Corp.,  910 
W.  38th  St.,  Chicago  IL  60609.  GUTTS 
.  COMPLETE  VEGETAHON  KILLER.  Active 
Ingredients:  2,4-Dlchlorophenoxyacetlc 

.  acid,  isooctyl  ester  1.09%;  BromacU  (5- 
■  bromo-3-secbutyI-6-methyluracll)  0.61%; 
Pentachlorophenol  0.80%;  other  chloro¬ 
phenols  0.09%.  Method  of  Support:  Appli¬ 
cation  proceeds  under  2(c)  of  Interim 
policy.  PM34. 

EPA  File  Symbol  24057-G.  Jersey  Industrial 
Chemicals,  Inc.,  PO  Box  568,  Livingston 
NJ  07039.  FUNGICIDE  B.  Active  Ingredi¬ 
ents:  Dlsodlum  cyanodlthiomldocarbonate 
3.68%;  Potassium  N-methyldlthlocarba- 
mate  6.07%.  Method  of  Support;  Applica¬ 
tion  proceeds  under  2(b)  of  Interim  policy. 
PM22. 

EPA  Reg.  No.- 8901-7.  Kocide  Chemical  Corp., 
PO  Box  45539,  Houston  TX  77045.  KOCIDE 
404  FLOW  ABLE  AGRICULTURAL  FUNGI¬ 
CIDE.  Active  Ingredients:  Cupric  Hydrox¬ 
ide  30%.  Method  of  Support:  Application 
proceeds  under  2(b)  of  Interim  policy. 
PM22. 

EPA  File  Symbol  802-LBI.  The  Chas.  H.  LUly 
Co.,  109  SE.  Alder,  Portland  OR  97214. 
MILLER’S  2,4-D-SILVEX  18-20  GRANU¬ 
LAR.  Active  Ingredients:  2,4-Dlchloro- 
phenoxyacetic  acid  18.00%;  Isooctyl  Ester 
of  SUvex  (2-(2,4,5-Trichloropbenoxy) 
propionic  acid]  29.20%.  Method  of  Sup¬ 
port:  Application  proceeds  under  2(c)  of 
IntMim  policy.  PM23. 

EPA  FUe  Symbol  802-LRO.  The  Chas.  H.  LUly 
Co.,  109  SE.  Alder,  PorUand  OR  97214. 
MILLER’S  2-4-D-SILVEX  30-10  GRANDU- 
LAR.  Active  Ingredients:  2,4-Dlchloro¬ 
phenoxyacetlc  Acid  30.00%;  Isooctyl  Ester 
of  SUvex  [2-(2,4,5-'n‘lchlorophenoxy) 
propionic  acid)  14.61%.  Method  of  Sup¬ 
port:  Application  proceeds  under  2(c)  of 
Interim  poUcy.  PM23. 

EPA  FUe  Symbol  8591-EL.  The  Mogul  Corp., 
Chagrin  Falls  OH  44022.  MOGUL  A-496. 
Active  Ingredients:  Calcium  hypochlorite 
70%.  Method  of  Support:  Application  pro¬ 
ceeds  under  2(c)  of  Interim  policy.  PM34. 
EPA  File  Symbol  36488-R.  Reuter  Labora¬ 
tories,  7655  Gard  Rd.,  Manassas  VA  22110. 
MILErv  SPORE.  Active  Ingredients:  A 
mixed  culture  of  not  less  than  100  mUllon 
viable  spores  of  resistant  stages  of  either 
or  both  Bacillus  popUllae  at  Bacillus  lentl- 
morbus  per  gram  of  Inert  powder.  Method 
of  Support:  Application  proceeds  under 
2(a)  of  Interim  policy.  PM17. 

EPA  Beg.  No.  523-32.  Roberts  Laboratories, 
'  4995  North  Main  St.,  Rockford  IL  61101. 
ROBERTS  FLY-BATE.  Active  Ingredients: 
2,2-Dlchlorovlnyl  dimethyl  phosphate 
0.46%;  Related  Compounds  0.04%.  Method 
of  Support:  Application  proceeds  under 
2  (e)  of  interim  policy.  PM13. 

Republished  Items 

The  following  Items  represent  a  correc¬ 
tion  in  the  list  of  AppUcatlons  Received  pub¬ 
lished  in.  the  Federal  Register  of  March  6, 
1976  (40  FR  10515). 

EPA  FUe  Symbol  3477S-A.  Chemtech  Re¬ 
sources,  Inc.,  PO  Box  24440,  Dallas  TX 
75224.  MWK-8  NON-SELECTIVE  WEED 
KTTJiKR.  Active  Ingredients:  Monuron 
trlchlOToacetate  3-(p-Chlorophenyl)-l,l- 
dlmethylurea  trichloroacetate  3.19%. 
Originally  published  as  3.10%. 

EPA  FUe  Symbol  13926-0.  Verpas  Products, 
'  Inc.,  PO  Box  826-Urb.  Industrial,  JiUio  N. 
Matos,  Carolina  PR  00630.  DRAGON  AER¬ 
OSOL  MATA  MASCAS  4  MOSQUITOS.  Ac¬ 
tive  Ingredients:  Petroleum  DlstUlate 
58.20%.  Originally  published  as  Verpas 
Products,  Inc.,  PO  Box  826-Urb.  Industrial, 
Julio  N.  Matos,  Carolina  PR  000630.  Active 
Ingredients:  Petroleum  DlstUlate  588.20%. 

JFR  Doc.75-9318  Filed  4-9-76:8:46  am] 


(OPP-32000/227:  FRL  367-6] 

RECEIPT  OF  APPLICATIONS  FOR 
PESTICIDE  REGISTRATION 

Data  To  Be  Considered  in  Support  of 
Applications 

On  November  19,  1973,  the  Environ¬ 
mental  Protection  Agency  (EPA)  pub¬ 
lished  in  the  Federal  Register  (38  FR 
31862)  its  interim  policy  with  respect  to 
the  administration  of  section  3(c)  (1)  (D) 
of  the  Federal  Insecticide,  Fungicide, 
and  Rodenticide  Act  (FIFRA),  as 
amended.  This  policy  provides  that  EPA 
will,  upon  receipt  of  every  application 
for  registration,  publish  in  the  Federal 
Register  a  notice  containing  the  infor¬ 
mation  shown  below.  The  labeling  fur¬ 
nished  by  the  applicant  will  be  available 
for  examination  at  the  Environmental 
Protection  Agency,  Room  EB-31,  East 
Tower,  401  M  Street,  SW,  Washington 
DC  20460. 

On  or  before  June  9,  1975,  any  person 
who  (a)  is  or  has  been  an  applicant,  (b) 
believes  that  data  he  developed  and  sub¬ 
mitted  to  EPA  on  or  after  October  21, 
1972,  is  being  used  to  support  an  applica¬ 
tion  described  in  this  notice,  (c)  desires 
to  assert  a  claim  for  compensation  imder 
section  3(c)(1)(D)  for  such  use  of  his 
data,  and  (d)  wishes  to  preserve  his  right 
to  have  the  Administrator  determine  the 
amount  of  reasonable  compensation  to 
which  he  is  entitled  for  such  use  of  the 
data,  must  notify  the  Administrator  and 
the  applicant  named  in  the  notice  in  the 
Federal  Register  of  his  claim  by  certi¬ 
fied  mail.  Notification  to  the  Administra¬ 
tor  should  be  addressed  to  the  Informa¬ 
tion  Coordination  Section,  Technical 
Services  Division  (WH-569),  Office  of 
Pesticide  Programs,  401  M  Street,  SW, 
Washington  DC  20460.  Every  such  claim¬ 
ant  must  include,  at  a  minimum,  the  in¬ 
formation  listed  in  the  interim  policy 
of  November  19, 1973. 

Applications  submitted  under  2(a)  or 
2(b)  of  the  interim  policy  will  be  proc¬ 
essed  to  completion  in  accordance  with 
existing  procedures.  Applications  sub¬ 
mitted  under  2(c)  of  the  interim  policy 
cannot  be  made  final  until  the  60  day 
period  has  expired.  If  no  claims  are 
received  within  the  60  day  period,  the 
2(c)  application  will  be  processed  ac¬ 
cording  to  normal  procediu’e.  However, 
if  claims  are  received  within  the  60  day 
period,  the  applicants  against  whom  the 
claims  are  asserted  will  be  advised  of  the 
alternatives  available  under  the  Act.  No 
claims  will  be  accepted  for  possible  EPA 
adjudication  which  are  received  after 
June  9, 1975. 

Dated:  April 4, 1975. 

John  B.  Ritch,  Jr., 
Director, 

Registration  Division. 

Applications  Rkceived  (OPP-32000/227) 

EPA  FUe  Symbol  16771-R.  Capital  Janitorial 
23223.  COLONIAL  MINT  ODOR  DI8IN- 
FECTTANT,  CX^ANER,  DEODORANT  COEF. 
7.  Active  Ingredients:  Alkyl  (C14  58%,  C16 
28%,  C12  14%)  dimethyl  benzyl  ammo¬ 
nium  chloride  2.0%;  Isopropanol  2.0%; 
Methyl  salicylate  0.5%.  Method  of  Support; 

.  AppUoatlon  proceeds  under  2(c)  of  In¬ 
terim  p<Uicy.  PM31. 
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EPA  File  Symbol  15771-E.  Capital  Janitorial 
Supply  Co.  COLONIAL  LEMON  ODOR 
DISINFECTANT,  DEODORANT,  CLEANER 
COEF.  7.  Active  Ingredlenta:  Alkyl  (C14 
68%,  C16  28%,  C12  14%)  dlmetbyl  benzyl 
ammonium  chlortde  2.00%;  l8c^>r(^>an(^ 
1.00%;  Essential  Oils  0.25%.  Method  oi 
Supped:  Application  proceeds  under  2(c) 
of  Interim  policy.  PM31. 

EPA  File  Symbol  16771-0.  Capital  Janitm-lal 
Supply  Co.  COLONIAL  PINE  ODOR  DIS¬ 
INFECTANT,  DEODORAJNT,  CLEANER 
COEF.  6.  Active  Ingredients;  Isopropanol 
4.76%;  Pine  oU  3.96%;  Alkyl  (C14  68%, 
C16  28%,  C12  14%)  dimethyl  benzyl  am- 
monliun  chlCM-lde  1.97%.  Method  of  Sup¬ 
port:  Application  proceeds  under  2(c)  of 
Interim  policy.  PM31. 

EPA  Reg.  No.  3126-237.  Chemagro,  Dlv.  of 
Mobay  Chem.  Corp.,  PO  Box  4913,  Kansas 
City  MO  64120.  NEMACDR  10%  GRANU¬ 
LAR  NEMATICIDE.  Active  Ingredients: 
Ethyl  3-methyl-4-(methylthio)phenyl  (1- 
methylethyl)  phosphoramldate  10%.  Meth¬ 
od  of  Support:  Application  proceeds  under 
2(b)  of  interim  policy.  PM21. 

EPA  File  Symbol  6969-GO.  Chemical  & 
Equipment  Sales  &  Serv.  Co.,  Inc.,  3534 
Central  Ave.,  PO  Box  12462,  Charlotte  NC 
28205.  ACCUDOSE  AEROSOL  INSECTI¬ 
CIDE.  Active  Ingredients:  Pyrethrlns 
0.700%;  Technical  Plperonyl  Butoxlde 
(Equivalent  to  2.8%  (butyl -carbltyl)  (6- 
Propylplperonyl)  Ether  and  7%  of  related 
compounds).  8.500%;  Refined  Petroleum 
Distillate  16.800%.  Method  of  Support: 
Application  proceeds  under  2(c)  of  interim 
policy.  PM17. 

EPA  File  Symb<fi  1660-TI.  Chemical  Spe¬ 
cialties  Co.,  Inc.,  51-56  Nassau  Ave.,  Brook¬ 
lyn  NY  11222.  VAM-O  FORMULA  #3 
CANARY  SEED  MOUSE  BAIT.  Active  In¬ 
gredients:  2-1  (p-chlorophenyl)  phenylace- 
tyl]-l,3-indandione  0.005%.  Method  of 
Support;  Application  proceeds  under  2(c) 
of  interim  policy.  PMll. 

EPA  File  SymlKfi  7173-RAL.  Chempar  Chem- 
'ical  Co.,  260  Madison  Ave.,  New  York  NY 
10016.  ROZOL  RAT  AND  MOUSE  BLILLER 

pest  control  operators  formula. 

Active  Ingredients:  2- [(p-chlorophenyl) 
phenylacetyl]  -  1,3  -  indandlone  0.006%. 
Method  of  Support:  Application  proceeds 
under  2(c)  of  interim  policy.  PMll. 

EPA  File  Symbol  9444-UA.  Cllne-Buckner, 
Inc.,  16317  Piuma  Ave.,  Cerritos  CA  90701. 
CB  FOOGER  n.  Active  Ingredients: 
Pyrethrlns  0.400%;  Plperonyl  Butoxlde 
(Equipment  to  3.20%  (butylcarbityl)  (6- 
propylplperonyl)  ether  and  80%  related 
compounds)  4.000%;  Petroleum  Distillate 
9.036%;  o-Isopropoxyphenyl  Methyl  Car¬ 
bamate  1.000%;  2,2-dichlorovinyl  dimethyl 
phosphate  0.470%;  Related  compounds 
0.030%.  Method  of  Support:  Application 
process  under  3(c)  of  interim  policy. 
PM13. 

EPA  File  Symbol  11694-AI.  Dymon,  Inc.,  3401 
Kansas  Ave.,  Kansas  City  KS  66106.  SYS- 
TiailC  2%  GRANULAR  SYSTEMIC  IN¬ 
SECTICIDE.  Active  Ingredients:  0,0- 
Dlethyl  S-(2-(ethylthlo)  ethyl  Jphosphoro- 
dlthloate  2%.  Method  of  Support:  Applica¬ 
tion  proceeds  under  2(c)  of  interim  policy. 
PM14. 

EPA  File  Symbol  11497-1.  Envlro  Chem. 
Corp.,  12262  Leo  Lane,  PO  Box  29113,  Dallas 
TX  76229.  ENVUtO  WEED  CHECK  LIQUID 
WEED  KILLER.  Active  Ingredients: 
Monuron  Trlchloroacetate  (3- (p-chloro¬ 
phenyl)  -1,  1-dimethylurea  trlchlcH'oace- 
tate]  3.19%;  Aliphatic  Petroleum  Deriva¬ 
tive  86.03%.  Method  of  Support:  Applica¬ 
tion  proceeds  under  2(c)  of  interim  policy. 
PM24. 

EPA  File  Symbol  11261-G.  Gasser  &  Dunham, 
PO  Box  627,  Merrill  OR  97633.  FERTI¬ 


LIZERS  WITH  0.4%  DI-SYSTON.  Active 
Ingredients:  0,0  -  Diethyl  S [ ethyl thio)- 

'  ethyl  phosphorodlthioate  0.40%.  Method  of 
Support:  Application  proceeds  under  2(c) 
of  Interim  policy.  PM14. 

EPA  File  Symbol  11261-L.  Gasser  &  Dunham, 
PO  Box  627,  Merrill  OB  97633.  FERTI¬ 
LIZERS  WITH  0.9%  DI-SYSTON.  AcUve 
Ingredients:  0,0-Dletbyl  Sfethylthio)  ethyl 
phosphorodlthioate  0.90%.  Method  of  Sup¬ 
port:  Application  proceeds  imder  2(c)  of 
Interim  policy.  PM14. 

EPA  File  Symbol  12069-U.  Jag  Chem.  Corp., 
1865  New  Hwy.,  Farmingdale  NY  11736. 
MASSACRE  GENERAL  PURPOSE  INSECT 
SPRAY.  Active  Ingredients:  Pyrethrlns 
0.1%;  Plperonyl  Butoxlde,  Technical 
(Equivalent  to  0.8%  of  (butylcarbityl) 
(6-propylplperonyl)  ether  and  to  0.2%  of 
related  compounds)  1.0%;  Petroleum  Dis¬ 
tillate  99.4%.  Method  of  Support:  Appli¬ 
cation  proceeds  under  2(c)  of  interim 
policy.  PM17. 

EPA  File  Symbol  33626-R.  Lawn  Medic  Inc., 
1024  Sibley  Tower,  Rochester  NY  14604. 
CRABORASS  PREVENTER  #2.  Active  In¬ 
gredients:  Dimethyl  Tetrachlorotereph- 
thalate  6.86%.  Method  of  Support:  Appli¬ 
cation  proceeds  under  2(c)  of  interim 
policy.  PM23. 

£3*A  File  Symbol  13625-R.  Maintenance 
Mates,  1064  W.  39tb  St.,  Norfolk  VA  23508. 
2M  PINE  ODOR  DISINFECTANT-CLEAN¬ 
ER  COEF.  6.  Active  Ingredients:  Is(^ro- 
panol  4.75%:  Pine  OU  3.95%;  Alkyl  (C14 
58%,  C16  28%,  C12  14%)  dimethyl  benzyl 
ammonium  chloride  1.97%.  Method  of 
Support:  Application  proceeds  under  2(c) 
of  interim  policy.  PM31. 

EPA  File  Sirmbol  13525-E.  Maintenance 
Mates,  1064  W.  39th  St.,  Norfolk  VA  23608. 
2  M  MINT  ODOR  DISINFECTANT  CLEAN¬ 
ER  COEF.  7.  Active  Ingredients:  Alkyl 
(C14  68%,  C16  28%,  C12  14%)  dimethyl 
benzyl  ammonium  chloride  2.0%;  Isopro¬ 
panol  2.0%;  Methyl  salicylate  0.5%. 
Method  of  Support;  Application  proceeds 
under  2(c)  of  interim  policy.  PM31. 

EPA  File  Symbol  1021-ROLR.  McLaughlin 
Gormley  King  Co.,  8810  10th  Ave.  N., 
Minneapolis  MN  65427.  MGK  BIG  GAME 
REPELLENT  CONCENTRATE.  Active  In¬ 
gredients:  Egg  Solids  15%.  Method  of  Sup¬ 
port:  Application  proceeds  under  2(a)  of 
Interim  poUcy.  PMll. 

EPA  File  Symbol  1021-ROLE.  McLaughlin 
Gormley  King  Co.,  8810  10th  Ave.  N.,  Mln- 
neiq>olls  MN  65427.  D-TRANS  INTER- 
MEIDIATE  2053.  Active  Ingredients:  d- 
trans  Allethrin  (allyl  homolog  of  Clnerln 
I)  14.31%;  Plperonyl  butoxlde,  technical 
(Equivalent  to  12.29%  (butylcarbityl)  (6- 
propylplperonyl)  ether  and  4.57%  other 
related  compounds)  22.86%;  N-octyl  bi- 
cycloheptene  dicarboxlmlde  11.44%;  Pe¬ 
troleum  distillate  8.49%.  Method  of  Sup¬ 
port:  Application  proceeds  under  2(c)  of 
interim  pqllcy.  PM17. 

EPA  FUe  Symbol  9591-ET.  Nationwide  Prod¬ 
ucts,  PO  Box  3027,  Hamilton  OH  46013. 
FLEAS.  TICKS  Se  LICE  POWDER  READY- 
TO-USB  SYNERGIZED  PYRETHRUM 
DUST.  Active  Ingredients:  Pyrethrlns 
0.15%:  Plperonyl  Butoxlde  Technical 
(Equivalent  to  1.2%  of  (Butylcarbityl) 
(6-Propylpiperonyl)  Ether,  and  0.3%  of 
related  compounds)  1.50%.  Method  of 
Support;  Application  proceeds  under  2(c) 
of  Interim  policy.  PM17. 

EPA  File  Symbol  668a-RO.  W.  G.  Snee  Co., 
1430  S.  Peters  St.,  New  Orleans  LA  70301. 
PURE  LEMON  ODOR  16  DISINFECTANT- 
DETERGENT-DEODORANT  SANITIZER. 
Active  Ingredients;  Alkyl  (C14  58%,  C16 
28%,  C12  14%)  dimethyl  benzyl  ammo¬ 
nium  chloride  4.0%;  Isopropanol  2.0%; 


Essential  oUs  0.6%.  Method  of  Support: 
Application  proceeds  under  2(c)  of  in¬ 
terim  policy.  PM31. 

EPA  File  Symbol  668fi-RE.  W.  G.  Snee  Co., 
1430  S.  PetMB  St.,  New  Orleans  LA  70301. 
PURE  LEMON  ODOR  7  DISINFECTANT- 
DETERGENT-DEODORANT  SANITIZER. 
Active  Ingredients:  Alkyl  (C14  68%,  C16 
28%,  C12  14%)  dimethyl  benzyl  ammo- 
niiun  chloride  2.00%;  Isopropanol  1.00%; 
Essential  oils  0.25%.  Method  of  Support: 
Application  proceeds  under  2(c)  ,of  in¬ 
terim  policy.  PM31. 

EPA  File  Symbol  148-RERL  Thompson 
Hayward  Chem.  Co.,  5200  Speaker  Rd., 
Kansas  City  KS  66106.  ATRAZINE  TECH¬ 
NICAL  Active  Ingredients:  Atrazine  (2- 
chloro-4-ethylamlno  -  6  -  Isopropylamlno- 
s-trlazine)  95%;  Related  compounds  3%. 
Method  of  Support:  Application  proceeds 
under  2(c)  of  interim  policy.  PM25. 

EPA  File  Symbol  148-RERU.  Thompson-Hay- 
ward  Chem.  Co.  ATRAZINE  80W.  Active 
Ingredients:  Atrazine  (2-chloro-4-ethyl- 
amino-6-isopropylamino-8-trlazine)  77.6%; 
Related  Compounds  2.4%.  Method  of  Sup¬ 
port:  Application  proceeds  under  2(c)  of 
interim  policy.  PM25. 

EPA  Pile  Symbol  148-RERA.  Thompson-Hay- 
ward  Chem.  Co.  ATRAZINE  PLUS.  Active 
Ingredients:  Atrazine  (2-chloro-4-ethyl- 
amlno-6-isopropylamino-s-trlazlne)  93.1%; 
Related  Compounds  2.9%.  Method  of  Sup¬ 
port:  Application  proceeds  vmder  2(c)  of 
interim  policy.  PM25. 

EPA  Pile  Symbol  36641-R.  Triangle  Paint  Co., 
Inc.,  2222  3rd  St.,  Berkeley  CA  94710.  WOOD 
TREATMENT  #174  CLEAR.  Active  Ingredi¬ 
ents:  Pentachlorophenol  4.69%;  Other 
Chlorinated  Phenols  0.66%.  Method  of  Sup¬ 
port:  Application  proceeds  under  2(c)  of 
interim  policy.  PM24. 

EPA  File  Symbol  36646-R.  Zodlac-Healox  & 
Lustray  Div.  of  Majestic  Drug  Co.,  Inc., 
711  E.  134th  St.,  Bronx  NY  10454.  PETA- 
GREE  CONCENTRATED  SHAMPOO  KTT.TJt 
FLEAS,  LICE  ft  TICKS.  Active  Ingredients; 
Pyrethrlns  0.050%;  Plperonyl  Butoxlde, 
Technical  0.100%;  N-Octyl  Bicycloheptene 
Dicarboxlmlde  0.167%;  Petroleum  Distillate 
0.243%.  Method  of  Support:  Application 
proceeds  under  2(c)  of  Interim  policy. 
PM17. 

Republishxo  Item 

The  following  item  Is  a  change  in  the  list 
of  Applications  Received  published  in  the 
Fedebal  Registeb  March  11,  1975  (40  FR 
11384). 

EPA  Reg.  No.  239-2186.  Chevron  Chem.  Co., 
940  Hensley  St.,  Richmond  CA  94804.  OR¬ 
THO  PARAQUAT  CL  (For  use  on  sun¬ 
flowers,  oilseed  varieties  only).  Method  of 
Support:  Application  proceeds  under  2(a) 
rather  than  2(c)  as  published.  PM25. 

(FR  Doc.75-0319  Filed  4-9-75;8:46  am] 

FEDERAL  DEPOSIT  INSURANCE 
CORPORATION 
INSURED  NONMEMBER  BANKS 

Withdrawal  of  Savings  Deposits  by 
Telephone 

The  rules  and  regulations  of  the  PDIC 
impose  certain  restrictions  as  to  the  man¬ 
ner  in  which  savings  deposits  may  be 
withdrawn  from  insured  non-member 
banks.  12  CFR  329.5(c).  Federal  Reserve 
Regulation  Q  imposes  similar  restrictions 
on  savings  deposits  in  Federal  Reserve 
member  banks.  12  CFR  217.5(c). 
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The  Board  of  Governors  of  the  Federal 
Reserve  has  announced  that  it  Is  with¬ 
drawing  its  long-stanAng  policy  oppos¬ 
ing  the  withdrawal  of  funds  from  savings 
.accounts  by  telephone  or  other  oral  or¬ 
der.  In  its  announcement,  the  Board  of 
Governors  notes  that  other  depository 
institutitms.  including  nonmember  com¬ 
mercial  banks,  have  been  allowed  to  offer 
telQ>hone  withdrawal  services  for  some 
time. 

The  Board  of  Directors  of  the  FDIC 
de«ns  it  desirable  to  publicly  confirm 
that  nothing  in  the  regulations  of  the 
FDIC  bars  the  withdrawal  cff  funds  in 
a  savings  account  upon  the  order  of  a 
depositor  transmitted  by  means  of  a  tele¬ 
phone  or  other  communications  device. 

This  azmouncement  merely  reiterates 
the  policy  of  the  FDIC  with  respect  to 
the  withdrawal  savings  deposits  by 
telephone.  Any  instired  nonmember  bank 
may  allow  its  customers  to  utilize  this 
method  of  withdrawal;  however,  the 
Board  of  Directors  expects  that  any  bank 
which  does  so  will  implement  apcvopriate 
security  and  other  procedures  to  insure 
the  safe  and  sound  conduct  of  this 
activity. 

By  order  of  the  Board  of  Directors, 
April  4,  1975. 

FxDZRAL  Deposit  Insttkance 

COBPORATION, 

[seal]  Alan  R.  MiLLEa, 

Executive  Secretary. 

[Ttt  Doc.76-a416  FUed  4-fr-76;8:46  sm] 


FEDERAL  HOME  LOAN  BANK  BOARD 

[H.C.  Vo.  IDS] 

IMPERIAL  CORPORATION  OF  AMERICA 

Receipt  of  Application  for  Permission  To 
Acquire  Control 

Apeil  7,  1975. 

Notice  is  hereby  given  that  the  Federal 
Savings  and  Loan  Insurance  Corporation 
has  received  an  application  from  Impe¬ 
rial  Corporation  of  America,  San  Diego, 
California,  a  multiple  savings  and  loan 
holding  company,  for  approval  of  acqui- 
siUcm  of  contrcd  of  the  Avoo  Savings  and 
Loan  Association,  Los  Angeles,  California, 
an  Insured  Institution,  under  the  iwovl- 
sions  of  section  408(e)  of  the  National 
Housing  Act,  as  amended  (12  UJB.C. 
1730a(e) )  and  i  584.4  of  the  Regulations 
for  Savings  and  Loan  Holding  Compa¬ 
nies.  said  acquisition  to  be  effected 
thrcmgh  the  purchase  of  substantially 
all  of  the  guarantee  sto<±  of  Avco  Sav¬ 
ings  and  Loan  Association,  by  Imp^lal 
Savings  and  Locm  Association.  San  Fran¬ 
cisco.  California,  an  Insured  subsidiary 
of  the  sqii^icant,  for  cash  and  promissory 
notes  from  the  sidMldlary.  Comments  on 
the  pTOjpoaed  acquisition  should  be  sub¬ 
mitted  to  the  Director,  Holding  Compa¬ 
nies  Section.  Office  of  Kxaminations  and 
Supervision.  Federal  Home  Loan  Bank 
Board,  Washington,  D.C.  20552,  oa  or 
b^ore  Ifay  12, 1975. 

[SEAL]  Grenville  L.  Millard,  Jr., 
Assistant  Secretary, 
Federal  Home  Loan  Banie  Board. 

[FB  Doc.76-e426  Filed  4-9-75;8:4S  am] 


FEDERAL  MARITIME  COMMISSION 

PACIHC4NDIA/PAKISTAN/CEYLON/ 
BURMA  AGREEMENTS 
Agreement  Filed 

Notice  is  hereby  given  that  the  follow¬ 
ing  agreement  has  been  filed  with  the 
Commission  for  approval  pursuant  to 
section  15  of  the  Shipping  Act,  1916,  as 
amoided  (39  Stat.  733,  75  Stat.  763,  46 
UJ5.C,  814). 

Interested  parties  may  inspect  and  ob¬ 
tain  a  copy  of  the  agreement  at  ttie 
Washington  office  of  the  Federal  Mari¬ 
time  Commission,  1100  L  Street,  NW., 
Room  10126;  or  may  Inspect  the  agree¬ 
ment  at  the  Field  Offices  located  at  New 
York,  N.Y.,  New  Orleans.  Loui^na,  San 
Francisco.  California  and  Old  San  Juan, 
Puerto  Rico.  Comments  on  such  agree¬ 
ments.  Including  requests  for  hearing, 
may  be  submitted  to  the  Secretary,  Fed¬ 
eral  Maritime  Commission,  Washington. 
D.C.,  20573  on  or  before  April  30,  1974, 
Any  person  desiring  a  hearing  on  the 
proposed  agreement  shall  provide  a  clear 
and  concise  statement  of  the  matters 
upon  which  they  desire  to  adduce  evi¬ 
dence.  An  allegation  of  discrimination 
or  unfairness  shall  be  accompanied  by  a 
statement  describing  the  discrimination 
or  unfairness  with  particularity.  If  a 
violation  of  the  Act  or  detriment  to  the 
commerce  of  the  United  States  is  al¬ 
leged,  the  statement  shall  set  forth  with 
particularity  the  acts  and  circumstances 
said  to  constitute  such  violation  or  detri¬ 
ment  to  commerce. 

A  cc^y  of  any  such  statement  should 
also  be  forward  to  the  party  filing  the 
agreement  (as  indicated  herdnafter) 
and  the  statement  should  indicate  that 
this  has  been  done. 

Notice  of  agreement  filed  by : 

H.  P.  Blok.  Secretary 
Padflc-Indla/Paklstan/Ceylon/ 

Burma  Agieetnenta 
417  Montgomery  Street 
San  Francisco,  (lalUornla  94104 

Agreement  No.  9247-5  refiects  the  in¬ 
tention  of  the  member  lines  of  the  Pa- 
(dfic-Indla  /  Pakistan  /  Oylon  /  Burma 
Agreements  to  conduct  their  operations 
pursuant  to  a  single  tariff  rather  than 
the  individual  tariffs  of  the  member  lines 
as  is  presently  the  practice. 

By  Order  of  the  Federal  Maritime 
Commission. 

Dated:  April  4. 1975. 

Francis  C.  Hurnet, 
Secretary. 

[FB  DOC.7&-9412  Fltod  4-0-76:8:48  am] 


PRUDENTIAL  UNES,  INC.  AND 

COMPANIA  PERUANA  DE  VAPORES 

Agreement  FUed 

Notice  is  hereby  given  that  the  follow¬ 
ing  agreement  has  been  filed  with  the 
Commission  for  iqiproval  pursuant  to 
section  15  of  the  Shipi^ng  Act,  1916,  as 
amended  (39  Stat.  733,  75  Stat.  763,  46 
UJ3.C.814). 

Interested  parties  may  Inspect  and 
obtain  a  copy  of  the  agreement  at  the 
Washington  office  of  the  Federal  Mari¬ 


time  Commission.  1100  L  Street.  NW, 
Boom  10126;  or  may  Inspect  the  agree¬ 
ment  at  the  Field  Offices  located  at  New 
York,  N.Y..  New  Orleans,  Louisiana,  San 
Francisco,  California,  and  Old  San 
Juan,  Puerto  Rico.  Comments  on  such 
agreements,  including  requests  for 
hearing,  may  be  submitted  to  the  Sec¬ 
retary,  P^ederal  Maritime  Commission, 
Washington.  D.C.  20573,  on  or  before 
April  30,  1975.  Any  person  desiring  a 
hearing  cm  the  proposed  agreement 
shall  provide  a  cle^  and  concise  state¬ 
ment  of  the  matters  upon  which  they 
desire  to  adduce  evidence.  An  allega¬ 
tion  of  discrimination  or  unfairness 
shall  be  accompanied  by  a  statement  de¬ 
scribing  the  discrimination  or  unfair¬ 
ness  with  particularity.  If  a  violation  of 
the  Act  or  detriment  to  the  commerce  of 
the  United  States  is  alleged,  the  state¬ 
ment  shall  set  forth  with  particularity 
the  acts  and  circumstances  said  to  con¬ 
stitute  such  violation  or  detriment  to 
commerce. 

A  copy  of  any  sucdi  statement  should 
also  be  forwarded  to  the  party  filing  the 
agreement  (as  indicated  hereinafter) 
and  the  statement  should  indicate  that 
this  has  been  done. 

Notice  of  agreement  filed  by : 

william  H.  Fort,  Bsqulre 
Komlera,  Fort,  Schlefer  St  Boyer 
1776  F  Street,  Northwest 
Washington,  D.C.  20(X)6 

Agreement  No.  9939-2,  between  Pru¬ 
dential  Lines,  Inc.  and  CTompania  Pe¬ 
ruana  De  Vapores,  modifies  the  basic 
pooling,  sailing  and  equal  acc^  to  gov¬ 
ernment-controlled  cargo  agreement, 
covering  southbound  cargo  fnmi  U.S. 
West  Coast  ports  to  ports  in  Peru,  by  de¬ 
leting  the  pooling  and  sailing  provisions 
and  thereby  estakffishing  an  equal  access 
agreement  (mly. 

By  Order  of  the  Federal  Maritime 
Commission. 

Dated:  April  7. 1975. 

Francis  C.  Hurnet, 
Secretary. 

(FB  Doe.76-»413  Filed  »-4-7&;8:46  am] 


PRUDENTIAL  LINES,  IN(X  AND 
COMPANIA  DE  VAPORES 

Agreement  FHed 

Notice  is  hereby  given  that  the  follow¬ 
ing  agreement  has  been  filed  with  the 
Commission  for  approval  pursuant  to 
section  15  of  the  Shipping  Act,  1916,  as 
amended  (39  Stat.  733,  75  Stat.  763,  46 
UB.C.  814). 

Interested  parties  may  inspect  and 
obtain  a  copy  of  the  agreement  at  the 
Washington  office  of  the  Federal  Mari¬ 
time  Commission,  1100  L  Street,  NW, 
lUxEn  10126;  or  may  inspect  the  agree¬ 
ment  at  the  Field  Oflices  located  at  New 
York,  N.Y.,  New  Orleans,  Louisiana,  San 
Francisco,  Cahfomia  and  Old  San  Juan, 
Puerto  Rico.  (Comments  on  such  agree¬ 
ments.  including  requests  for  hearing, 
may  be  submitted  to  the  Secretary. 
Federal  Maritime  Commission.  Washing¬ 
ton,  D.C.,  20573,  on  or  before  April  30, 


FEDERAL  REGISTER,  VOL.  40,  NO.  70 — THURSDAY,  APRIL  10,  1475 


NOTICES 


16241 


1975.  Any  person  desiring  a  hearing  on 
the  proposed  agreement  shall  provide  a 
clear  and  concise  statement  of  the 
matters  upon  which  they  desire  to  ad¬ 
duce  evidence.  An  allegation  of  discrim¬ 
ination  or  tuifaimess  shall  be  accom¬ 
panied  by  a  statement  describing  Uie 
discrimination  or  unfairness  with  partic¬ 
ularity.  If  a  violation  of  the  Act  or  detri¬ 
ment  to  the  commerce  of  the  United 
States  is  alleged,  the  statement  shall  set 
forth  with  particularity  the  acts  and 
circumstances  said  to  constitute  such 
violation  or  detriment  to  commerce. 

A  copy  of  any  such  statement  should 
also  be  forwarded  to  the  party  filing  the 
agreement  (as  indicated  hereinafter) 
and  the  statement  should  Indicate  that 
this  has  been  done. 

Notice  of  agreement  filed  by: 

William  H.  Fort,  Esquire 
Kominers,  Fort,  Schlefer  &  Boyer 
1776  F  Street,  Northwest 
Washington,  D.C.  20006 

Agreement  No.  9939-3,  between  Pru¬ 
dential  Lines,  Inc.  and  Compania  Peru¬ 
ana  De  Vapores,  modifies  the  basic  pool¬ 
ing,  sailing  and  equal  access  to 
government-controlled  cargo  agreement, 
covering  southboimd  cargo  from  U.S. 
West  Coast  ports  to  ports  in  Peru,  by 
amending  Article  7  to  provide  that  there 
will  be  no  penalty  for  overcarriage  under 
Agreement  No.  9939  for  the  12  months 
ending  March  31,  1975,  or  for  any  period 
thereafter. 

By  order  of  the  Federal  Maritime 
Commission. 

Dated:  AprU  7,  1975. 

Francis  C.  Hurney, 

Secretary. 

[FR  Doc.75-9414  FUed  4-9-76;8:45  am| 

FEDERAL  POWER  COMMISSION 

[Docket  No.  E-9101] 

APPALACHIAN  POWER  CO. 

Further  Extension  of  Procedural  Dates 
April  3,  1975. 

On  April  1,  1975,  Appalachian  Power 
Company  filed  a  motion  to  extend  the 
procedural  dates  fixed  by  order  issued 
December  6, 1974,  as  most  recently  modi¬ 
fied  by  notice  issued  February  28,  1975, 
in  the  above-designated  matter.  The  par¬ 
ties  have  been  notified  and  have  no  ob¬ 
jection. 

Upon  consideration,  notice  is  hereby 
given  that  the  procedural  dates  in  the 
above  matter  are  modified  as  follows: 

Service  of  Appalachian  Power  Company 

Testimony,  June  6,  1975. 

Service  of  Virginia  Polytechnic  Institute  and 

State  University’s  Testimony,  June  20, 1975. 
Service  of  Staff’s  Testimony,  July  7,  1975. 
Service  of  (APCO)  Rebuttal,  July  18,  1975. 
Hearing,  July  31,  1975  (10  a.m.  e.d.t.). 

Kenneth  F.  Plumb, 

Secretary. 

[FR  Doc.75-9343  Filed  4-9-75;8:45  am] 


[Docket  No.  E-9341] 

ARIZONA  PUBLIC  SERVICE  CO. 
Filing  of  Revision  to  Rate  Schedule 
April  4, 1975. 

Take  notice  that  Arizona  Public  Serv¬ 
ice  Company  (APS)  on  March  26,  1975 
tendered  for  filing  prc^xised  changes  to 
its  Wholesale  Power  Agreement  with 
Arizona  Power  Authority  (APA),  FPC 
Rate  Schedule  No.  59.  This  proposed 
change,  “First  Revised  Exhibit  B”  to  the 
Agreement,  increases  both  the  maximum 
and  minimum  Contract  Demands. 

Copies  of  this  filing  were  served  upon 
the  Arizona  Corporation  Commission. 

Any  person  desiring  to  be  heard  or  to 
protest  said  filing  should  file  a  petition 
to  intervene  or  protest  with  the  Fed¬ 
eral  Power  Commission,  825  North  Capi¬ 
tol  Street,  NW,  Washington,  D.C.  20426, 
in  accordance  with  §9  1.8  and  1.10  of  the 
Commission’s  rules  of  practice  and  proce¬ 
dure  (18  CFR  1.8,  1.10).  All  such  peti¬ 
tions  or  protests  should  be  filed  on  or 
before  April  14, 1975.  Protests  wiU  be  con¬ 
sidered  by  the  Commission  in  determin¬ 
ing  the  appropriate  action  to  be  taken, 
but  will  not  serve  to  make  protestants 
parties  to  the  proceeding.  Any  person 
wishing  to  become  a  party  must  file  a 
petition  to  intervene.  Copies  of  this  filing 
are  on  file  with  the  Commission  and  are 
available  for  public  Inspection. 

Kenneth  F.  Plumb, 
Secretary. 

[FR  Doc.75-9344  Filed  4-9-75:8:45  am] 


[Docket  No.  CS67-52] 

PAUL  F.  BARNHART 
Petition  for  Waiver  of  Regulations 

April  4, 1975. 

Take  notice  that  on  March  20,  1975, 
Paul  F.  Barnhart,  Trustee  (Petitioner), 
600  Post  Oak  Bank  Building,  2200  South 
Post  Oak  Road,  Houston,  Texas  77027, 
filed  in  Docket  No.  CS67-52  a  petition 
for  waiver  in  part  of  9  157.40(c)  of  the 
regulations  under  the  Natural  Gas  Act 
(18  CFR  157.40(c))  so  as  to  permit  him 
to  sell  natural  gas  attributable  to  the 
interests  which  he  acquired  from  a  large 
producer,  TransOcean  Oil,  Inc,  (Trans- 
Ocean),  pursuant  to  his  small  producer 
certificate  issued  in  the  subject  docket, 
all  as  more  fully  set  forth  in  the  petition 
which  is  on  file  with  the  Commission 
and  open  to  public  inspection. 

Petitioner  states  that  by  two  assign¬ 
ments  dated  January  1,  1974,  Trans- 
Ocean  transferred  to  Petitioner  certain 
interests  in  three  leases,  the  G.  T.  Pat¬ 
terson  Lease,  the  J.  F.  Nunn  Lease,  and 
the  M.  L.  Couey  Lease,  located  in  the 
Spraberry  Trend  Field,  Glasscock  and 
Reagan  Counties,  Texas.  Petitioner  fur- 
Uier  states  that  although  gas  production 
from  existing  horizons  imder  the  three 
leases  is  rapidly  diminishing.  Petitioner 
and  Paul  F.  Barnhart  have  recompleted 
a  well  in  previously  undeveloped  hori¬ 
zons  underlying  each  of  the  three  lease¬ 


holds  and  are  negotiating  with  the  pur¬ 
chaser  of  gas  produced  from  the  leases, 
El  Paso,  for  a  new  price  for  the  new 
production.  Petitioner  claims  that  Paul 
F.  Barnhart,  either  as  an  Individual  or 
as  trustee,  holds  all  of  the  working  in¬ 
terests  in  the  production  from  the  new 
horizons;  and,  therefore,  no  large  pro¬ 
ducers  hold  working  interests  in  the  new 
production.  Petitioner  states  that  with¬ 
out  the  requested  waiver  Petitioner  may 
be  required  to  pay  his  royalty  owners  on 
the  basis  of  two  rates  even  though  all  of 
the  working  interests  in  such  production 
are  held  by  small  producers. 

Petitioner  not^  that  in  recent  orders 
involving  successions  by  small  producers 
to  large  producers  the  Commission  has 
imposed  a  rate  condition  limiting  the 
small  producer  to  the  area  ceiling  rate 
which  its  large  producer  predecessor  had 
been  collecting.  It  is  Petitioner’s  view 
that  such  limitation  would  require  the 
small  producer  to  make  new  rate  filings 
to  collect  the  new  ns^onal  rate  for  pro¬ 
duction  from  any  new  wells  which  he 
drills  and  that  such  filing  requirement 
is  contrary  to  the  Commission’s  purposes 
for  providing  an  exemption  for  small 
producers.  Accordingly,  if  a  complete 
waiver  is  not  granted.  Petitioner  requests 
alternatively  that  any  rate  condition  im¬ 
posed  provide  that  he  can  coUect  for  his 
production  attributable  to  the  interests 
acquired  from  TransOcean  the  highest 
rate  the  Commission  would  allow  Trans¬ 
Ocean,  as  a  large  producer,  to  collect  had 
it  retained  its  interests. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
petition  should  on  or  before  April  21, 
1975,  file  with  the  Federal  Power  Com¬ 
mission,  Washington,  D.C.  20426,  a  peti¬ 
tion  to  intervene  or  a  protest  in  accord¬ 
ance  with  the  requirements  of  the  Com¬ 
mission’s  rules  of  practice  and  procedure 
(18'CPR  1.8  or  1.10).  All  protests  filed 
with  the  Commission  will  be  considered 
by  it  in  determining  the  appropriate  ac¬ 
tion  to  be  taken  but  will  not  serve  to 
make  the  protestants  parties  to  the  pro¬ 
ceeding.  Any  person  wishing  to  become 
a  party  to  a  proceeding  or  to  participate 
as  a  party  in  any  hearing  therein  must 
file  a  petition  to  Intervene  in  accordance 
with  the  Commission’s  rules. 

Kenneth  F.  Plumb. 

Secretary. 

[FR  Doc.75-9345  Filed  4-9-75:8:45  am] 


[Docket  No.  RP72-89] 

COLUMBIA  GAS  TRANSMISSION  CORP. 

Notice  of  Motion  for  Six  Month  Extension 
of  Interim  Curtailment  Plan 

April  7,  1975. 

On  April  1, 1975,  Columbia  Gas  Trans¬ 
mission  Corporation  filed  a  motion  to  ex¬ 
tend  its  currently  effective  interim  cur¬ 
tailment  plan,  with  certain  modifications, 
for  a  period  of  six  months  from  May  1, 
1975,  through  October  31,  1975,  pending 
Commission  determination  of  an  appro¬ 
priate  permanent  curtailment  plan  for  its 
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NOTICES 


system.  Date  for  filing  ccumnents  or  peti¬ 
tions  to  Intervene  April  16, 1975. 

Take  notice  that  Columbia  Gas  Trans¬ 
mission  Corporation  (Columbia) .  on 
April  1,  1975,  filed  a  motion  requesting 
the  Commisison  to  extend  its  currently 
effective  interim  ciutallment  plan,  with 
certain  modifications,  for  a  period  of  six 
months  from  May  1, 1975  through  Octo¬ 
ber  31. 1975.  The  modification  is  Intended 
to  ex^ude  the  so-called  compensation 
features  contained  in  the  interim  plan 
due  to  Commission  orders  in  this  pro¬ 
ceeding  holding  them  to  be  unlawful. 

Colximbia  contends  that  the  exten- 
sicm  of  its  interim  plan  would  maintain 
the  status  quo  to  the  extent  possible, 
pending  the  outcome  of  the  extensive 
hearing  in  progress  on  Columbia's  per¬ 
manent  plan  in  the  above-entitled  pro¬ 
ceeding.  Columbia  alleges  that  the  re¬ 
quested  extension  will  avoid  an  unrea¬ 
sonable  disruption  of  its  customers’  plan¬ 
ning  based  on  the  annual  entitlement 
featiuv  for  the  twelve-month  period  end¬ 
ing  October,  1975,  contained  in  the  in¬ 
terim  plan. 

Columbia  asserts  that  without  a  grant 
of  its  motion,  because  of  the  Commis¬ 
sion’s  warnings  on  the  risks  involved  in 
implementing  a  plan  not  in  conformity 
with  Order  No.  467-B,  it  would  have  to 
implement  such  a  plan  on  May  1,  1975. 
Columbia  alleges  that  this  would  be  un¬ 
lawful  without  consideration  of  the  very 
extensive  record  being  developed  in  the 
ongoing  hearings.  Columbia  further  as¬ 
serts  that  curtailments  pursuant  to  Order 
No.  467-B  should  not  be  Implemented  us¬ 
ing  the  unverified  data  presently  avail¬ 
able.  which  has  also  been  the  subject  of 
extoislve  cross-examination  at  the  hear¬ 
ings. 

In  further  support  of  its  motion,  Co¬ 
lumbia  refers  to  recent  court  declslcms 
which,  according  to  Columbia,  hold  that 
the  Commission  may  not  modify  or  re¬ 
place  a  pipeline’s  existing  curtailment 
plan  without  findings  based  on  a  full  rec- 
(Mxl,  which  is  presently  being  compiled  in 
this  proceeding,  that  such  plan  is  in  vio¬ 
lation  of  the  Natural  Gas  Act. 

Columbia  claims  that  its  interim  plan 
has  (H>erated  extremely  well  during  the 
1974-1975  winter  season  when  Columbia 
curtailed  at  a  level  of  approximately  20 
percent,  and  that  the  Commission  was 
not  required  to  grant  any  petitions  for 
extraordinary  relief. 

It  £q>pears  reasonable  and  consistent 
with  the  public  interest  In  this  proceeding 
to  prescribe  a  i>erlod  shorter  than  15  days 
for  the  filing  of  comments  and  petitions 
to  intervene.  Therefore,  any  person  de¬ 
siring  to  be  heard  or  to  protest  said  mo¬ 
tion  should,  on  or  before  April  16,  1975, 
file  such  comment  or  petition  to  inter¬ 
vene  with  the  Pederal  Power  Commission, 
Washington,  D.C.,  20426,  in  accordance 
with  the  requirements  of  the  Commis¬ 
sion’s  rules  of  practice  and  procedure  (18 
CFR  1.8  or  1.10) .  All  protests  filed  with 
the  Commission  will  be  considered  by  It 
in  determining  the  tq^pn^rlate  action  to 
be  taken,  but  will  not  serve  to  make  pro¬ 


testants  parties  to  the  proceeding.  Per¬ 
sons  wishing  to  become  parties  to  a  pro¬ 
ceeding  or  to  participate  as  a  party  in 
any  hearing  therein  must  file  petitions  to 
intervene  in  accordance  with  the  Com¬ 
mission’s  Rules.  Persons  that  have  pre¬ 
viously  filed  a  notice  or  petition  for  inter¬ 
vention  in  this  proceeding  need  not  file 
additional  notices  or  petitions  to  become 
parties  with  respect  to  the  Instant  filing. 
The  filing  which  was  made  with  the  Com¬ 
mission  is  available  for  public  Inspection. 

Kenneth  F.  Plumb, 
Secretary. 

|FR  DOC.7&-S342  FUed  4-7-7S;2;13  pm] 


[Docket  No.  E-B206] 

McDOWELL  COUNTY  CONSUMER 
C(XJNCIU  INC. 

Extension  of  Time 

April  3,  1975. 

On  March  27, 1975,  Appalachian  Power 
Company  filed  a  motion  to  extend  the 
time  for  answering  the  complaint  noticed 
January  16,  1975,  in  the  above  desig¬ 
nated  matter.  The  present  time  for 
answer  was  filed  by  order  issued  March 
17,  1975. 

Upon  consideration,  notice  is  hereby 
given  that  the  time  for  answering  the 
above  complaint  is  extended  to  and  in¬ 
cluding  April  30,  1975. 

Kenneth  F.  Plumb, 
Secretary. 

[FR  Doc.75-9346  Filed  4-9-76;8;45  sm] 


[Docket  No.  RP73-1101 

NATURAL  GAS  PIPELINE  CO.  OF  AMERICA 
Extension  of  Time 

April  4,  1975. 

On  March  19,  1975,  Staff  Counsel  filed 
a  motion  to  extmd  the  date  for  filing 
briefs  omxising  exceptions  to  the  Initial 
decision  of  the  Presiding  Administrative 
Law  Judge  issued  February  13,  1975  in 
the  above-designated  matter. 

Upon  ctmsideratlon,  notice  is  hereby 
given  that  the  date  for  filing  briefs  op¬ 
posing  exceptions  in  the  above  matter  is 
extended  to  and  including  May  6,  1975. 

Kenneth  F.  Plumb, 
Secretary. 

[FR  DOC.75-B347  Filed  4-9-75:8:46  am] 


[Docket  No.  E-7466] 

NORTHERN  ELECTRIC  COOPERATIVE 
ASSOCIATION 

Application 

April  4,  1975. 

Take  notice  that  Northern  Electric 
(Cooperative  Assodaticm  (Api^cant) ,  in¬ 
corporated  under  the  laws  the  State 
of  Minnesota,  with  its  principal  place  of 
buslnees  at  Virginia,  Minnesota,  filed  an 
sq^llcation  with  the  Federal  Power  (Com¬ 
mission  In  Docket  No.  E-7465  on  Febru¬ 
ary  27,  1975,  lot  a  supplemental  CH'der 


pursuant  to  section  202(e)  of  the  Federal 
Power  Act,  authorizing  an  increase  in 
the  amount  and  rate  of  transmission  of 
electric  energy  which  Applicant  may 
transmit  from  the  United  States  to  (Can¬ 
ada. 

By  (Commission  order  issued  July  2, 
1969  in  Docket  No.  E-7465  (42  PPG  30) , 
Applicant  was  authorized  to  transmit 
el^tric  energy  from  the  United  States  to 
450,000 

Canada  in  an  amount  not  to  exceed  450,- 
000  kwh  per  year  at  a  rate  of  transmis¬ 
sion  not  to  exceed  100  kw  for  sale  and 
delivery  to  Lac  La  Croix  Power  Authority 
(La  (Croix)  over  certain  14.4  kv  facilities 
of  Applicant  located  at  the  international 
border  between  the  United  States  and 
Canada  adjacent  to  Government  Lot  1, 
Section  6,  Township  67  North,  Range  16 
West,  St.  Louis  Coimty,  Minnesota.  Ap¬ 
plicant’s  facilities  are  covered  by  its  Per¬ 
mit  signed  by  the  (Chairman  of  the  Fed¬ 
eral  Power  Commission  on  July  2,  1969, 
Docket  No.  E-7466. 

Applicant  now  requests  that  the  au¬ 
thorization  granted  by  (Commission  order 
of  July  2,  1969,  referred  to  above,  be 
modified  so  as  to  authorize  Applicant  to 
export  electric  energy  to  La  (Croix  in  an 
amount  not  to  exceed  1,500,000  kwh  per 
year  at  a  rate  of  transmission  not  to  ex¬ 
ceed  300  kw  for  the  purposes  of  meeting 
the  growth  in  eledilc  supply  require¬ 
ments  of  the  Indian  Settlement  in  the 
Province  of  Ontario,  Canada,  served  by 
La  Croix.  No  change  in  Applicant’s  elec¬ 
tric  transmission  facilities  at  the  United 
States-Canadian  border  will  be  made  by 
reason  of  the  proposed  increase  in  the 
amount  and  transmission  rate  of  the  ex¬ 
ported  energy. 

The  subject  application  includes  a 
copy  of  a  letter  received  by  Applicant 
from  United  Power  Association  (United) , 
which  serves  as  Applicant’s  supplier  of 
electric  energy,  stating  that  United  "wiU 
be  in  a  posltkm  to  provide  *  *  *  this 
[Increased]  amount  of  power  and  energy 
for  the  next  five-year  period”  to  Appli¬ 
cant  for  delivery  to  La  (Croix. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  April  25, 
1975  file  with  the  Federal  Power  Com¬ 
mission,  Washington.  D.C.  20426,  peti¬ 
tions  to  Intervene  or  protests  In  accord¬ 
ance  with  the  requirements  of  the  Com¬ 
mission  rules  of  practice  and  procedure 
(18  CFR  1.8  or  1.10).  All  protests  filed 
with  the  Commission  will  ^  considered 
by  it  in  determining  the  appropriate  ac¬ 
tion  to  be  taken  but  will  not  serve  to 
make  the  protestants  parties  to  the  pro¬ 
ceeding.  Persons  wishing  to  become  par¬ 
ties  to  a  proceeding  or  to  participate  as 
a  party  in  any  hearing  therein  must  file 
petitions  to  Intervene  in  accordance  with 
the  Commission’s  rules.  The  application 
is  on  file  with  the  Commission  and  avail¬ 
able  for  public  inspection. 

Kenneth  F.  Plumb, 
Secretary. 

(FR  Doc.75-a348  Filed  4-9-75:8:46  am] 
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(Docket  No.  X-93441 

ORANGE  AND  ROCKLAND  UTILITIES,  INC. 

Hling  of  Initial  Rate  Schedule 

April  4, 1975. 

Take  notice  that  on  March  27.  1975, 
Orange  and  Rockland  Utilities.  Inc. 
(ORU)  tendered  for  filing,  as  an  initial 
rate  schedule,  copies  of  an  Agreement 
between  ORU  and  Consolidated  Edison 
Company  of  New  York,  Inc.  (Con  Ed). 
ORU  states  that  the  Agreement  provides 
for  the  sale  by  ORU  of  90  MW  of  capacity 
and  associated  energy  to  Con  Ed  from 
ORU’s  entitlement  in  the  Bowline  Point 
Generating  Station.  According  to  ORU, 
the  Agreement  is  to  be  effective  from 
May  1,  1975,  through  October  25,  1975. 

ORU  states  that  the  Agreement  pro¬ 
vides  that  Con  Ed  will  pay  $78/MwMay 
for  the  90  MW  being  purchased,  and  that 
the  charges  for  associated  energy  and 
operating  and  maintenance  costs  shall 
be  determined  on  the  basis  of  the  ratio 
of  the  cost  of  energy  actually  taken  to 
the  cost  of  energy  produced  by  the  Bow¬ 
line  Point  Generating  Station,  "as  best 
determined  by  the  parties  each  month." 
ORU  states  further  that  after  October 
25. 1975,  associated  energy  and  operating 
and  maintenance  costs  shall  be  adjusted 
to  reflect  costs  actually  experienced  dur¬ 
ing  the  term  of  the  Agreement. 

ORU  states  that  estimated  combined 
capacity  and  energy  revenues  for  the 
term  of  the  Agreement  will  be  $6,538,410. 

The  subject  Agreement  has  been  exe¬ 
cuted  by  Con  Ed,  according  to  ORU.  and 
a  copy  has  been  mailed  to  it.  Copies  have 
also  been  mailed  to  the  Staff  of  the  New 
York  State  Public  Service  Commission, 
ORU  states. 

Any  person  desiring  to  be  heard  or  to 
protest  said  filing  should  file  a  petition 
to  intervene  or  protest  with  the  Federal 
Power  Commission,  825  North  Capitol 
Street,  NE.  Washington,  D.C.  20426,  in 
accordance  with  §§  1.8  and  1.10  of  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure  (18  CPR  1.8,  1.10).  All  such  peti¬ 
tions  or  protests  should  be  filed  on  or 
before  April  18,  1975,  Protests  will  be 
considered  by  the  Commission  in  de¬ 
termining  the  appropriate  action  to  be 
taken,  but  will  not  serve  to  make  Pro¬ 
testants  parties  to  the  proceeding.  Any 
person  wishing  to  become  a  party  must 
file  a  petition  to  intervene.  Copies  of 
this  filing  are  on  file  with  the  Commis¬ 
sion  and  are  available  for  public  inspec¬ 
tion. 

Kenneth  F.  Plumb. 

Secretary. 

(PR  Doc.76-9349  Piled  4-9-76; 8: 46  am] 


(Docket  No.  E-9346] 

ORANGE  AND  ROCKLAND  UTILITIES.  INC. 
Termination  of  Rate  Schedule 

April  4. 1975. 

Take  notice  that  on  March  27,  1975, 
Orange  &  Rockland  Utilities,  Inc.  (ORU) 


tendered  for  filing  a  “Notice  of  Termi¬ 
nation"  of  its  Rate  Schedule  FPC  No. 
29.  ORU  proposes  that  said  termination 
be  effective  as  of  April  27,  1975. 

ORU  states  that  a  copy  of  the  Notice 
of  Termination  has  been  served  upon 
Consolidated  Edison  Company  of  New 
York,  Inc. 

Any  person  desiring  to  be  heard  or  to 
protest  said  filing  should  file  a  petition 
to  intervene  or  protect  with  the  Federal 
Power  Commission,  825  North  Capitol 
Street,  NE,  Washington,  D.C.  20426,  in 
accordance  with  §S  1.8  and  1.10  of  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure  (18  CPR  1.8,  1.10).  All  such  peti¬ 
tions  or  protests  should  be  filed  on  or 
before  April  18,  1975.  Protests  will  be 
considered  by  the  Commission  in  deter¬ 
mining  the  appropriate  action  to  be 
taken,  but  will  not  serve  to  make  Pro¬ 
testants  parties  to  the  proceeding.  Any 
person  wishing  to  become  a  party  must 
file  a  petition  to  intervene.  Copies  of 
this  filing  are  on  file  with  the  Commis¬ 
sion  and  are  available  for  public  inspec¬ 
tion. 

Kenneth  F.  Plumb, 

Secretary. 

(PR  DOC.75-9350  Piled  4-9-75:8:45  ami 


(Docket  No.  E-9345] 

PUBLIC  SERVICE  CO.  OF  OKLAHOMA 
Filing  of  Letter  Agreement 

AprU  4,  1975. 

Take  notice  that  on  March  28,  1975, 
Public  Service  Company  of  Oklahoma 
(PSCO)  tendered  for  filing  a  Letter 
Agreement  dated  October  20,  1971,  be¬ 
tween  PSCO  and  Associated  Electric  Co¬ 
operative,  Inc.  (AEX3) ;  said  agreement 
being  a  supplement  to  FPC  No.  186.  ’The 
Letter  Agreement  provides  for  the  sale 
by  PSCO  of  100  megawatts  of  capacity  to 
AEC  for  the  24-month  period  beginning 
June  1,  1973,  and  ending  May  31,  1977. 

Any  person  desiring  to  be  heard  or  to 
protest  said  filing  should  file  a  petition  to 
intervene  or  protest  with  the  Federal 
Power  Commission,  825  North  Capitol 
Street,  NE,  Washington,  D.C.  20426,  in 
accordance  with  §§  1.8  and  1.10  of  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure  (18  C?FR  1.8,  1.10).  All  such  peti¬ 
tions  or  protests  should  be  filed  on  or 
before  April  23,  1975.  Protests  will  be 
considered  by  the  Commission  in  deter¬ 
mining  the  appropriate  action  to  be 
taken,  but  will  not  serve  to  make  Pro¬ 
testants  parties  to  the  proceeding.  Any 
person  wishing  to  become  a  party  must 
file  a  petition  to  intervene.  Copies  of  this 
filing  are  on  file  with  the  Commission 
and  are  available  for  public  inspection. 

Kenneth  F.  Plumb, 
Secretary. 

(FR  Doc.76-9361  Plied  4-9-76; 8: 46  am] 


(Docket  Mo.  C876-307,  et  ol.] 

M.  N.  STAFFORD,  JR..  ET  AL 

Applications  for  SmaN  Producer 
Certificates^ 

April  2,  1975. 

Take  notice  that  each  of  the  Applicants 
listed  herein  has  filed  an  application  pur¬ 
suant  to  section  7(c)  of  Uie  Natural  Gas 
Act  and  S  157.40  of  the  regulations  there- 
imder  for  a  “small  producer’’  certificate 
of  public  convenience  and  necessity  au¬ 
thorizing  the  sale  for  resale  and  delivery 
of  natural  gas  in  interstate  commerce,  all 
as  more  fully  set  forth  in  the  applications 
which  are  on  file  with  the  Commission 
and  open  to  public  inspection. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
applications  should  on  or  before  April  25, 
1975,  file  with  the  Federal  Power  Com¬ 
mission,  Washington,  D.C.  20426,  peti¬ 
tions  to  intervene  or  protests  in  accord¬ 
ance  with  the  requirements  of  the  Com¬ 
mission’s  rules  of  practice  and  procedure 
(18  cm  1.8  or  1.10).  All  protests  filed 
with  the  Commission  will  be  considered 
by  it  in  determining  the  appropriate  ac¬ 
tion  to  be  taken  but  will  not  serve  to 
make  the  protestants  parties  to  the  pro¬ 
ceeding.  Persons  wishing  to  become  par¬ 
ties  to  a  proceeding  or  to  participate  as  a 
party  in  any  hearing  therein  must  file  pe¬ 
titions  to  intervene  in  accordance  with 
the  Commission’s  Rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the 'Jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections  7 
and  15  of  the  Natural  Gas  Act  and  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure,  a  hearing  will  be  held  without 
further  notice  before  the  Commission  on 
all  applications  in  which  no  petition  to 
Intervene  is  filed  within  the  time  required 
herein  if  the  Commission  on  its  own  re¬ 
view  of  the  matter  believes  that  a  grant 
of  the  certificates  is  required  by  the  pub¬ 
lic  convenience  and  necessity.  Where  a 
petition  for  leave  to  intervene  is  timely 
filed,  or  where  the  Commission  on  its  ovtt 
motion  believes  that  a  formal  hearing  is 
required,  further  notice  of  such  hearing 
will  be  duly  given. 

Under  the  procedure  herein  provided 
for,  unless  otherwise  advised,  it  will  be 
unnecessary  for  Applicants  to  appear  or 
be  represented  at  the  hearing. 

Kenneth  F.  Plumb, 
Secretary. 


*  This  notice  does  not  provide  for  consoli¬ 
dation  for  bearing  of  the  several  matters  cov¬ 
ered  herein. 
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Docket 

No. 

Date 

filed 

C875-307-.. 

1-22-75 

CS75-308... 

1-27-75 

CS75-309— 

1-27-75 

CS75-310... 

2-  3-75 

CS75-311..- 

2-  3-75 

CS75-312.-. 

2-  4-75 

C875-3U... 

2-  6-75 

CS75-814... 

2-  6-75 

CS75-315... 

2-  6-75 

C875-316-.. 

2-  6-75 

CS75-317... 

2-  7-75 

CS75-318..- 

2-  7-75 

C875-319... 

2-  7-75 

CS75-320... 

2-  7-75 

C875-321.-. 

2-  7-75 

CS75-322... 

2-  7-75 

CS75-S28..- 

2-18-75 

CS75-324... 

2-  7-75 

CS75-325... 

2-10-76 

CS75-326... 

2-10-75 

CS75-327... 

2-10-75 

CS75-328... 

2-10-75 

CS75-380... 

2-18-75 

CS75-331... 

2-18-75 

CS75-882... 

2-18-75 

CS75-333... 

2-18-75 

CS75-334... 

2-18-75 

CS75-3S5... 

2-19-75 

C 875-336... 

2-18-75 

0875-337... 

2-21-75 

CS75-338... 

2-21-75 

CS75-339... 

2-24-75 

CS75-340... 

2-19-75 

0875-341... 

2-21-75 

0875-342... 

2-14-75 

0875-3«... 

2-24-75 

0875-344... 

2-27-75 

0875-345... 

2-28-75 

0875-346... 

2-28-75 

0875-347... 

3-  3-75 

0875-348... 

3-  3-76 

0875-349... 

3-  3-76 

Applicant 


Docket  Date  Applicant 

No.  filed 


Docket  Date  Applicant 

No.  filed 


M.  N.  Stafford,  Jr.,  P.O.  Box  806, 
Jenninfx,  La.  70546. 

^■heatland  Oil  Co.,  2601  North¬ 
west  Expressway,  Suite  800 
Oklahoma  City,  Okla.  7S112. 

Emmett  E.  Schieck,  P.O.  Box 
52S,  Casper,  Wyo.  82601. 

Reeources  Exploration,  Ltd., 
Suite  20  C,  Brooks  Towers, 
1020  15th  St.  Denver,  Colo. 
80202. 

John  P.  Castleman,  Jr.,  Suite 
2415,  First  National  Bank 
Bid);.,  Dallas,  Tex.  75202. 

Wesley  West,  P.O.  Box  7,  Hous¬ 
ton,  Tex.  77001. 

D.  P.  H.  Ltd.,  309  North  Lee  St., 
Odessa,  Tex.  70761. 

David  H.  Donaldson,  104  Knox 
Bldg.,  Enid,  Okla.  73701. 

Ruth  M.  Vaughan,  300  Caver- 
sham  Rd.,  Bryn  klawr.  Pa. 
19010. 

H.  D.  Thompson,  P.O.  Box  2588, 
Amarillo,  Tex.  79105. 

Front  Range  Land  Investment 
Corp.,  633-17  th  Street,  Suite 
1270,  Denver,  Colo.  80202. 

C.  B.  Sentell,  Route  5,  Box  33, 
Shreveport,  La.  71107. 

Richard  K.  Punches,  P.O. 
Drawer  B,  Natchez,  Miss. 
39130. 

Charles  F.  Hayes,  1808  Capitol 
Towers,  Jackson,  Miss.  39201. 

Raymond  D.  Colter,  Jr.,  P.O. 
Box  1002,  Natchez,  Miss.  39120. 

Lexco,  Inc..  801  Mid  South 
Towers,  Shreveport.  La.  71101. 

Eulogla  C.  Candelaria,  Blanco, 
N.Mex.  87412. 

Auburn  Oil  &  Gas  Co.,  101  East 
Main  St.,  Hairisville,  W.  Va. 
26362. 

Mmis  Cannan,  1645  Milam 
Bldg.,  San  Antonio,  Tex.  78205. 

Gage  Oil  &  Gas  Co.,  1973  633- 
17th  St.,  Suite  2100,  Denver, 
Cok).  80202. 

T.  Mayfield,  6  East  5th  St., 
Tulsa,  Okla.  74103. 

Burton/Hawks,  Inc.,  P.O.  Box 
359,  Capser,  Wyo.  82601. 

Pablo  Leopoldo  Candelaria, 
Blanco,  N.  Mex.  87412. 

Elisabeth  Q.  Chisholm.  P.O. 
Box  2766,  Laurel,  Miss.  39440. 

James  E.  McElvain,  executor 
Carl  R.  McElvain  estate,  P.O. 
Box  63,  Marris,  111.  60450. 

Joan  N.  Calder,  1216  Ilartfca'd 
Bldg.,  Dallas.  Tex.  75201. 

J.  William  McElvain,  310  Ea.st 
Jefferson  St.,  Morris,  Ill.  60450. 

E.  P.  Munson,  Jr.,  1703  Fort 
Worth  National  Bank  Bldg., 
Fort  Worth,  Tex.  76102. 

George  V.  Frazier,  et  al.,  3220 
North  Utah,  Oklahoma  City, 
Okla.  73112. 

Regal  Petroleum  Cwrp.  711 
Praetorian  Bldg.,  1607  Main 
St.,  Dallas,  Tex.  75201. 

Irving  Pasternak,  doing  business 
as  Shar-Alan  Oil  Co.,  4155 
East  Jewell  Ave.,  Suite  400, 
Denver,  Colo.  80222. 

Martha  Sue  Tepera,  First  Na¬ 
tional  Bank  Bldg.,  Pampa, 
Tex.  79065. 

Adams  Petroleum,  Box  Y, 
McLean,  Va.  22101. 

Tricentrol  United  States,  Inc., 
2640  1  Calgary  Place,  330  5th 
Ave.  8W„  Calgary,  Alberta 
T2P  0L4  Canada. 

Margaret  Hotchkiss  et  al.,  4808 
Ivanhoe  Dr.,  Houston,  Tex. 
77027. 

Pensec  Explorations,  Inc.,  Route 
No.  S,  Box  175,  Titusville, 
Pa.  16354. 

The  Hawks  Co.,  P.O.  Box  2493, 
Casper  (Wyo.  8^1. 

RusseU  E.  Leeser,  1390  Ridge 
Rd.,  Uttleton,  Colo.  80120. 

Nelson  Petroleum  Co.,  2100  4th 
National  Bank  Bldg.,  Tulsa, 
Okla.  74119. 

Sam  H.  Snoddy,  202  Mid  America 
Bldg.,  Midland,  Tex.  79701. 

Flying  Diamond  Oil  Coro.,  1700 
Broadway,  Suite  900,  Denver, 
Cok).  80202. 

R.  A  L.  Oil  Co.,  Box  478,  Aldei^ 
son,  W.  Vs.  24910. 


C875-8S0... 

CS75-351... 

CS75-352... 

CS75-353... 

CS75-S54..- 

CS75-355... 

CS75-356.-. 

CS75-357... 

CS75-358..- 


CS75-359... 


CS75-360... 

CS75-361... 

CS75-362... 

CS75-36S... 

CS75-864... 

CS75-365... 


CS75-366... 


CS75-367... 

CS75-368... 

CS75-369... 

C875-370... 

CS75-371... 

CS75-372... 

0875-373... 

CS75-374... 


3-  3-75  Robinson  Brothers  Drilling  Co., 
1000  Qlhls  Tower  West,  Mid¬ 
land,  Tex.  79701. 

3-  3-75  R.  D.  “Bob”  Yeates,  2812 
Fannin  Ave.,  Midland,  Tex. 
79701. 

3-  5-75  M.  E.  Wilkinson,  1117  Union 
National  Bldg..  Wichita,  Kans. 
67202. 

3-  5-75  B.  A  W.  Co.,  806  First  National 
Center,  Oklahoma  City,  Okla. 
73102. 

3-  6-75  A.  D.  Frese,  Khakum  Wood, 
Greenwich,  Conn.  06830. 

3-  7-75  Jan  Oil  Co.,  P.O.  Box  95226, 
Oklahoma  City,  Okla.  73109. 

3-  7-75  D.  R.  Scyoc,  Route  2,  Box  129, 
Sandyville,  W.  Va.  M275. 

3-10-75  Burtner  Mo^an  Stephens  Co., 
P.O.  Box  428,  Wooster,  Ohio 
44691. 

3-10-75  Western  Oil  Shale  Corp.,  300 
West  Wall,  Suite  1012,  Mid¬ 
land,  Tex.  79701. 

3-  7-75  White  A  ElUs  Drilling.  Inc.,  P.O. 

Box  448,  El  Domdo,  Kans. 
67042. 

3-10-75  Donald  H.  Vernau,  P.O.  Box 
388,  Granville,  Ohio  43023. 

3-10-75  Alan  J.  Antweil,  P.O.  Box  2010, 
Hobbs,  N.  Mex.  88240. 

3-10-75  Palmer  Oil  Co.,  Petroleum 
Bl(te.,  Billings,  Mont.  59101. 

3-10-75  The  Blue  Jay  Corp.,  P.O.  Box 
2564,  Billings,  Mont.  59101. 

3-11-75  J.  Fidel  Candelaria,  Blanco, 
N.  Mex.  87412. 

3-13-75  George  A.  Angle,  doing  business 
as  Frontier  Oil  Co.,  1720 
Wichita  Plaza,  Wichita,  Kans. 
67202. 

3-11-75  Revoo  Petroleum  Corp.,  1804 
First  National  Bank  Bldg., 
Tulsa,  Okla.  74103. 

3-11-75  M-R-.M,  Inc..  P.O.  Box  1349, 
Norfolk,  Nebr.  68701. 

3-14-75  Nickle  G.  Candelaria,  Blanco, 
N.  Mex.  87412. 

3-13-75  D.  M.  Henderson  et  al.,  P.O.  Box 
599,  Jasper,  Tex.  75951. 

3-14-75  Bradoil,  Inc.,  9334  North  River 
Dr.,  Algonac,  Mich.  48001. 

3-17-75  J.  Pat  Beaird,  1123  Commercial 
National  Bank  Bldg.,  Slueve- 
port.  La.  71101. 

3-17-75  James  M.  Fotgeoson,  409  Beck 
Bldg.,  Shreveport,  La.  71101. 

3-17-75  Cruzelia  Montoya,  Box  105, 
Bunco,  N.  Mex.  87412. 

3-17-75  R.  Clark  Taylor,  424  Cravens 
Bldg.,  Oklahoma  City,  OkU. 
73102. 


CS75-375...  3-18-76  Paul  McHaigue,  807  Oil  and  Gas 
Bldg.,  MlcUand,  Tex.  7^01. 


|FR  Doc.75-9225  Piled  4-9-75:8:45  amj 


(Rate  Schedule  No.  291] 

SUN  OIL  CO. 

Rate  Change  Filing  Pursuant  to 
Commission’s  Opinion  No.  699-H 

April  4,  1975. 

Take  notice  that  the  producer  listed 
in  tile  Appendix  attached  hereto  has 
filed  a  proposed  increased  rate  to  the 
applicable  new  gas  national  ceiling  based 
on  the  interpretation  of  vintaging  con¬ 
cepts  set  forth  by  the  Commission  in  its 
Opinion  No.  699-H,  issued  December  4, 
1974. 

'The  information  relevant  to  this  sale 
is  listed  in  the  Appendix. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
filing  should  on  or  before  April  21,  1975, 
file  with  the  Federal  Power  Cfxnmission, 
Washington,  D.C.  20426,  a  petition  to 
intervene  or  a  protest  in  accordance  with 
the  requirements  of  the  Ocmunission’s 
rules  of  practice  and  procedure  (18  CFR 
1.8  or  1.10).  All  protests  filed  with  the 
Commission  will  be  considered  by  it  in 
determining  the  appropriate  acticm  to  be 
taken  but  will  not  serve  to  make  the 
Protestants  parties  to  the  proceeding. 
Any  party  wishing  to  become  a  party  to 
a  proceeding  or  to  participate  as  a  party 
in  any  hearing  therein  must  file  a  peti¬ 
tion  to  intervene  in  accordance  with  the 
Commission’s  rules. 

Kenneth  F.  Plumb, 

Secretary. 


Appendix 


Rate 

Filing  date  Producep  schedule  Buyer  Area 

No. 


Mar  18, 1975 _ Sun  Oil  Co.,  Southland  Center,  P.O.  295  Arkansas  Louisiana  Gas  Co.  Other  Southwest. 

Box  2880,  Dallas,  Tex.  75221. 


[FR  Doc.75-9357  PUed  4-9-75:8:45  am] 


[Docket  Nos.  RP74-20,  RP74-83] 

UNITED  GAS  PIPE  LINE  CO. 

Notice  of  Conference 

April  4,  1975. 

Take  notice  that  on  Tuesday,  April 
22,  1975,  a  conference  of  all  Interested 
parties  in  the  above-referenced  dockets 
will  be  convened  at  10  a.m.,  in  Room  No. 
5200  at  the  offices  of  the  Federal  Power 
Commission,  825  North  Capitol  Street, 
NE,  Washington,  D.C.  20426. 

The  conference  will  be  held  pursuant 
to  S  1.18  (Conferences,  Offers  of  Settle¬ 
ment)  of  the  Commission’s  rules  of 
practice  and  procedure  (18  CFR  1.8). 
Customers  and  other  Interested  persons 
will  be  permitted  to  attend,  but  if  such 


persons  have  not  previously  been  per¬ 
mitted  to  intervene  by  order  of  the  Com¬ 
mission,  such  attendance  at  the  con¬ 
ference  will  not  be  deemed  to  authorize 
such  intervention  as  a  party  in  the 
proceedings. 

In  accordance  with  the  provisions  of 
§  1.18  of  the  rules,  all  parties  will  be 
expected  to  come  fully  prepared  to  dis¬ 
cuss  the  merits  of  all  issues  concerning 
the  lawfulness  of  United  Gas  Pipe  Line 
Company’s  proposed  tariff  changes,  any 
procedural  matters  preparatory  to  a  full 
evidentiary  hearing,  or  to  make  com¬ 
mitments  with  respect  to  such  issues  and 
any  offers  of  settlement  or  stipulations 
discussed  at  the  conference.  Failure  to 
attend  the  conference  shall  constitute  a 
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waiver  of  all  objections  to  stipulations 
and  agreements  reached  by  the  parties 
In  attendance  at  the  conference. 

Kenneth  P.  Plttmb, 
Secretary. 

[FR  Doc.76-9352  PUed  4-0-76:8:45  am] 


[Docket  No.  E-9200] 

UPPER  PENINSULA  POWER  CO. 

Filing  of  Substitute  Fuel  Clause 

April  4,  1975. 

Take  notice  that  on  March  31,  1975, 
Upper  Peninsula  Power  Company  (Up¬ 
per  Peninsula)  tendered  for  filing  a  re¬ 
vised  substitute  fuel  clause  In  response 
to  the  Commission’s  order  Issued  Janu¬ 
ary  30,  1975  In  this  docket.  According  to 
Upper  Peninsula,  the  revised  substitute 
fuel  clause  reflects  losses  on  a  wholesale 
rather  than  a  system  basis  through  use 
of  a  single  loss  factor  applicable  to  both 
Increases  above  and  decreases  below  the 
base  cost  in  accordance  with  Commis¬ 
sion  Order  No.  517.  Upper  Peninsula 
requests  that  the  Commission  accept  the 
tendered  revised  substitute  fuel  clause 
and  terminate  the  refund  obligation 
with  respect  to  the  fuel  clause,  in  ac¬ 
cordance  with  paragraph  (E)  the  afore¬ 
mentioned  January  31,  1976  order  In 
this  docket. 

Upper  Peninsula  states  that  a  copy 
of  the  substitute  fuel  clause  Is  being 
mailed  to  its  affected  cmtomers  and  the 
Michigan  Public  Service  Commission. 

Any  person  desiring  to  be  heard  or 
to  prot^t  said  application  should  file 
a  petition  to  intervene  or  protest  with 
^e  Federal  Power  Commission,  825 
North'  Capitol  Street  NE.,  Washington, 
D.C.  20426,  In  accordance  with  f  S  1.8 
and  1.10  of  the  Commission’s  rules  of 
practice  and  procedure  (18  CFR  1.8, 
1.10).  All  such  petitions  or  protests 
should  be  filed  on  or  before  April  16, 
1975.  Protests  will  be  considered  by  the 
Commission  In  determining  the  appro¬ 
priate  action  to  be  taken,  but  will  not 
serve  to  make  protestants  parties  to  the 
proceeding.  Any  person  wlidilng  to  be¬ 
come  a  party  must  file  a  petitlcm  to  In¬ 
tervene.  Cc^les  of  this  application  are 
on  file  with  the  Commission  and  are 
available  for  public  inspection. 

Kenneth  F.  Plumb, 
Secretary. 

[FR  Doc.76-8363  FUed  4-9-75;8:46  am] 


[Docket  No.  K-83171 

VERMONT  ELECTRIC  POWER  CO.,  INC. 

Order  Suspending  Notice  of  Termination 
and  Instituting  Proceedings 

April  4,  1975. 

On  March  10,  1975,  Vermont  Electric 
Power  Company,  Inc.,  (VEIXX»  ten¬ 
dered  for  filing  a  notice  of  termination 
of  Vermont  Yankee  power  service  to 
the  Village  of  Northfield,  Vermont, 


(Northfield)  as  of  April  6,  1975.’  In  its 
notice  of  termination,  VELCO  stated 
that  the  reason  for  termination  was  the 
failure  of  Northfield  to  pay  its  pr(^r 
bills  since  AprU,  1974.  VELCO  also 
stated  that  It  has  protested  to  North- 
field  and  given  “ample  notice’’  of  the 
seriousness  of  Nortlffield’s  failure.  Fi¬ 
nally,  VELCO  stated  that  electric  service 
would  continue  to  Northfield  under  dif¬ 
ferent  rate  schedules. 

VELCO’s  notice  of  termination  has 
not  been  shown  to  be  just  and  reasonable 
and  may  be  unjust,  unreasonable,  un¬ 
duly  discriminatory  or  otherwise  unlaw¬ 
ful.  Accordingly  we  will  suspend  the  op¬ 
eration  of  VELCO’s  notice  of  termina¬ 
tion  for  five  months  and  defer  the  use  of 
it  imtil  September  6,  1975.  We  shall  also 
order  a  hearing  to  determine  whether 
such  notice  of  termination  Is  just  and 
reasonable. 

The  Commission  finds:  (1)  It  is  neces¬ 
sary  and  proper  in  the  public  interest 
and  to  aid  the  enforcement  of  the 
Federal  Power  Act,  particularly  sections 
205,  206,  307,  308,  and  309  thereof,  that 
the  Commission  enter  upon  a  hearing 
concerning  the  lawfulness  of  VELCO’s 
notice  of  termination  referred  to  above. 

(2)  Good  cause  exists  to  suspend  the 
notice  of  termination  referred  to  above 
for  five  months. 

(3)  The  disposition  of  this  proceeding 
should  be  exi^ite  In  accordance  with 
the  procedures  set  forth  below. 

The  Commission  orders:  (A)  Pursuant 
to  the  Authority  of  the  Federal  Power 
Act  particularly  sections  205,  and  206 
thereof,  the  Commission’s  rules  of  prac¬ 
tice  and  procedure,  and  the  Regulations 
imder  the  Federal  Power  Act  (18  C!FR 
CHiapter  I),  a  public  hearing  shall  be 
held  on  Jime  11,  1975,  at  10  a.m..  In  a 
hearing  room  of  the  Federal  Power  Cmn- 
mlssion,  825  North  Capitol  Street,  NE, 
Washlnjerton,  D.C.  20426,  concerning  the 
lawfuUness  of  VELCO’s  notice  of  termi¬ 
nation  referred  to  above. 

(B)  VELCO’s  notice  of  termination 
referred  to  above  Is  hereby  suspended 
and  the  use  thereof  deferred  until 
September  6,  1975. 

(C)  On  or  before  May  1,  1975  VELCO 
shall  serve  prepared  testimony  and  ex¬ 
hibits  which  justify  Its  notice  of  termi¬ 
nation.  On  or  before  May  21,  1975  Staff 
and  other  Interested  parties  shall  serve 
their  testimony  and*  exhibits  In  the 
matter.  On  or  before  June  2, 1975  VELCO 
shall  serve  any  rebuttal  testimony  and 
exhibits. 

(D)  A  Presiding  Administrative  Law 
Judge  to  be  designated  by  the  Chief 
Administrative  Law  Judge  for  the  pur- 
pose  (See  Delegation  of  authority,  18 
CFR  3.5(d) )  shall  preside  at  the  hearing 
In  this  proceeding,  shall  prescribe  rel- 


1  Vermont  Yankee  power  service  Is  ren¬ 
dered  pursuant  to  FTO  Bate  Schedule  164, 
Supplement  No.  6  and  FPO  Rate  Schedule 
No.  166,  Supplement  No.  6.  VELCO  proposes 
to  terminate  these  rate  schedules. 


evant  procedural  matters  not  herein 
provided,  and  shall  control  this  proceed¬ 
ing 'In  accordance  with  the  policies  ex¬ 
pressed  in  the  Conunlsslon’s  rules  of 
practice  and  procedure. 

(E)  Nothing  contained  herein  shall  be 
construed  as  limiting  the  rights  of 
parties  to  this  proceeding  regarding 
the  convening  of  conferences  or  offers  of 
settlement  pursuant  to  9  1.18  of  the  Com¬ 
mission’s  rules  of  practice  and  procedure. 

(F)  The  Secretary  shall  cause  prompt 
publication  of  this  order  in  the  Federal 
Register. 

By  the  Commission. 

[seal]  Kenneth  F.  Plumb, 

Secretary. 

(PR  Doc.75-9354  Plied  4-8-76:8:46  am] 
[Docket  No.  E-9147] 

VIRGINIA  ELECTRIC  AND  POWER  CO. 
Extension  of  Procedural  Dates 

April  2.  1975. 

On  March  20,  1975,  Staff  Counsel  filed 
a  motion  to  extend  the  procedtiral  dates 
fixed  by  ordtr  issued  January  22, 1975,  in 
the  above-designated  matter.  The  mo¬ 
tion  states  that  the  parties  have  been  no¬ 
tified  and  have  no  objection. 

Upon  consideration,  notice  is  hereby 
given  that  the  procedural  dates  in  the 
above  matter  are  modified  as  follows: 
Phase  I 

Service  of  Staff’s  Testimony,  May  27,  1975. 
Service  Of  Intervenor’s  Testimony,  June 
10,  1976. 

Service  of  Company  Rebuttal,  June  24,  1975. 
Hearing,  Jtily  8,  1975.  (10  a.m.  e.d.t.). 

Phase  II 

Service  of  Intervenors  Testimony,  May  27, 
1976. 

Service  of  Staff’s ’Testimony,  June  17,  1976. 
Service  of  Company  Direct  Evidence,  July  8, 
1976. 

Service  of  Intervenor  Rebuttal,  July  22,  1975. 
Hearing,  August  6,  1975.  (10  a.m.  e.d.t.). 

Kenneth  F.  Plumb, 
Secretary. 

(PR  Doc.76-9356  Piled  4-9-76:8:45  am) 


[Docket  No.  CI76-426] 

VULCAN  MATERIALS  CO. 

Emergency  Service  Certificate  (Limited- 
Term);  Order  Granting  Intervention,  Set¬ 
ting  Hearing  Date  and  Prescribing 
Procedure 

April  4,  1975. 

On  January  22, 1975,  Vulcan  Materials 
Company  (Vulcan)  filed  in  Docket  No. 
CT75-425  an  application  pursuant  to  sec¬ 
tion  7(c)  of  the  Natural  Gas  Act  for  a 
certificate  of  public  convenience  and 
necessity  authorizing  the  sale  for  resale 
and  delivery  of  natural  gas  in  Interstate 
(XHnmerce  to  Panhandle  Eastern  Pipe 
Line  Company  (Panhandle)  from  King- 
man  County,  Kansas,  all  as  more  fully 
set  forth  In  the  application  in  this  pro¬ 
ceeding. 
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Specifically,  Vulcan  proposes  to  sell  to 
Panhandle  approximately  15,000  Mcf  of 
natural  gas  per  month  at  a  price  of  55.0 
cents  per  (14.65  psia).  The  price  of 
this  gas  is  subject  to  upward  and  down¬ 
ward  Btu  adjustment  from  a  base  of 
1,000  Btu’s  per  cubic  foot.  The  proposed 
term  of  the  sale  is  one  year.  Tlie  appli¬ 
cable  national  rate  is  51.0  cents  per  Mcf 
at  14.73  psia,  plus  1.0  cent  gathering 
allowance. 

By  telegram  received  March  25,  1975, 
Vulcan  has  informed  the  Commission 
that  deliveries  commenced  on  March  20, 
1975  imder  §  157.29  of  the  Commi.ssion’s 
rules  and  relations. 

In  Opinion  No.  699-B  (52  FPC  — ), 
which  reinstated  the  limited-term  cer¬ 
tificate  provisions  of  S  2.70(b)  (3)  of  the 
Commission’s  general  policy  and  inter¬ 
pretations,  the  Commission  stated  that 
t4>plicants  for  limited-term  certificates 
“will  have  the  burden  of  dwnonstrating 
by  substantial  evidence  that  the  price  for 
which  certification  is  sought  is  the  lowest 
price  at  which  that  particular  supply  of 
gas  may  be  obtained  for  the  interstate 
market  and  that  the  supply  of  gas  is 
available  only  for  the  limited  period  for 
which  certification  is  sought.”  (Mimeo 
p.  6.) 

In  support  of  the  proposed  rate,  Vul¬ 
can  states  that  it  considers  the  proposed 
rate  to  be  fair  due  to  the  additional 
costs  associated  with  delivering  the  gas 
at  a  point  on  Panhandle’s  line  but  no 
detailed  economic  study  in  support  was 
submitted.  With  respect  to  the  term, 
Vulcan  states  that  the  gas  will  be  used 
for  its  own  needs  upon  expiration  of  the 
one  year  contract  with  Panhandle. 

Vulcan  filed  a  letter  on  February  19, 
1975  in  response  to  a  Commission  letter 
of  February  3,  1975  which  requested 
suiHX>rt  Sind  justification  for  the  price 
and  limited  term  proposed  in  the  api^- 
cation  and  then  filed  a  further  clarifying 
lett^  <m  Mart^  21,  1975.  Therein,  Vul¬ 
can  states  that  it  must  install  compres¬ 
sion  equipment  and  a  gathering  line  in 
order  to  driver  its  gas  to  Panhandle’s 
line.  In  light  of  these  costs  and  the  high^ 
operating  costs  associated  with  a  field 
delivery  point,  Vulcan  feels  that  its  55.0 
cents  price  is  more  than  fair. 

As  justification  for  the  proposed  one- 
year  term,  Vulcan  states  that  it  is  de¬ 
veloping  gas  wells  in  Kingman  County. 
Kansas,  for  its  own  needs,  one  of  which 
is  the  production  of  anhydrous  ammonia. 
Panhandle  expressed  an  emergency  need 
fOT  the  gas,  and  Vulcan  agreed  to  a  one 
year  contract  with  the  Intent  of  using 
the  gas  for  its  own  needs  thereaftra*. 
Vulcan  states  that  it  intends  to  use  this 
one-year  period  to  test  the  delivery  ca¬ 
pability  of  this  w^ 

The  CTommission  stated  that  the  pur¬ 
pose  of  Order  No.  699-B  is  “to  attract 
available  natural  gas  supplies  from  the 
Intrastate  market  to  the  interstate  mar¬ 
ket.”^  On  other  occasions,  however,  the 
Commission  has  stated  that  It  is  not  so 
interested  In  attracting  intrastate  gas  to 
allow  producers  repeatedly  and  at  short 


1  Opinion  No.  699-B,  supra,  mimeo  p.  4. 


intervals  to  play  the  intrastate  and  inter¬ 
state  markets  against  one  another  in 
order  to  drive  up  the  price  of  their  gas,’ 
Vulcan  has  not  demonstrated  by  sub¬ 
stantial  evidence  that  the  proposed  price 
is  or  wiU  be  required  by  the  present  or 
future  public  convenience  and  necessity. 
Further  there  remains  the  question 
whether  ot  not  the  limited  term  is 
justified. 

A  petition  to  intervene  in  support  of 
the  application  was  filed  by  Panhandle 
on  February  14,  1975. 

Based  on  the  facts  currently  before 
us,  we  believe  that  a  formal  hearing 
should  be  held  to  afford  the  applicant 
an  o(>portimity  to  establish  through  the 
presentation  of  crediUe  evidence  that 
(1)  the  proposed  price  is  or  will  be  re¬ 
quired  by  the  present  or  futiu^  public 
convenience  and  necessity  when  juxta¬ 
posed  to  similarly  situated  intrastate 
sales  or  alternatively,  that  the  price  is 
no  more  than  is  necessary  to  recover 
the  lowest  reasonable  costs  of  the  par¬ 
ticular  project  and  (2)  the  subject  gas 
can  reasonably  be  expected  to  be  no 
longer  available  for  sale  after  the  pre¬ 
scribed  limited  term. 

The  Commission  finds:  (1)  The  inter¬ 
vention  of  Panhandle  in  this  proceeding 
may  be  in  the  public  interest. 

(2)  It  is  necessary  and  proper  in  the 
public  interest  and  to  aid  in  the  enforce¬ 
ment  of  the  provisions  of  the  Natural 
Gas  Act  that  the  issues  in  this  proceed¬ 
ing  be  scheduled  for  hearing  in  accord¬ 
ance  with  the  procedures  set  forth 
below. 

The  Commission  orders:  (A)  Pan¬ 
handle  is  hereby  permitted  to  intervene 
in  this  proceeding,  subject  to  the  Rules 
and  Regulations  of  the  Commission: 
Provided,  however.  That  the  participa¬ 
tion  of  such  intervener  shall  be  limited 
to  matters  affecting  asserted  rights  and 
interests  as  specifically  set  forth  in  said 
petition  for  leave  to  intervene :  And  Pro¬ 
vided,  further.  That  the  admission  of 
said  intervener  shall  not  be  construed  as 
recognition  by  the  (Z^ommission  that  it 
might  be  aggrieved  by  any  order  or  or¬ 
ders  of  the  Commission  entered  in  this 
proceeding. 

(B)  Pursuant  to  the  Authority  of  the 
Natural  Gas  Act,  particularly  sections  7 
and  15  thereof,  the  CJommission’s  rules 
of  practice  and  procedure,  and  the  reg¬ 
ulations  imder  the  Natural  Gas  Act,  a 
public  hearing  shidl  be  held  cm  May  6, 
1975,  at  10  a.m.  (e.d.t.)  in  a  hearing 
room  of  the  Federsil  Power  Commission, 
825  North  Capitol  Street,  NE,  Washing¬ 
ton,  D.C.  20426,  concerning  the  issue  of 
whethM*  a  certificate  of  public  conven¬ 
ience  and  necessity  should  be  granted  as 
requested  by  Vulcan  in  the  applications 
filed  January  22, 1975. 

(C)  On  or  before  April  22,  1975,  Vul¬ 
can  and  any  supporting  party  .shall  file 
with  the  Commission  and  serve  upon  all 


*3ee  order  Denying  Authorization  for  Ex¬ 
tension  of  Emergency  Sale,  Denying  Umlted- 
Term  Certificate  of  Public  Convenience  and 
Necessity,  and  Granting  Petition  to  Inter¬ 
vene,  Wayne  J.  Spears,  In  Docket  No.  CI75- 
218,  Issued  December  20, 1074. 


parties,  including  Commission  Staff, 
their  testimony  and  exhibits  in  support 
of  their  positions. 

(D)  An  Administrative  Law  Judge  to 
be  designated  by  the  Chief  Administra¬ 
tive  Law  Judge — See  Delegation  of  au¬ 
thority,  18  CJFR  3.5(d) — shall  preside  at, 
and  control  this  proceeding  in  accord¬ 
ance  with  the  policies  expressed  in  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure  and  the  purposes  expressed  in 
this  order. 

By  the  Commission. 

[se.'.lI  Kenneth  F.  Plumb, 

Secretary.  , 

[PR  Ddc.75-9356  Filed  4-9-75; 8:45  am] 

FEDERAL  PREVAILING  RATE 
ADVISORY  COMMITTEE 
COMMITTEE  MEETINGS 

Pursuant  to  the  provisions  of  section 
10  of  Public  Law  92-463,  effective  Janu¬ 
ary  5,  1973,  notice  is  hereby  given  that 
meetings  of  the  Federal  Prevailing  Rate 
Advisory  Committee  will  be  held  on: 

Thiuaday,  May  1, 1975 
Thursday.’May  15. 1975 
Thursday,  May  22, 1975 
Thursday,  May  29, 1975 

The  meetings  will  convene  at  10  a.m. 
and  will  be  held  in  Room  5A06A,  Civil 
Service  Commission  Building.  1900  E 
Street.  NW..  Washington.  D.C. 

The  committee’s  primary  responsibility 
is  to  study  the  prevailing  rate  S3rstem  and 
from  time  to  time  advise  the  Civil  Serv¬ 
ice  Commission  thereon. 

At  these  scheduled  meetings,  the  com¬ 
mittee  will  cmisider  proposed  plans  for 
imidementation  of  Public  Law  92-392, 
which  law  establishes  pay  systems  for 
Federal  prevailing  rate  employees. 

The  meetings  will  be  closed  to  the 
public  on  the  basis  of  a  determination 
under  section  10(d)  of  the  Federal  Ad¬ 
visory  Committee  Act  (Public  Law  92- 
463)  and  5  U.S.C.,  section  552(b)  (2) ,  that 
the  closing  is  necessary  in  order  to  pro¬ 
vide  the  members  with  the  ofq>ortunlty 
to  advance  proposals  and  counter-pro¬ 
posals  in  meaningful  debate  on  issues  re¬ 
lated  solely  to  the  Federal  Wage  System 
with  the  >dew  toward  ultimately  formu¬ 
lating  advisory  policy  recommendations 
for  the  consideration  of  the  Civil  Service 
Commission. 

However,  members  of  the  public  who 
wish  to  do  so,  are  invited  to  submit  ma¬ 
terial  in  writing  to  the  C2iairman  con¬ 
cerning  matters  felt  to  be  deserving  of 
the  committee’s  attention.  Additional  in¬ 
formation  concerning  these  meetings 
may  be  obtained  by  contacting  the 
C^hairman,  Federal  Prevailing  Rate  Ad¬ 
visory  (Committee.  Room  5451,  1900  E 
Street  NW.,  Washington,  D.C.  20415. 

David  T.  Roadlet, 
Chairman,  Federal  Prevailing 
Rate  Advisory  Committee. 

April  3,  1975. 

[PB  Doc.75-0291  PUed  4-9-75;8:45  am] 
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FEDERAL  TRADE  COMMISSION 
CIGARETTE  TESTING  RESULTS 
Tar  and  Nicotine  Content 

The  Federal  .  Trade  Commission’s 
laboratory  has  determined  the  ’’tar’* 
(dry  particulate  matter)  and  total 
alkalcrfd  (reported  as  nicotine)  content  of 
130  varieties  of  dcunestlc  cigarettes.  The 


laboratory  utilized  the  Cambridge  filter 
method  with  the  specifications  set  forth 
in  the  Commission’s  announcement  dated 
July  31.  1967  (32  F.R.  11178).  The 
varieties  are  arranged  In  alphabetical 
order  with  tar  values  rounded  to  the 
nearest  whole  milligram  and  nicotine 
values  rounded  to  the  nearest  tenth  of 
a  miUlgTam. 


T«r  I  and  nleotiiM  *  content  of  196  Tarletles  of  domestic  cigarettes 


Brand 


Type 


Milligram  per  cigarette 


Total 

particnlate 

matter 


-  dry 
(tar)* 


Nicotine* 


King  dca  filter,  methol  .  — .  _  .  . 

IS 

as 

1(10  Him,  Alter,  linanthol  (bard  pock).  . 

16 

.9 

16 

1.0 

T>rt 

17 

1.2 

0 

.6 

16 

LI 

17 

1.1 

17 

LI 

28 

L8 

25 

1.6 

19 

1.3 

ru'ltnnTO'at 

2 

.2 

4 

.3 

no  .  . 

4 

.3 

24 

1.4 

Do _ 

29 

1.7 

no 

18 

1.2 

no. 

King  site,  filter,  mentboL..  _  _ _ _ 

19 

1.2 

no 

20 

1.3 

26 

L3 

no  . 

23 

1.2 

16 

LO 

Do _  _ 

13 

.9 

15 

1.0 

22 

1.5 

29 

2.2 

V.ve  . . 

19 

2.3 

19 

1.2 

28 

1.6 

16 

1.0 

nolf  *  Half 

25 

1.8 

Herbert  Tareyton.. _ 

King  size,  nonfilter _ .....  ...  _ _ _ 

29 

1.8 

21 

L6 

9 

.6 

16 

.9 

Do . 

,  , 

16 

1.0 

no 

19 

1.2 

1)0 

18 

1.2 

8 

.3 

1)0 

7 

.3 

Kool . 

19 

1.2 

Do _ 

16 

1.2 

Do _ _ 

16 

1.2 

Kool  Mllds  .. 

13 

.8 

Kool  . 

17 

1.2 

T.A  M  __  _  _ 

18 

1.2 

T.A  M  _  . 

18 

1.2 

I.  A  M  _  _  _  _ 

20 

1.4 

I.  A  M _ _ 

19 

1.3 

18 

L2 

Do 

19 

1.3 

27 

1.6 

9 

.6 

10 

.7 

30 

1.2 

no 

24 

1.2 

17 

1.1 

no _  _ 

13 

.8 

no  ■ 

17 

LI 

no 

.  14 

.8 

no 

17 

LI 

Do . ... 

18 

1.1 

12 

.8 

26 

.9 

no 

6 

.2 

1)0 

4 

.2 

15 

.9 

19 

1.4 

17 

1.4 

no  .  . 

18 

1.5 

■  12 

.8 

Do . 

_ King  site,  filter,  menthd _ 

10 

.7 

Newport.  _ 

.King  site,  filter,  menthol  (hard  pack)  .... 

- — — - 

17 

17 

1.2 

1.2 

»  no 

21 

1.5 

18 

1.2 

20 

L3 

24 

1.6 

Old  Hold  FUtani 

17 

L3 

no 

18 

LI 

Old  Gold  mo’s 

23 

L4 

Pall  Mall 

27 

L7 

Pall  Mall  Extra  Mild 

9 

.6 

Do  . 

---  10 

.7 

Pall  Mall 

20 

L4 

no 

17 

LS 

14 

.8 

...  .  King  site,  filter _ J....! _ _  _ _ ...... 

_ _ 

U 

.8 
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Tar  <  and  nicotine  *  content  of  Itt  TadeQei  of  domeede  cigarettes 


Brand 


Trpe 


MUUgraiB  per  elgaretu 


Total 

particulate 

matter  Nicotine* 
dry 
(tar)i 


average  respondent  burden  Is  estimated 
at  forty  hoius. 

Norman  F.  Heyl, 

Regulatory  Reports 

Review  Officer. 
(Kl  Doe.7&-94ao  Piled  4-0-75;8:46  am] 


Parliament  lOO’s _ _ UO  nun,  filter _ 

PhiUp  Morris _ Regular  sise,  nonlUter.^ 

Philip  Morris  Commander _ King  sise,  nonfUter _ _ _ 

Phi^  Morris  International _ 100  mm,  niter  (hard  pack)  . . . 

Do _ _ 100  mm,  Alter,  menthol  (hard  pack). 

Picayune . . . . Regular  size,  nonfiltec. 

Piedmont . . . do _ _ 

Plasters . . .  Regular  tise,  nonfllter  (hard  pack). 

Raleigh _ _ King  size,  nonfilter _ _ 

Do . . . . .  King  sire,  filter . . . 

Do _ _ _ 100  min,  Uter . . . . 

Raleigh  Extra  Mild - - King  sire,  filter _  --  . 

St.  ktoritz _ _  .  .  _ 100  mm,  filter _ _ _ _ 

Do _ _ _ 100  nun,  filter,  menthoL . . 

Safari _ 100  mm,  filter . . 

Salem. _ _ _ _ King  sire,  filter,  menthol  (hard  pack) 

Do. _ _ _ King  sire,  filler,  mentbM _ 

,  Do . . . . . .  100  mm,  filter,  menthol . . 

Sifiem  Extra _ _ _  King  sire,  filter,  menthol . . 

Sano . . . . Regular  sire,  nonfilter . . 

Silva  Thins _ _ 100  mm,  filter. . 

Do . . . .  ICO  mm,  filter,  menthol  . . 

Spring  lOO’s . ...do . . . . . 

Super  M . do . . . . 

Tareytou . . . King  sire,  filter . 

Do _ _ 100  mm,  filter _ _ 

Tempo .  King  sire,  filter . 

Tramps . do . 

Do. . . . . . King  sire,  filter,  menthol . 

True . 1 . . . King  sire,  filter . 

. . . . King  site,  filter,  menthol . 

Do . . . . . 100  mm,  filter . . . 

Do_ . . . 100  mm,  filter,  menthol . 

Twist . . . 100  mm,  filter,  lemon/menthtfi . 

Vantage _ _  King  sire,  filter _ _ _ 

Do . . .  King  sire,  filter,  menthol . 

Vloeroy .  King  sire,  filter . . . 

Do. .  100  mm,  filter . . . . 

Vloeroy  Extra  Mild .  King  sire,  filter . 

Virginia  Slims . 100  mm,  fiRer . . . 

Do .  100  mm,  filter,  menthol . 

Winchester . . . . King  sire,  filter . . . . 

Do . - . .  King  site,  filter,  menthol . 

Win-ston . r .  King  sire,  filter  (hard  pack) . 

Do . . . King  sire,  filter.. . . . 

Do . . 100  mm,  filter . 

Do .  100  mm,  filter,  menthol . . 

Winston  Lights... .  King  sire,  filter . 


17 

1.0 

ao 

LI 

25 

1.5 

17 

LI 

rr 

1.0 

20 

1.5 

25 

1.5 

SI 

2.1 

24 

1.4 

16 

1.0 

17 

1.2 

14 

.9 

17 

1.1 

18 

1.2 

19 

1.4 

19 

1.3 

19 

1.3 

19 

1.3 

18 

1.3 

22 

.8 

17 

1.2 

16 

1.1 

21 

1.2 

17 

1.2 

20 

1.3 

19 

1.3 

11 

.8 

18 

1.1 

16 

.9 

11 

.6 

12 

.7 

U 

.7 

13 

.8 

17 

1.2 

12 

.8 

11 

.8 

16 

1.0 

17 

1.1 

U 

.9 

17 

1.0 

17 

1.1 

19 

1.3 

17 

1.2 

19 

1.3 

20 

1  4 

19 

1.8 

19 

1.4 

14 

1.0 

t  TPM  (tar) — milligrams  total  particulate  matter  less  nicotine  and  water. 

*  klilligrams  total  alkaloids  reported  as  nicotine. 

*  Limited  availability  based  on  reduced  sampling  from  Washington,  D.C.  only. 


By  direction  of  the  Commission  dated 
March  25, 1975. 

Virginia  M.  Harding, 

Acting  Secretary. 

[PR  Doc.75-9075  Piled  4-9-75:8:45  am] 

GENERAL  ACCOUNTING  OFFICE 

REGULATORY  REPORTS  REVIEW 
Receipt  of  Report  Proposal 

The  following  request  for  clearance  of 
a  report  intended  for  use  in  collecting 
information  from  the  public  was  re¬ 
ceived  by  the  Regulatory  Reports  Re¬ 
view  Staff,  GAO.  on  April  1,  1975.  See  44 
U.6.C.  3512  (c)  &  (d) .  <rhe  purpose  of 
publishing  this  notice  in  the  Federal 
Register  is  to  inform  the  public  of  such 
receipt. 

The  notice  includes  the  title  of  the 
request  received;  the  name  of  the  agency 
sponsoring  the  proposed  collection  of  in¬ 
formation;  the  agency  form  number,  if 
applicable;  and  the  frequency  with 
which  the  information  is  proposed  to  be 
collected. 

Written  comments  on  the  proposed 
FTC  form  are  Invited  from  all  inter¬ 
ested  persons,  organizations,  public  in¬ 


terest  groups,  and  affected  businesses. 
Because  ol  the  limited  amoimt  of  time 
GAO  has  to  review  the  proposed  form, 
comments  (in  triplicate)  must  be  re¬ 
ceived  on  or  before  April  24,  T975,  and 
should  be  addressed  to  Mr.  Monte  Can- 
field,  Jr.,  Director,  OflSce  of  Special  Pro¬ 
grams,  United  States  General  Account¬ 
ing  Office,  425  I  Street,  NW,  Washing¬ 
ton.  D.C.  20548. 

Further  information  may  be  obtained 
from  the  Regulatory  Reports  Review  Of¬ 
ficer,  202-376-5425. 

Federal  Trade  Commission 

Request  for  review  and  clearance  of 
a  new  single-time  special  report  ques¬ 
tionnaire,  “Used  Car  Study”.  The  ques¬ 
tionnaire  is  a  single-time  collection  of 
information  concerning  sales  and  war¬ 
ranty  practices  from  a  sample  of  ap¬ 
proximately  five  hundred  sellers  of  used 
motor  vehicles.  The  sample  will  be  drawn 
from  franchised  and  Independent  auto¬ 
mobile  dealers.  Response  will  be  man¬ 
datory  pursuant  to  15  UJ3.C.  sections 
46(b)  and  50.  The  information  obtained 
may  be  utilized  in  subsequent  rulemak¬ 
ing  proceedings  mandated  by  sections 
109(b)  and  112(c)  of  Pub.  L.  93-637.  The 


GENERAL  SERVICES 
ADMINISTRATION 

COMMISSION  ON  GOVERNMENT 
PROCUREMENT 


Executive  Branch  Position  on 
Recommendations  A-41  and  A-42 

Notice  is  given  that  the  executive 
branch  has  rejected  Commission  on  Gov¬ 
ernment  Procurement  Recommendations 
A-41  and  A-42.  These  recommendations 
concerned  the  organizational  placement 
within  the  Department  of  Defense  of  its 
Defense  Contract  Administration  Serv¬ 
ices  and  its  Defense  Contract  Audit 
Agency. 


Dated  at  Washington,  D.C.  on  April  4, 
1975. 


R.  E.  Zechman, 
Associate  Administrator  for 
Federal  Management  Policy. 


[FR  Doc.75-9393  Filed  4-9-75:8:45  am] 


[Federal  Property  Management  Regulations 
Temporary  Reg.  P-334] 

SECRETARY  OF  DEFENSE 
Delegation  of  Authority 

1.  Purpose,  nils  regulation  delegates 
authority  to  the  Secretary  of  Defense  to 
represent  the  consumer  interests  of  the 
executive  agencies  of  the  Federal  Gov¬ 
ernment  in  an  intrastate  rate  proceed¬ 
ing. 

2.  Effective  date.  This  regulation  is 
effective  immediately. 

3.  Delegation,  a.  Pursuant  to  the  au¬ 
thority  vested  in  me  by  the  Federal  Prop¬ 
erty  and  Administrative  Services  Act  of 
1949,  63  Stat.  377,  as  amended,  par¬ 
ticularly  sections  201(a)(4)  and  205(d) 
(40  U.S.C.  481(a)(4)  and  486(d)),  au¬ 
thority  is  delegated  to  the  Secretary  of 
Defense  to  represent  the  consumer  in¬ 
terests  of  the  executive  agencies  of  the 
Federal  Government  before  the  Penn¬ 
sylvania  Public  Utility  Commission  in  d 
proceeding  concerning  revised  tariffs 
filed  by  the  Potomac  Edison  Company  re¬ 
sulting  in  general  increases  in  its  electric 
rates. 

b.  The  Secretary  of  Defense  may  re¬ 
delegate  this  authority  to  any  officer, 
official,  or  employee  of  the  Department 
of  Def«ise. 

c.  This  authority  shall  be  exercised  in 
accordance  with  the  policies,  procedures, 
and  controls  prescribed  by  the  General 
Services  Administration,  and  shall  be 
exercised  in  cooperation  with  the  re- 
sponsiUe  officers,  officials,  and  employ¬ 
ees  thereof. 

Arthur  F.  Sampson, 
Administrator  of  General 
Services. 


March  28,  1975. 

[FR  Doc.75-9391  Filed  4-9-75:8:45  am] 
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[Ftderal  Property  Uanagement  Begulatlon*. 

Temporary  Regulation  F-3S6] 

SECRETARY  OF  DEFENSE 
Delegation  of  Authority 

1.  Purpose.  This  regulation  delegates 
authority  to  the  Secretary  of  Defense  to 
represent  the  consumer  Interests  of  the 
executive  agencies  of  the  Federal  Oov- 
emment  in  an  electric  and  gas  rate  in¬ 
crease  proceeding. 

2.  Effective  date.  Tills  regulation  is  ef¬ 
fective  immediately. 

3.  Delegation,  a.  Pursuant  to  the  au¬ 
thority  Vested  in  me  by  the  Federal  Prop¬ 
erty  and  Administrative  Services  Act  of 
1949,  63  Stat.  377,  as  amended,  particu¬ 
larly  sections  201(a)(4)  and  205(d)  (40 
U.S.C.  481(a)  (4)  and  486(d) ),  authority 
is  delegated  to  the  Secretary  of  Defense 
to  represent  the  consumer  interests  of 
the  executive  agencies  of  the  Federal 
(lovemment  before  the  Kentucky  Public 
Service  Commission  (Case  No.  6220)  in  a 
rate  increase  proceeding  involving  elec¬ 
tric  and  gas  service  supplied  by  4;he 
Louisville  Gas  and  Electric  Company. 

b.  The  Secretary  of  Defense  may  re¬ 
delegate  this  authority  to  any  officer,  of¬ 
ficial,  or  employee  of  the  Department  of 
Defense. 

c.  This  authority  shall  be  exercised  in 
accordance  with  the  policies,  procedures, 
and  controls  prescribed  by  the  General 
Services  Administration,  and,  further, 
shall  be  exercised  in  cooperation  with  the 
responsible  officers,  officials,  and  em¬ 
ployees  thereof. 

Arthur  F.  Sampson, 
Administrator  of  General 
Services. 

March  19,  1975. 

[FR  Ooc.75-9392  Filed  4-9-75;8:45  am] 

NUCLEAR  REGULATORY 
COMMISSION 

[Docket  No.  SO-244] 

ROCHESTER  GAS  AND  ELECTRIC  CORP. 

Proposed  Issuance  of  Amendment  to 

Provisional  Operating  License 

The  Nuclear  Regulatory  Commission 
(the  Commission)  is  considering  Issuance 
of  an  amendment  to  Provisional  Operat¬ 
ing  License  No.  DPR-18  issued  to  Roch¬ 
ester  Gas  and  Electric  Corporation  (the 
licensee),  for  operation  of  the  R.  E. 
Ginna  Nuclear  Power  Plant  located  in 
Wayne  County,  New  York. 

The  license  amendment  proposed  by 
the  licensee’s  application  dated  March 
27,  1975,  would  revise  the  provisions  in 
the  Technical  Specifications  relating  to 
the  safety  limits,  limiting  safety  system 
settings  for  overpower  and  overtempera¬ 
ture,  limits  for  control  rod  insertion,  and 
minimum  shutdown  margin  require¬ 
ments.  These  changes  are  associated 
with  application  of  the  approved,  up¬ 
dated  analytical  models  for  fuel  densifi- 
cation  and  clad  fiattening  (WCAP-8219 
and  WCAP-8377),  a  reevaluation  of  the 
main  steam  line  break  accident,  and  a 
proposed  increase  in  operating  pressure 
of  the  primary  coolant  back  to  the  origi¬ 
nal  value  of  2250  psia. 


Prior  to  Issuance  of  the  proposed  li¬ 
cense  amendment,  the  Commission  will 
have  made  the  findings  required  by  the 
Atomic  Energy  Act  of  1954,  as  amended 
(the  Act),  and  the  Commission’s  rules 
and  regulations. 

By  May  12,  1975,  the  Licensee  may  file 
a  request  for  a  hearing  and  any  person 
whose  interest  may  be  affected  by  this 
proceeding  may  file  a  request  for  a  hear¬ 
ing  in  the  form  of  a  petition  for  leave 
to  intervene  with  respect  to  the  issuance 
of  the  amendment  to  the  subject  provi¬ 
sional  operating  license.  Petitions  for 
leave  to  intervene  must  be  filed  under 
oath  or  affirmation  in  accordance  with 
the  provisions  of  9  2.714  of  10  CFR  Part 
2  of  the  Commission’s  regiilations.  A  peti¬ 
tion  for  leave  to  intervene  must  set  forth 
the  interest  of  the  petitioner  in  the  pro¬ 
ceeding,  how  that  interest  may  be  af¬ 
fected  by  the  results  of  the  proceeding, 
and  the  petitioner’s  contentions  with  re¬ 
spect  to  the  proposed  licensing  action. 
Such  petitions  must  be  filed  in  accord¬ 
ance  with  the  provisions  of  this  Fxoxrai. 
Register  notice  and  9  2.714,  and  must  be 
filed  with  the  Secretary  of  the  Commis¬ 
sion,  U.S.  Nuclear  Regulatory  Commis¬ 
sion,  Washington,  D.C.  20555,  Attention: 
Docketing  and  Ser\1ce  Section,  by  the 
above  date.  A  copy  of  the  petition  and/ 
or  request  for  a  hearing  should  be  sent 
to  the  Executive  Legal  Director,  UB. 
Nuclear  Regulatory  Commission,  Wash¬ 
ington,  DC.  20555,  and  to  Arvln  E.  Upton, 
Esquire,  LeBoeuf,  Lamb,  Leiby  &  MacRae, 
1757  N  Street,  NW.,  Washington,  DC. 
20036  the  attorney  for  the  licensee. 

A  petition  for  leave  to  intervene  must 
be  accompanied  by  a  supporting  affidavit 
which  identifies  the  specific  aspect  or 
aspects  of  the  proceeding  as  to  which 
intervention  is  desired  and  specifies  with 
particularity  the  facts  on  which  the  peti¬ 
tioner  relies  as  to  both  his  Interest  and 
his  contentions  with  regard  to  each  as¬ 
pect  on  which  Intervention  is  requested. 
Petitions  stating  contentions  relating 
only  to  matters  outside  the  Conunisslon’s 
jurisdiction  will  be  denied. 

All  petitions  will  be  acted  upon  by  the 
Commission  or  licensing  board,  desig¬ 
nated  by  the  Commission  or  by  the 
CThairman  of  the  Atomic  Safety  and 
Licensing  Board  Panel.  Timely  petitions 
will  be  considered  to  determine  whether 
a  hearing  should  be  noticed  or  another 
appropriate  order  issued  regarding  the 
disposition  of  the  petitions. 

In  the  event  that  a  hearing  is  held  and 
a  person  is  permittejd  to  intervene,  he 
becomes  a  party  to  the  proceeding  and 
has  a  right  to  participate  fully  in  the 
conduct  of  the  hearing.  For  example,  he 
may  present  evidence  and  examine  and 
cross-examine  witnesses. 

For  further  details  with  respect  to  this 
action,  see  the  application  for  ameijd- 
ment  dated  March  27,  1975,  which  is 
available  for  public  inspection  at  the 
Commission’s  Public  Document  Room, 
1717  H  Street,  NW,  Washington,  D.C., 
and  at  the  Lyons  Public  Library,  67 
Canal  Street,  Lyons,  New  York  14489 
and  at  the  Rochester  Public  Library,  115 
South  Avenue,  Rochester,  New  York 
14627.  ’The  license  amendment  and  the 


Safe^  Evaluatkm.  whm  Issued,  may  be 
Inspected  at  the  above  locations,  and  a 
copy  may  be  obtained  upon  request 
addressed  to  the  UJ3.  Nuclear  Regula¬ 
tory  Commission,  Washington.  D.C. 
20555,^  Attention:  Director,  Division  of 
Reactor  Licensing. 

Dated  at  Bethesda,  Maryland,  April 
4,  1975. 

For  the  Nuclear  Regulatory  CJwnmis- 
sion. 

Thomas  V.  Wambach, 
Acting  Chief,  Operating  Reac¬ 
tors  Branch  1,  Division  of 
Reactor  Licensing. 

[PR  Doc.75-9429  FUed  4-9-75;8:45  Am] 


SECURITIES  AND  EXCHANGE 
COMMISSION 

[Rel.  No.:  812-3749] 

AETNA  VARIABLE  ANNUITY  LIFE  INSUR¬ 
ANCE  CO.  AND  VARIABLE  ANNUITY 
ACCOUNT  B  OF  AETNA  VARIABLE  AN¬ 
NUITY  UFE  INSURANCE  CO. 

Application  for  Approval  of  Offers  of 
^change  and  Order  of  Exemption 

April  3,  1975. 

Notice  is  hereby  given  that  AEtna 
Variable  Annuity  Life  Insurance  Com¬ 
pany  (“AEtna  Variable’’),  an  Arkansas 
stock  life  insurance  company  registered 
under  the  Act  as  an  open-end,  diversi¬ 
fied,  management  investment  cmnpany, 
and  Variable  Annuity  Account  B  of 
AEtna  Variable  (“Accoimt  B’’),  151 
Farmington  Avenue,  Hartford,  Connect¬ 
icut  06115  a  new  separate  accoimt  re¬ 
cently  registered  imder  the  investment 
Company  Act  of  1940  (the  “Act”)  as  a 
unit  investment  trust  (hereinafter  col¬ 
lectively  referred  to  as  "Applicants”), 
filed  an  application  on  January  13,  1975 
and  an  amendment  thereto  on  March  20, 
1975,  pursu'’nt  to  section  11  of  the  Act, 
for  an  order  approving  certain  offers  of 
exchange  and  pursuant  to  section  6(c) 
of  the  Act  for  an  order  of  exemption 
from  sections  22(d), '26(a).  27(a)(3), 
and  27(c)  (2)  of  the  Act  and  Rule  27a-2 
thereunder  to  the  extent  noted  below.  All 
Interested  persons  are  referred  to  the 
application  on  file  with  the  Commission 
for  a  statement  of  the  representations 
therein  which  are  summarized  below. 

AEtna  Variable,  a  wholly-owned  sub¬ 
sidiary  of  AEtna  Life  and  (Casualty  Com¬ 
pany  (“AEtna”)  engaged  in  the  business 
of  offering  and  selling  variable  annuity 
contracts,  is  presently  registered  under 
the  Act  in  order  to  conduct  variable  an¬ 
nuity  operations  and  is  also  registered  as 
a  broker-dealer  under  the  Securities  Ex¬ 
change  Act  of  1934.  As  of  December  31, 
1974,  AEfi;na  Variable  had  total  assets  in 
excess  of  $421  million  and  unappropri¬ 
ated  surplus  in  excess  of  $128  million. 

AEtna  Variable  has  undertaken  a  re¬ 
alignment  program  which  is  designed  to 
lead  to  its  variable  annuity  and  variable 
life  insurance  operations  being  subject  to 
the  same  pattern  of  regulation  under  the 
Act  that  is  applicable  to  other  life  in¬ 
surance  cmnpfmles  engaged  in  such 
operations.  The  realignment  program  will 
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be  implemented  by  transferring  all  assets 
funding  variable  ann\iit7  contracts  cur¬ 
rently  offered  by  AEtna  Variable  to 
AEtna  VariaUe  Fund,  Inc.  (the  “Fund”) 
in  exchange  for  Fund  shares,  and  trans¬ 
ferring  such  shares  and  the  correspond¬ 
ing  contract  liabilities  to  Accomit  B  and 
VariaUe  Annuity  Account  C  of  AEtna 
Variable  (“Account  C”),  another  sepa¬ 
rate  account  of  AEtna  Variable  wlUch 
also  recently  registered  as  a  unit  invest¬ 
ment  trust.  AEtna  Variable  has  ai>plied 
for  an  order  pursuant  to  section  8(f)  of 
the  Act  declaring  that,  upon  implementa¬ 
tion  of  Uie  realignment  program,  it  will 
cease  to  be  an  investment  company. 

Account  B  is  a  separate  account  of 
AEtna  Varistble  that  was  established  for 
the  purpose  of  holding  reserves  attribut¬ 
able  to  variable  annuity  contracts  not 
entitled  to  ^lecial  tax  treatment  under 
the  Internal  Revenue  Code  of  1954 
(“Code”).  As  previously  stated,  all 
amounts  allocated  to  Account  B  will  ini¬ 
tially  be  invested  in  shares  of  the  Fund, 
a  diversified  op)en-end  investment  com¬ 
pany  registered  under  the  Act.  It  is  con¬ 
templated,  however,  that,  subject  to  nec¬ 
essary  regulatory  approvals,  shares  of 
AEtna  Variable  Encore  F\ind,  Inc. 
(“Blncore  Fund") ,  a  registered,  open-end, 
diversified,  management  Investment 
cmnpaiiy,  will  also  be  made  available  as 
an  investment  medium  for  contracts  par¬ 
ticipating  in  Account  B  if  so  elected  by 
owners  of  or  participants  under  such 
contracts. 

AEtna  Variable  will  act  as  investment 
adviser  to  both  the  Fund  and  Encore 
Fund  for  a  fee  equivalent  to  approxi¬ 
mately  0.2S  percent  (m  an  annu£d  basis. 
AEtna  VariaiUe  will  also  act  as  principal 
underwriter  for  Account  B  and  Account 
C. 

After  inu>lementation  of  the  proposed 
reahgnmrait  program.  Applicants  will 
issue  two  Individual  ts^  variable  annuity 
contracts — designated  “Individual"  and 
“Deferred  Ocunpensatlon"  (xmtracts — 
and  three  group  type  variable  annuity 
oontracts— designated  “Group  Unit  Pur¬ 
chase,"  “Group  Deposit  Administration," 
and  “Grom>  Terminal  Funding”  con¬ 
tracts — ^that  will  participate  in  Account 
B.  All  such  contracts  will  provide  that 
either  all  or  specified  portions  of  piu*- 
chase  payments  may  be  applied  to  AEtna 
Variatde’s  g^ieral  account  for  acciunula- 
tion  on  a  fixed  basis. 

Certain  other  contracts  Issued  by 
AEtna  Variable  prior  to  the  implemen¬ 
tation  of  its  realignment  program  will 
also  participate  in  Account  B.  In  gen¬ 
eral,  after  iiiu>lementation  of  the  re¬ 
alignment  program,  such  contracts  will 
no  Icmger  be  Issued,  but  purchase  pay¬ 
ments  tmder  outstanding  contracts  may 
continue  to  be  made  and,  if  made,  will 
be  allocated  to  Account  B.  One  of  these 
contracts,  an  individual  type  contract 
designated  the  “Pension  Trust”  contract, 
may  continue  to  be  issued  after  imple¬ 
mentation  of  the  rcrjignment  program 
in  any  Jurisdiction  which  has  not  ap¬ 
proved  the  Deferred  C(Mnpensation  con¬ 
tract  for  sale. 

Section  11.  Applicants  pr(^)ose  to  per¬ 
mit  owners  ol  those  Pennon  Trust  coa- 


tracts  which  will  participate  in  Account 
B,  l.e.,  those  Pension  Trust  contracts 
vdfich  are  not  qualified  for  special  tax 
treatment  under  the  Code,  to  exchange 
their  ccmtracts  for  Deferred  Compensa¬ 
tion  contracts  and  to  have  the  values 
accumulated  under  such  Pension  Trust 
contracts,  as  of  August  1,  1975,  trans¬ 
ferred  to  Deferred  Ccxnpensation  con¬ 
tracts  without  deduction.  Any  person 
who  purchases  such  a  Pensi<m  Trust 
contract  on  or  after  December  3,  1974, 
the  date  Accoiuxt  B’s  registration  state¬ 
ment  tinder  the  Securities  Act  of  1933 
was  filed,  and  who  elects  to  exchange 
such  a  contract  for  a  Deferred  Compen¬ 
sation  contract,  will  also  receive  from 
AEtna  Variable  additional  accumulation 
units  equal  to  the  sum  of  the  differences 
between  deductions  made  from  purchase 
payments  under  the  Pension  Trust  con¬ 
tract  and  deductions  which  would  have 
been  made  from  purchase  payments  un¬ 
der  a  Deferred  Compensation  contract, 
together  with  simple  interest  at  the  rate 
of  6  percent  per  annum.  The  exchange 
of  ccmtracts  will  be  effected  at  the  end  of 
business  on  August  1,  1975  and  will  be 
permitted  only  with  respect  to  those 
Pension  Trust  contracts  which  at  the 
time  of  the  exchange  are  still  in  the  ac¬ 
cumulation  stage,  l.e.,  with  respect  to 
which  annuity  payments  are  not  being 
made. 

Section  11(a)  of  the  Act  provides  that 
it  shall  be  imlawful  for  any  registered 
open-end  company  or  principal  under¬ 
writer  for  such  a  company  to  make  or 
cause  to  be  made  an  offer  to  the  holder 
of  a  security  of  such  company  or  of  any 
other  open-end  investment  company  to 
exchange  his  seciulty  for  a  security  in  the 
same  or  another  such  company  on  any 
basis  other  than  the  relative  net  asset 
values  of  the  respective  securities  to  be 
exchanged,  unless  the  terms  of  the  offer 
have  first  been  submitted  to  and  ap¬ 
proved  by  the  Commission.  Section  11(c) 
of  the  Act  provides  that,  irrespective  of 
the  basis  of  exchange,  the  provisions  of 
section  11(a)  of  the  Act  shall  be  applica¬ 
ble  to  any  type  of  offer  of  exchange  of 
the  securities  of  registered  unit  invest¬ 
ment  trusts  for  the  securities  of  any  other 
investment  company. 

Applicants  request  an  order,  pursuant 
to  secticm  11(a)  of  the  Act,  to  permit  an 
offer  to  be  made  to  the  owners  of  Pen¬ 
sion  Tnist  contracts  to  exchange  such 
contracts  for  Deferred  Compensation 
contracts. 

Applicants  state  that  the  requested 
order  permitting  an  offer  of  exchange  to 
be  made  will  make  available  to  owners  of 
Pension  Trust  contracts  any  advantages 
which  may  result  from  owning  the  new 
Deferred  Compensation  contract.  Appli¬ 
cants  state  that  the  additional  credit  to 
persons  who  purchase  Pension  Trust  con¬ 
tracts  on  or  after  December  3,  1974,  is 
designed  to  prevent  any  disruption  in 
the  sale  of  Pension  Trust  contracts  which 
might  otherwise  result  when  prospective 
purchasers  are  notified  of  the  forthcom¬ 
ing  issuance  of  the  Deferred  Compensa¬ 
tion  c(mtracts  which  will  have  a  percent¬ 
age  deduction  from  purchase  payments 


(9  percent)  significantly  lower  than  the 
initial  percentage  deduction  under  Pen¬ 
sion  Trust  contracts  (17  percent). 

Applicants  assert  that  since  no  charges 
will  be  assessed  in  connection  with  the 
exchange,  the  principal  abuse  at  which 
Section  11(a)  is  directed  (the  imposition 
of  additional  sales  charges)  will  not  be 
present.  Applicants  represent  that  no  at¬ 
tempt  will  be  made  by  them  to  induce  an 
exchange,  and  that  no  compensation  will 
be  paid  to  any  agents  in  connection  with 
an  exchange.  Applicants  further  assert 
that  an*  exchange  made  by  p>ersons  who 
purchase  Pension  Trust  contracts  on  or 
after  December  3,  1974,  will  be  on  a  basis 
other  than  net  asset  value  only  by  reason 
of  the  additional  credits  the  exchanging 
contract  owners  will  receive,  and  that 
such  credits  will  be  a  benefit  to  them.  As 
the  credit  will  be  paid  by  AEtna  Variable 
from  AEtna  Variable’s  general  account, 
no  owners  of  contracts  participating  in 
any  of  its  separate  accounts  will  be 
prejudiced. 

Applicants  state  that  the  terms  of  the 
Deferred  Compensation  contract  differ 
significantly  from  those  of  the  Pension 
Trust  contract  and,  that  an  exchange 
would  not  necessarily  be  in  the  best  in¬ 
terest  of  all  Pension  Trust  contract 
owners.  The  determination  whether  to 
accept  the  exchange  will  be  made  by  each 
contract  owner.  Whether  an  exchange 
will  be  advantageous  will  depend  on  a 
number  of  factors,  including  the  level  of 
any  premium  tax  to  be  paid  imder  the 
D^erred  Compensation  contract,  the 
number  of  years  before  the  contract 
owner’s  retirement,  the  number  of  years 
before  the  percentage  deduction  under 
the  Pension  Trust  contract  would  de¬ 
crease  to  6  percent,  whether  the  contract 
owner  would  eleot  a  minimum  death 
benefit  guarantee  under  the  new  con¬ 
tract,  the  amoimt  and  frequency  of  pay¬ 
ments  to  be  made  under  the  old  and  new 
contracts,  the  significance  to  be  assigned 
to  the  absence  of  an  income  tax  guaran¬ 
tee  xmder  the  new  contract  and  the  ab¬ 
sence  also  of  a  corresponding  charge  for 
such  a  guarantee,  the  amount  accumu¬ 
lated  imder  the  present  contract  and  ex¬ 
pected  to  be  accumulated  in  the  future, 
the  prospect  for  a  surrender  of  the  con¬ 
tract  in  whole  or  in  part,  and  anticipated 
changes  in  the  amoimt  of  frequency  of 
payments  or  in  other  circumstances 
affecting  the  foregoing. 

AEtna  Variable  will  seek  to  assist  Pen¬ 
sion  Trust  contract  owners  in  deter¬ 
mining  whether  to  make  an  exchange  by 
pointing  out  the  applicable  factors.  Per¬ 
sons  to  whom  the  exchange  offer  is  made 
will  receive  a  prospectus  describing  the 
Deferred  Compensation  contracts,  a 
prospectus  describing  the  Pension  Trust 
contracts,  plus  such  additional  informa¬ 
tion  as  may  be  necessary  to  assist  con¬ 
tract  owners  in  determining  whether  to 
make  an  exchange. 

Applicants  submit  that  in  view  of  the 
proposed  disclosure  to  contract  owners 
to  whom  the  exchange  offer  will  be  made, 
the  absence  of  any  effort  to  induce  an 
exchange,  and  the  absence  of  charges  in 
connection  with  such  an  exchange,  the 
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proposed  offer  oi  exchange  Is  fair  and 
should  be  approved  by  the  Commission. 

Applicants  request  a  further  order, 
pursuant'  to  section  11(a)  of  the  Act.  to 
permit  transfers  of  participant  accounts 
xmder  group  contracts  to  Individual  con¬ 
tracts.  The  Group  Deposit  Administra¬ 
tion  and  Group  Unit  Purchase  contracts 
to  be  issued  by  Applicants  wUl  provide 
that  If  an  employer’s  plan  permits,  or 
the  contract  owner  so  requests,  a  partici¬ 
pant  may  have  amounts  accumulated  on 
his  behalf  under  a  group  contract  trans¬ 
ferred  to  an  Individual  contract  without 
charge.  Ihe  Individual  contract  will  be 
the  contract  for  which  the  participant 
qualifies  at  the  time  of  transfer  and  such 
contract  (usually,  the  Deferred  Compen¬ 
sation  contract) ,  will  be  deemed  to  have 
been  outstanding  for  the  lesser  of  the 
number  of  years  the  participant  has  been 
In  the  plan  or  the  group  contract  has 
been  In  force.  Other  group  contracts,  in¬ 
cluding  those  no  longer  offered  and  those 
which  may  be  offered  in  the  future,  may 
contain  similar  transfer  provisions.  Ap¬ 
plicants  state  that  the  transfer  privilege 
Is  designed  to  permit  an  employee  to 
have  pa3rments  acciunulated  for  his  re¬ 
tirement  under  a  single  contract  despite 
a  Change  In  emplosrment  and  submit  ^at 
such  a  transfer  privilege  Is  fair  and 
should  be  approved  by  the  Commission. 

Section  22(d).  Section  22(d)  of  the 
Act  provides.  In  pertinent  part,  that  no 
registered  Investment  company  or  prin¬ 
cipal  imderwrlter  thereof  shall  sell  any 
redeemable  seciirlty  to  the  public  except 
at  a  current  public  offering  price  de¬ 
scribed  In  the  prospectus. 

Applicants  request  an  exemption  from 
section  22(d)  to  permit  those  owners  of 
Pension  Trust  contracts  which  partici¬ 
pate  in  Aocoimt  B  to  exchange  their  con¬ 
tracts  for  Deferred  Compensation  con¬ 
tracts,  and  to  permit  participants  imder 
group  contracts  to  transfer  amoimts  ac¬ 
ciunulated  on  their  behalf  to  Individual 
contracts,  without  any  deduction  for 
sales  and  administrative  expenses. 

Applicants  also  request  an  exemption 
from  section  22(d)  of  the  Act  to  permit 
the  percentage  deduction  fnun  purchase 
payments  made  after  deducting  a  flat 
dollar  deduction  for  sales  and  adminis¬ 
trative  expenses  to  be  reduced  from  8.5 
percent  to  6  percent  In  the  case  of  Imme¬ 
diate  contracts  and  from  10.5  percent  to 
8  percent  In  the  case  of  deferred  contracts 
when  such  contracts  are  purchased  with 
amounts  paid  or  payable,  by  reason  of 
death  or  otherwise,  under  life  insurance 
or  annuity  contracts  Issued  by  AEtna 
Variable,  by  AEtna,  or  by  any  company 
organized  and  operated  as  a  life  Insiu*- 
ance  company  under  applicable  state  law 
and  controlled  by  AEtna.  Applicants  as¬ 
sert  that  the  requested  exemption  will 
not  disrupt  the  orderly  distribution  of 
such  contitu:ts.  Applicants  state  that  the 
premiums  on  the  life  Insurance  and  an¬ 
nuity  contracts  constituting  the  source 
of  the  Insurance  proceeds  will  already 
have  been  subjected  to  sales  charges. 
Applicants  assert  that  the  purchase  of 
Individual  contracts  with  Insurance  pro¬ 
ceeds  will  Involve  reduced  sales  activities 


and  that  reducing  the  percentage  deduc¬ 
tions  In  the  msmner  prc^Ktsed  will  avoid 
an  unnecessary  accumulation  of  charges. 

A  further  exemption  from  section  22 
(d)  Is  requested  by  Applicants  to  permit 
deductions  from  purchase  payments  for 
sales  and  administrative  expenses  to  be 
based  upon  the  aggregate  amount  of  pay¬ 
ments  made  under  the  contracts  regard¬ 
less  of  whether  such  pasrments,  or  a  part 
thereof,  are  credited  to  Accoimt  B  or  to 
the  general  account  of  AEtna  Variable. 
Applicants  assert  that,  where  a  contract 
provides  for  a  reduction,  based  upon  the 
aggregate  purchase  payments  made.  In 
the  deductions  from  piurchase  payments 
for  sales  and  administrative  expenses, 
the  Inclusion,  in  determining  the  ag¬ 
gregate  purchase  payments  made,  of 
amounts  credited  to  AEtna  Variable’s 
general  account  Is  necessary  to  avoid  dis¬ 
criminating  against  those  pers<ms  who 
allocate  a  portion  of  their  purchase  pay¬ 
ments  to  AEtna  Variable’s  general  ac¬ 
count. 

Applicants  also  request  an  exemption 
from  section  22(d)  to  permit  the  trans¬ 
fers,  without  additional  deductions,  of 
amoimts  accumulated  hi  AEtna  Varia¬ 
ble’s  general  account  on  a  flxed  basis  to 
Account  B  at  the  annuity  commence- 
mrat  date  or  an  earlier  date.  Applicants 
represent  that  since  the  same  deductions 
for  sales  and  administrative  expenses 
are  made  from  each  purchase  payment 
without  regard  to  whether  the  net  pro¬ 
ceeds  are  applied  to  the  separate  account, 
the  general  account,  or  a  combination 
thereof.  Imposition  of  an  additional  de¬ 
duction  when  amounts  accumulated  on  a 
flxed  basis  are  transferred  to  Account  B 
would  be  inequitable  and  discriminatory. 

Applicants  request  a  further  exemp¬ 
tion  from  section  22(d)  to  permit  the  ex¬ 
perience  rating  of  sales  and  administra¬ 
tive  expense  deductions.  Including  the 
crediting  of  additional  units,  without  fur¬ 
ther  deductions  for  sales  charges.  AEtna 
Variable’s  outstanding  group  contracts 
provide,  and  group  contracts  Issued  In 
the  future  may  provide,  that  if  the  deduc¬ 
tions  for  sales  and  administrative  ex¬ 
pense  exceed  actual  sales  and  admin¬ 
istrative  costs,  AEtna  Variable  in  Its  dis¬ 
cretion  may  allocate  all,  a  portion,  or 
none  of  such  excess  as  an  experience  rat¬ 
ing  credit.  Applicants  represent  that  such 
credit  will  be  made  on  a  nondlscrimlna- 
tory  basis  in  the  form  of  additional  ac¬ 
cumulation  or  annuity  units  and  that 
such  credit  will  not  result  In  any  dilu¬ 
tion  of  the  Interests  of  other  owners  of  or 
participants  under  variable  annuity  con¬ 
tracts  as  payment  of  the  credit  will  be 
made  from  AEtna  Variable’s  general  ac¬ 
count. 

An  exemption  from  section  22(d)  Is 
also  requested  by  Applicants  to  permit  a 
person  entitled  to  any  proceeds  pasrable 
upon  the  death  of  another  under  a  vari¬ 
able  annuity  contract  participating  in 
Account  B,  to  elect,  if  such  an  option  is 
provided  by  the  contract  or  the  group 
contract  plan,  to  purchstse  a  variable  an¬ 
nuity  contract  with  such  death  proceeds. 
Including  proceeds  attributable  to  any 
flxed  accumulation,  without  any  deduc¬ 


tion  for  sales  and  administrative  ex¬ 
penses.  Applicants  anticipate  no  signif¬ 
icant  selling  expenses  that  would  Justify 
a  deduction  when  a  beneficiary  elects  a 
variable  annuity  pasrment  option. 

AEtna  Variable  Intends  to  Issue  De¬ 
ferred  Compensation  contracts  in  place 
of  Pension  ’Trust  contracts  In  all  Juris¬ 
dictions  subsequent  to  implementation  of 
the  Realignment  Program.  However, 
delays  In  obtaining  approval  of  the  De¬ 
ferred  Compensation  contracts  in  some 
Jurisdictions  may  make  It  necessary  for 
AEtna  Varitfble  to  continue  to  offer  Pen¬ 
sion  Trust  contracts  in  those  Jurisdic¬ 
tions  until  such  approval  is  obtained. 
Consequently.  Pension  Trust  contracts 
may  continue  to  be  sold  in  certain  Juris¬ 
dictions.  subsequent  to  Implementation 
of  the  Realignment  Program.  Purchase 
pasnnents  under  such  contracts,  and  un¬ 
der  other  contracts  outstanding  as  of  im¬ 
plementation,  would  continue  to  be  re¬ 
ceived.  Where  the  contracts  are  not 
entitled  to  special  tax  treatment  under 
the  Code,  such  pasmaents  would  be  al¬ 
located  to  Account  B.  Sales  charges  un¬ 
der  such  contracts  differ  from  the  sales 
charges  under  the  contracts  which  will  be 
offered  subsequent  to  implementation. 
Applicants,  therefore,  request  a  further 
exemption  from  section  22(d)  to  permit 
Pension  'Trust  contracts  to  continue  to  be 
sold  in  Jurisdictions  that  have  not  ap¬ 
proved  the  Deferred  Compensation  con¬ 
tracts,  until  such  approval  Is  obtained, 
and  to  permit  the  continued  receipt  of 
purchase  payments  on  contracts  that 
were  outstanding  upon  Implementation 
of  the  Realignment  Program, 

Section  27(a)  (3)  and  Rule  27a-2.  Sec¬ 
tion  27(a)  (3)  of  the  Act  provides  that  no 
re^dstered  investment  company  issuing 
periodic  pa3rment  plan  certificates,  and 
no  depositor  of  or  underwriter  for  such 
company,  may  sell  any  such  certificate 
if  the  amount  of  sales  load  deducted 
from  any  one  of  the  first  twelve  mwithly 
payments  exceeds  proportionate  the 
amount  deducted  from  any  other  such 
payment,  or  if  the  amount  deducted 
fnxn  any  subsequent  payment  exceeds 
proportionately  the  amount  deducted 
from  any  other  subsequent  pasmient. 
Rule  27a-2  provides  an  exonpUon  from 
section  27(a)  (3)  for  registered  separate 
accounts,  and  depositors  of  or  under¬ 
writers  for  such  accounts,  provided  that 
the  proportionate  amount  of  sales  load 
deducted  from  any  pasnnent  under  a 
variable  annuity  contract  pcuiicipating 
therein  does  not  exceed  the  propor¬ 
tionate  amount  deducted  from  any  prior 
payment  thereunder. 

The  Deferred  (Compensation,  Group 
Deposit  Administration,  and  Group 
Terminal  Funding  contracts  to  be  Is¬ 
sued  by  An>llcant6  will  provide  for  per¬ 
centage  deductions  from  purchase  pay¬ 
ments  for  sales  and  administrative  ex¬ 
penses  to  be  assessed  on  the  bctlance  of 
the  payment  remaining  after  a  flat  dol¬ 
lar  deduction  and,  with  respect  to  De¬ 
ferred  Compensation  contracts,  after  any 
deduction  for  aiH>llcable  premium  taxes, 
m  the  case  of  Group  Terminal  Funding 
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contracts,  where  there  is  advance  fund¬ 
ing  of  annuities  by  Installment  pay¬ 
ments,  Ihe  flat  dollar  deductloa  is  as¬ 
sess^  only  against  the  first  Installment 
pejinent.  and  In  the  case  of  GhPup  De¬ 
port  Administratton  contracts,  the  an¬ 
nual  flat  dollar  deduction  is  assessed 
only  against  the  flrst  payment  made  dur¬ 
ing  the  year.  In  addition,  under  Deferred 
Compensation  contracts,  an  optional 
minimum  death  b«^t  guarantee  may 
be  elected  for  a  charge  of  1%  of  the  total 
purchase  payn^t,  and  other  optional 
insurance  benciflts  may  be  made  avail- 
aUe  at  some  future  time  imder  Deferred 
Compensation  or  other  contracts  for 
charges  deducted  from  pturchase  pay¬ 
ments.  Where  additional  deductions  are 
made  for  (^>tk)nal  insurance  beneflts,  the 
percentage  deduction  from  purchase 
payments  for  sales  and  administrative 
expenses  is  assessed  against  the  net  pay¬ 
ment  remaining  after  all  other  deduc¬ 
tions.  Accordingly,  the  total  deductions 
from  purchase  payments  for  sales  and 
administrative  expenses  (including  any 
flat  dollar  deduction  and  the  specified 
percentage  deduction)  under  each  of  the 
above  ctmtracts  may  vary  as  a  percent 
of  the  total  purchase  payment.  Depend¬ 
ing  on  the  contract  involved,  such  fac¬ 
tors  may  cause  the  total  deductions  from 
any  purchase  payment  for  sales  and  ad¬ 
ministrative  expenses  to  exceed  ixttpor- 
tionately  such  deductions  made  from  a 
SXlor  payment. 

Applicants  state  that  the  variation  in 
the  deductions  for  sales  and  administra¬ 
tive  expenses  as  a  percent  of  total  pur¬ 
chase  pajmients  results  from  assessing 
the  percentage  deduction  for  sales  and 
administrative  expenses  against  the  pay¬ 
ment  net  of  certain  other  deductions  and, 
in  the  case  of  certain  contracts,  from 
assessing  a  flat  dollar  deduction  for  sales 
and  administrative  expenses.  The  flat 
dollar  deduction  for  sales  and  adminis¬ 
trative  expenses  under  certain  contracts 
reflects  more  accurately  the  incidence  of 
certain  sales  and  administrative  ex¬ 
penses  whi(^  are  Incurred  regardless  of 
the  size  of  the  purchase  payment.  Ap¬ 
plicants  state  that  the  purpose  of  assess¬ 
ing  the  perc^tage  deduction  for  sales 
and  administrative  expenses  against  the 
net  payment  remaining  after  certain 
other  deductions  is  to  avoid  assessing  a 
charge  against  the  flat  dollar  charge  and 
amounts  deducted  for  other  purposes,  and 
that  assessing  such  percentage  deduc¬ 
tion  against  the  net  payment  provides 
for  lower  total  deductions  than  would 
otherwise  result.  Accordingly,  Appli¬ 
cants  request  an  exemption  from  the 
provisions  of  section  27(a)  (3)  and  Rule 
27a-2  to  permit,  under  the  circumstances 
described  above,  the  iMDportionate 
amount  of  deductions  for  sales  and  ad¬ 
ministrative  expenses  from  any  purchase 
payment  to  exceed  proporticmately  such 
deductions  made  from  prior  payments. 

Sections  2fi(a)  and  27(c)(2).  Sections 
26(a)  and  27(c)(2),  as  here  pertinent, 
provide  in  substance  that  a  registered 
unit  investment  trust  and  any  depositor 
at  and  underwriter  for  such  trust  are 
prohiMted  from  selling  perl(xllc  payment 


plan  certificates  unless  the  proceeds  of 
all  payments,  other  than  amounts  de¬ 
ducted  for  sales  loads,  are  deposited  with 
a  qualified  bank  as  trustee  or  custodian 
and  hdd  imder  an  indenture  or  agree¬ 
ment  containing  specified  provisions.  Ap¬ 
plicants  state  that  AEtna  Variable  and 
Account  B  are  subject  to  extensive  super¬ 
vision  and  control  by  the  Aikansas  in¬ 
surance  regulatory  authorities  and  that 
such  control  and  supervision  protects 
variable  annuity  contract  owners  and 
provides  the  assurance  of  performance 
by  AEtna  Variable  on  its  obligations  to 
such  owners.  Applicants  further  state 
that  under  Arkansas  insurance  law,  the 
assets  of  Account  B  attributable  to  vari¬ 
able  annuity  contracts  shall  not  be 
chargeable  vrith  liabilities  arising  out  of 
any  other  business  AEtna  Variable  may 
conduct,  and  that  all  obligations  under 
the  variable  annuity  contracts  participat¬ 
ing  in  Account  B  are  general  obligations 
of  AEtna  Variable,  which  AEtna  Vari¬ 
able  may  not  abrogate. 

It  is  further  oontemi^ated  that  the 
Fund  shares  and  Encore  Fund  shares  is¬ 
sued  to  Account  B  will  be  held  pursuant 
to  an  open  account  system  and  will  not  be 
represented  by  any  transferable  stock 
certificates  which  might  require  a  trust¬ 
eeship  or  custodianship  for  safekeeping 
purposes.  Aimllcants  represent  that, 
under  the  fixegoing  circumstances  the 
dangers  of  abandonment  of  Account  B’s 
assets  or  default  with  respect  to  the  obli¬ 
gations  to  security  holders  appear  remote, 
and  accordingly  request  an  exonption 
from  sections  26(a)  and  27(c)  (2)  to  per¬ 
mit  Applicants  to  sell  variable  annuity 
contracts  without  depositing  with  a  qual¬ 
ified  bank  the  net  proceeds  of  payments 
thereunder. 

Applicants  consent  to  the  exemptions 
requested  herein  from  sections  26(a)  and 
27(c)(2)  b^g  made  subject  to  the  fol¬ 
lowing  conditions:  (1)  that  the  charges 
to  variable  annuity  contract  owners  for 
administrative  services  shall  not  exceed 
such  reasonable  amounts  as  the  Com¬ 
mission  shall  prescribe.  Jurisdiction  being 
resmred  for  such  purpose;  and  (2)  that 
the  payments  of  sums  stnd  charges  out  of 
the  assets  of  Account  B  shall  not  be 
deemed  to  be  exempted  from  regulation 
by  the  Commission  by  reason  of  the  re¬ 
quested  order,  provided  that  Applicants’ 
consent  to  this  c(xidition  shall  not  be 
deemed  to  be  a  concession  to  the  Com¬ 
mission  of  authority  to  regulsite  the  pay¬ 
ments  of  sums  and  charges  out  of  such 
assets  other  than  charges  for  adminis¬ 
trative  services,  and  Applicants  reserve 
the  right  in  any  pr(X)eeding  before  the 
Commission  or  in  any  suit  or  action  in 
any  court  to  assert  that  the  Commission 
has  no  authority  to  regulate  the  pay¬ 
ments  of  such  other  sums  or  charges. 

Section  6(c)  of  the  Act  provides.  In 
part,  that  the  Commission  may,  by  order 
upon  ai^lication,  conditionally  or  un¬ 
conditionally  exempt  any  person,  secu¬ 
rity,  or  transactiem,  or  any  class  or 
classes  of  persons,  securities,  or  trans¬ 
actions,  from  any  provisiem  or  provisions 
of  the  Act  or  of  any  rule  or  regulatl(m 
under  the  Act,  if  and  to  the  extent  that 


such  exemption  Is  necessary  or  appro¬ 
priate  in  the  public  Interest  and  con¬ 
sistent  with  the  protection  of  Investors 
and  the  puipoees  fairly  intended  by  the 
policy  and  provisions  of  the  Act. 

Notice  is  further  given  that  any  inter¬ 
ested  person  may,  not  later  than  April 
23,  1975,  at  5:30  pm.,  submit  to  the 
Commission  in  writing  a  request  for  a 
hearing  on  the  matter  accompanied  by 
a  statement  as  to  the  nature  of  his  in¬ 
terest.  the  reason  for  such  request  and 
the  issues  of  fact  or  law  proposed  to  be 
controverted,  or  he  may  request  that  he 
be  notified  if  the  Ccunmlssion  shall  order 
a  hearing  thereon.  Any  such  communica¬ 
tion  should  be  addressed:  Secretary. 
Securities  and  Exchange  Commission, 
Washington,  D.C.  20549.  A  copy  of  such 
request  shall  be  served  personally  or 
by  mail  (airmail  if  the  person  ^ing 
served  is  located  more  than  500  miles 
from  the  point  of  mailing)  upon  Appli¬ 
cants  at  the  address  stated  atove.  Proof 
of  service  (by  affidavit  or  in  case  of  an 
attomey-at-law  by  certificate)  shall  be 
filed  contemix>raneously  with  the  re¬ 
quest.  As  provided  by  Rule  0-5  of  the 
rules  and  regulations  promulgated  under 
the  Act,  an  order  disposing  of  the  ap¬ 
plication  will  be  issued  as  of  course  fol¬ 
lowing  said  date  unless  the  Commission 
thereafter  ortiers  a  hearing  upon  request 
or  upon  the  Commission’s  own  motion. 
Persons  who  request  a  hearing,  or  advice 
as  to  whether  a  hearing  is  ordered,  will 
receive  any  notices  and  orders  issued  in 
this  matter,  including  the  date  of  the 
hearing  (if  ordered)  and  any  postpone¬ 
ment  thereof. 

For  the  Commission,  by  the  Division 
of  Investmmt  Management  Regulation, 
pursuant  to  delegated  authority. 

[seal]  Geobge  a.  Fitzsimmons, 
Secretary. 

[FB  Doc.75-9380  PUed  4-9-75:8:45  am] 


[Bel.  No,  8739;  811-1223] 

AETNA  VARIABLE  ANNUITY  LIFE 
INSURANCE  CO. 

Filing  of  Application  for  Order  Declaring 
That  Company  Has  (^ased  To  Be  an 
Investment  Co. 

April  2,  1975. 

Notice  Is  hereby  given  that  AEtna 
Variable  Annuity  Life  Insurance  Com¬ 
pany  (“AEtna  Variable") ,  151  Farming- 
ton  Avenue,  Hartford,  Connecticut  06615, 
registered  under  the  Investment  Com¬ 
pany  Act  of  1940  (the  “Act")  as  an  open- 
end  diversified  management  investment 
company,  has  filed  an  application  pursu¬ 
ant  to  section  8(f)  of  the  Act  for  an  order 
of  the  Commission  declaring  that  AEtna 
Variable  has  ceased  to  be  an  investment 
company  as  d^ned  in  the  Act.  All 
interest^  persons  are  referred  to  the  ap¬ 
plication  on  file  with  the  Cemunission  for 
a  statement  of  the  representations  con¬ 
tained  therein,  which  are  summarized 
below. 

AEtna  Variable,  which  was  formerly 
named  Participating  Annuity  life  Insur¬ 
ance  Company,  is  a  stock  life  Insurance 
company  which  was  organized  under  the 
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laws  of  Arkansas  In  1954.  It  was  regis¬ 
tered  under  the  Act  on  July  1, 1963. 

The  application  states  that  AEtna 
Variable’s  principal  activity  is  the  sale 
of  variable  annuity  contracts  and  that 
it  is  registered  under  the  Act  in  order 
to  conduct  these  variable  annuity  opera¬ 
tions.  AEtna  Variable  has  proposed  a 
realignment  program  of  its  present  op¬ 
erations  and  mode  of  registration  under 
the  Act  which  principally  entails  the  sub¬ 
stitution  of  separate  accounts  of  AEtna 
Variable  as  the  entitles  registered  tmder 
the  Act.  Instead  of  AEtna  Variable,  the 
Insurance  company,  Itself.  The  proposed 
operation  will  conform  with  that  of  other 
life  Insiuance  companies  engaged  in  vari¬ 
able  annuity  operations. 

The  realignment  program  has  been  ap¬ 
proved  by  the  board  of  directors  of  AEtna 
Variable,  and  on  August  16,  1974,  the 
realignment  program  was  aj^roved  by 
the  voting  security  holders  of  AEtna 
Variable. 

AEtna  Variable  represents  that  upon 
implementation  of  the  program,  its  sep¬ 
arate  accounts  will  be  registered  imder 
the  Act  as  investment  cmnpanies  unless 
exempted  from  such  registration.  AEtna 
Variable  contends  that  upon  implemen¬ 
tation  of  the  program  there  will  be  no 
further  need  for  it  to  be  registered  under 
the  Act,  and  that  it  will  then  be  entitled 
to  rely  on  the  exclusion  from  the  defini¬ 
tion  of  investment  company  provided  by 
section  3(c)  (3)  for  insurance  companies. 

AEtna  Variable  also  states  that  in  or¬ 
der  to  complete  the  ajH^Ucation,  it  will 
file  prior  to  the  Issuance  of  any  order 
of  deregistration  herein,  a  statement  in¬ 
dicating  that  the  realignment  program 
has  been  completed. 

Section  8(f)  of  the  Act  provides,  in 
pertinent  part,  that  when  the  CcHnmis- 
sion,  upon  application,  finds  that  a  reg¬ 
ister^  investment  company  has  ceased 
to  be  an  Investment  company,  it  shall 
so  declare  by  order,  and  upon  the  taking 
effect  of  such  order  the  registration  of 
such  company  shall  c^Me  to  be  in  effect. 

Notice  is  further  given,  that  any  in¬ 
terested  person  may,  not  later  than  April 
24,  1975,  at  5:30  pm.,  submit  to  the 
Commission  in  writing  a  request  for  a 
hearing  on  the  matter  accompanied  by 
a  statement  as  to  the  nature  of  his  in¬ 
terest,  the  reason  for  such  request,  and 
the  issues,  if  any,  of  fact  or  law  proposed 
to  be  controverted,  or  he  may  request 
that  he  be  notified  if  the  Commission 
shall  order  a  hearing  thereon.  Any  such 
communication  should  be  addressed: 
Secretary,  Securities  and  Exchange  Com¬ 
mission.  Washington,  D.C.  20549.  A  copy 
of  such  request  shall  be  served  person¬ 
ally  or  by  mall  (air  mail  if  the  person 
being  served  is  located  more  than  500 
miles  from  the  point  of  mailing)  upon 
Applicant  at  the  address  stated  above. 
Proof  of  such  service  (by  affidavit,  or  in 
case  of  an  attorney-at-law,  by  certifi¬ 
cate)  shall  be  filed  contemporaneously 
with  the  request.  As  provided  by  Rule 
0-5  of  the  rules  and  regulations  promul¬ 
gated  under  the  Act,  an  order  disposing 
of  the  application  will  be  Issued  as  of 
course  following  April  24,  1975,  unless 


the  Commission  thereafter  orders  a  hear¬ 
ing  upon  request  or  upon  the  Commis¬ 
sion’s  own  motion.  Persons  who  request 
a  hearing,  or  advice  as  to  whether  a  hear¬ 
ing  is  ordered,  will  receive  any  notices 
and  orders  issued  in  this  matter,  includ¬ 
ing  the  date  of  the  hearing  (if  ordered) 
and  any  postponements  thereof. 

For  the  Commission,  by  the  Division 
of  Investment  Management  Regulation, 
pursuant  to  delegated  authority. 

[SEAL]  George  A.  Fitzsimmons, 
Secretary. 

[FR  Doc.76-e381  FUed  4-9-76:8:46  am] 


[FUe  No.  600-1] 

BBI,  INC. 

Suspension  of  Tradii^ 

April  3, 1975. 

The  common  stock  of  BBI,  Inc.,  being 
traded  on  the  American  Stock  Exchange 
and  the  Philadelphia-Baltlmore- Wash¬ 
ington  Stock  Exchange  pursuant  to  pro¬ 
visions  of  the  Securities  Exchange  Act  of 
1934  and  all  other  securities  of  BBI,  Inc. 
being  traded  otherwise  than  on  a  na¬ 
tional  securities  exchange;  and 

It  appearing  to  the  Securities  and  Ex¬ 
change  Commission  that  the  siunmary 
suspension  of  trading  in  such  securities 
on  such  exchanges  and  otherwise  than 
on  a  national  securities  exchange  is  re¬ 
quired  in  the  public  interest  and  for  the 
protection  of  Investors; 

Therefore,  pursuant  to  sections  19(a) 
(4)  and  15(c)(5)  of  the  Securities  Ex¬ 
change  Act  of  1934,  trading  in  such 
securities  on  the  above  mentioned  ex¬ 
change  and  otherwise  than  on  a  national 
securities  exchange  is  suspended,  for  the 
period  from  April  4.  1975  through  April 
13,  1975. 

By  the  Commission. 

[seal!  George  A.  Fitzsimmons, 
Secretary. 

[FB  Doc.76-988a  FUed  4-9-76;8:46  am] 


[Rel.  No.  18907;  70-6367] 

JERSEY  CENTRAL  POWER  &  LIGHT  CO. 

First  Mortgage  Indenture  and  Solicitation 
of  Bondhoiders*  Proxies;  Supplemental 
Notice  of  Proposed  Amendments 

April  3, 1975. 

Notice  is  hereby  given  that  Jersey  Cen¬ 
tral  Power  &  Light  Company  (“Jersey 
Central’’),  Madison  Avenue  at  Punch 
Bowl  Road,  Morristown,  New  Jersey  07960 
an  electric  utility  subsidiary  company  of 
General  Public  Utilities  Corporation,  a 
registered  holding  company,  has  filed  an 
amendment  to  the  declaration  previously 
filed  with  this  Commission  pursuant  to 
the  Public  Utility  Holding  Company  Act 
of  1935  (“Act”),  designating  sections  6 
(a),  7  and  12(e)  of  the  Act  and  Rules  62 
and  65  promulgated  therevmder  as  appli¬ 
cable  to  the  proposals.  All  interested  per¬ 
sons  are  referred  to  the  declaration, 
which  is  summarized  b^ow,  for  a  com¬ 
plete  statement  of  the  proposals. 


Notice  was  given  on  July  16,  1973 
(Holding  Company  Act  Release  No. 
18034),  that  Jersey  Central  proposed  to 
amend  its  Indenture  dated  as  of  March  1, 
1946,  as  heretofore  supplemented  and 
amended  by  twenty-one  supplemental 
indentures  (“Indenture”)  to  effect  two 
changes.  Jersey  Central  proposed  to 
eliminate  the  covenant  which  provides 
that  Jersey  Central  will  duly  observe  and 
conform  to  all  valid  requirements  of  any 
governmental  authority  relative  to  any 
mortgaged  property.  It  was  stated  that 
such  covenant  should  be  eliminated  since, 
under  a  developing  pattern  of  legislation 
and  administrative  action,  there  will  be 
periods  when  Jersey  Cent^  will  be  un¬ 
able  to  comply  with  governmental  re- 
quironents  with  respect  to  its  mortgaged 
property,  although  it  may  not  be  ex¬ 
pected  by  the  governmental  agency  to  be 
in  compliance.  However,  this  covenant  in 
the  Indenture  could  be  construed  as  re¬ 
sulting  in  a  default  under  the  Indenture. 
Jersey  Central  stated  that  the  elimina¬ 
tion  of  this  covenant  will  not  relieve  it 
of  its  obligation  to  comply  with  govern¬ 
mental  requirements,  but  it  will  permit 
appropriate  governmental  enforcement 
measures  consistent  with  their  intent. 

In  addition,  Jersey  Central  also  pro¬ 
posed  to  include  as  bondable  pr(H)erty 
additions,  property  for  which  Jersey 
Central  does  not  have  all  necessary  per¬ 
mission  from  governmental  authorities 
to  operate,  but  which  otherwise  would 
constitute  bondable  property  additions. 
Jersey  Central  stated  that  although, 
under  the  Indenture,  it  was  specifically 
contemplated  that  property  additions 
can  constitute  bondable  property.  It  is 
believed  that  it  is  not  clear  whether  the 
Indenture  permits  the  incluslcm  of,  in 
computing  the  bondable  value  of  pn^- 
erty  additions,  the  value  of  Jersey  (cen¬ 
tral’s  plant  and  equiiNnent  as  to  which 
all  currently  obtainable  permission  has 
been  received,  but  as  to  which  further 
governmentcd  permission  must  be  ob¬ 
tained  in  the  future.  Jersey  Central 
stated  that  this  amblgiilty  Jeopardizes  its 
ability  to  finance  additions  to  its  facili¬ 
ties  in  the  most  economic  and  overly 
manner. 

Jersey  Cmtral  now  amends  its  decla¬ 
ration  to  state  that  the  Indenture  has 
been  amended  and  suK>lemented  by 
twenty-six  Sui^lemental  Indentures. 
The  affirmative  vote  of  the  holders  of 
75  percent  in  principal  amount  of  tte 
first  mortgage  bonds  outstanding  is  re¬ 
quired  for  approval  of  the  proposed 
amendments  to  the  Indroture.  Jersey 
Central  Intends  to  enter  into  the  twenty- 
sixth  supplemental  indenture  as  soon  as 
practicable  after  the  meeting  of  the 
bondholders,  scheduled  for  Jime  12. 1975, 
but  in  any  event  no  later  than  Decem¬ 
ber  31,  1975.  It  is  proposed  that  proxies 
be  solicited  from  bondhcdders  through 
the  use  of  proposed  proxy  solicitation 
material. 

The  New  Jersey  Board  of  PuUlc 
Utility  Commissioners  has  Jurlsdlctioa 
over  the  proposed  amendments  of  the 
Indenture.  It  is  further  stated  that  no 
other  state  commission  and  no  federal 
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oocnmlssion,  other  than  this  Commls- 
skm.  has  Jurisdiction  over  the  proposals. 
The  fees  Mid  expenses  to  be  incurred  in 
coimectton  with  the  proposals  are  esti¬ 
mated  at  $78,000.  Including  legal  fees  of 
$11,000. 

Notice  is  further  given  that  any  in¬ 
terested  person  may,  not  later  than 
April  29,  1975,  request  in  writing  that  a 
hesuing  be  held  on  such  matter,  stating 
the  nature  of  his  interest,  the  reasons 
for  such  request,  and  the  issues  (rf  fact 
or  law  raised  by  said  amendment  to  the 
declaration  which  he  desires  to  oontro* 
vert;  or  he  may  request  that  he  be  noti¬ 
fied  if  the  Ootnmission  should  order  a 
hearing  thereon.  Any  such  request 
should  be  addressed:  Secretary,  Securi¬ 
ties  and  Elxchange  Commission,  Wash¬ 
ington,  D.C.  20549.  A  oopy  of  such  re- 
qiiest  should  be  served  personally  or  by 
mall  (air  mall  if  the  perscm  being  served 
is  located  more  than  500  miles  from  the 
point  of  mailing)  upon  the  declarant  at 
the  above-stated  address,  and  pixxtf  of 
service  (by  affidavit  or,  in  case  of  an  at¬ 
torney  at  law,  by  certificate)  should  be 
filed  with  the  request.  At  any  time  after 
said  date,  the  declaration,  as  amended 
or  as  it  may  be  further  amended,  may  be 
permitted  to  become  effective  as  pro¬ 
vided  in  Rule  23  the  general  rules  and 
regulations  promulgated  under  the  Act, 
or  the  Commission  may  grant  exemption 
from  such  rules  as  provided  in  Rules  20 
(a)  and  100  thereof  or  talce  such  other 
action  as  it  may  deem  appropriate.  Per¬ 
sons  who  request  a  hearii^  or  advice  as 
to  whether  a  hearing  is  ordered  will  re¬ 
ceive  any  notices  and  orders  Issued  in 
this  matter,  including  the  date  of  the 
hearing  (if  ordered)  and  any  postpone¬ 
ments  thereof. 

Pot  the  Commission,  by  the  Division  of 
Corxx>rate  Regulation,  pursuant  to  dele¬ 
gated  authority. 

George  A.  Pitzsuocons, 
Secreiciry. 

[PR  DOC75-8383  PUed  4-9-75;8:45  am] 

CHICAGO  BOARD  OPTIONS  EXCHANGE. 

INC. 

Proposed  Amendment  to  Option  Plan 

Notice  is  hereby  given  that  the  Chicago 
Board  Options  Ebcchange,  Inc.  (“CBOE”) 
has  filed  pr(^;x>sed  corrections  to  amend¬ 
ments  to  its  Option  Plan  that  were  pre¬ 
viously  filed  piueuant  to  Rule  9b-l  under 
the  Securities  Exchange  Act  of  1934  (17 
CFR  240.9b-l) .  The  original  amendments 
were  noticed  on  February  10,  1975  at  40 
FR  6244. 

These  corrections  make  minor  changes 
in  three  price  categories  of  the  schedule 
of  commission  rates  for  Board  Brokers 
established  by  CBOE  Rule  14.5.  The  sub¬ 
stance  of  the  schedule  as  initially  pro¬ 
posed  would  not  be  changed. 

The  proposed  corrections  will  become 
effective  thirty  days  after  the  date  of  this 
notice  or  upon  such  earlier  date  as  the 
Commission  may  allow  unless  the  Com¬ 
mission  Shan  disaivrove  the  changes  in 
whole  or  in  part  as  being  inconsistent 


with  the  puUle  Interest  or  the  protection 
of  Investors. 

All  Interested  persems  are  invited  to 
submit  their  views  and  comments  on  the 
proposed  correctloDs  to  CBOE’s  plan 
either  before  or  after  they  have  beccxne 
effective.  Written  statements  of  views 
and  comments  should  be  addressed  to 
the  Secretary,  Securities  and  Exchange 
CommissiMi,  500  North  Capitol  Street, 
NW.,  Washington,  D.C.  20549.  Reference 
should  be  made  to  file  number  10-54. 
The  proposed  corrections  are,  and  all 
such  comments  will  be,  available  for  pub¬ 
lic  inspection  at  the  Public  Reference 
Room  of  the  Securities  and  Ebcchange 
Commission  at  1100  L  Street,  NW.,  Wash¬ 
ington,  D.C. 

[seal]  Geoxcs  A.  Fitzsimmons, 
Secretary. 

April  2,  1975. 

[FH  Doc.75-9385  Piled  4-9-75:8:45  am] 

CHICAGO  BOARD  OPTIONS  EXCHANGE, 
INC. 

Delaying  Effectivrtiess  of  Proposed 
Amendment  to  Option  Plan 

Notice  is  hereby  given  that  the  Chicago 
Board  Options  Exchange,  Inc.  (”C®OE*’) 
has  filed  an  amendment  to  a  proposed 
change  in  its  cation  plan  filed  pursuant 
to  Rule  9b-l  (17  CFR  240.9b-l)  delaying 
its  effectiveness  imtil  a  (7BOE  member¬ 
ship  vote  on  the  proposed  amendment 
has  occurred  and  until  the  Commission 
allows  it  to  become  effective  or  disap¬ 
proves  the  change  in  whole  or  in  part  as 
being  inconsistent  with  the  public  inter¬ 
est  or  the  protection  of  Investors. 

The  amendment  was  noticed  on  March 
20,  1975  at  40  FR  12719.  The  proposed 
amendment  to  Rule  6.47  would  exclude 
bids  and  offers  in  a  Board  Broker’s  book 
from  being  subject  to  the  priority  now  af¬ 
forded  to  split  price  orders. 

All  interested  persons  are  invited  to 
submit  their  views  and  comments  on  the 
proposed  amendment  to  CBOE’s  plan 
either  before  or  after  It  has  become 
effective.  Written  statements  of  views 
and  comments  should  be  addressed  to 
the  Secretary.  Securities  and  Exchange 
Commission,  500  North  Capitol  Street, 
NW.,  Washington,  D.C.  20549.  Reference 
should  be  made  to  file  number  10-54. 
The  pnHMsed  amendment  is,  and  all 
such  comments  will  be,  available  for  pub¬ 
lic  Inspection  at  the  Public  Reference 
Room  of  the  Securities  and  Exchange 
Commission  at  1100  L  Street,  NW,  Wash¬ 
ington,  D.C. 

[SEAL]  George  A.  Fitzsimmons, 

Secretary. 

April  2,  1975. 

[FR  DOC.7&-9S86  Piled  4r-9-75:8:45  am] 

[Bel.  No.  18906;  70-6659] 

JERSEY  CENTRAL  POWER  &  LIGHT  CO. 

Proposed  Issue  and  Sale  of  Cumulative 

Preferred  Stock  at  Competitive  Bidding 

April  3, 1975. 

Notice  Is  hereby  given  that  Jersey 
Central  Power  &  Light  Company  (“Jer¬ 


sey  Central”)  Madison  Avenue  at  Punch 
Bowl  Road,  Morristown,  New  Jersey 
07960,  an  el^trlc  utility  subsidiary  com¬ 
pany  of  General  Public  Utilities  Corpo¬ 
ration,  a  registered  holding  company, 
has  filed  an  application-declaration  with 
this  Commission  pursuant  to  the  Public 
Utility  Holding  Company  Act  of  1935 
(“Act”),  designating  sections  6(b)  and 
12(c)  of  the  Act  and  rules  42(a)  and  50 
promulgated  thereunder  as  applicable  to 
the  proposed  transaction.  All  Interested 
persons  are  referred  to  the  application- 
declaration,  which  Is  summarized  below, 
for  a  compl^  statement  of  the  proposed 
transaction. 

Jersey  Central  proposes  to  issue  and 
sell,  subject  to  the  competitive  bidding 
requirements  of  Rule  50  under  the  Act, 
250,000  additional  shares  of  its  Chunula- 

tive  Preferred  Stock, _ percent  Series 

G  (the  “New  Preferred  Stock”) .  The  New 
Preferred  Stock  will  constitute  a  further 
series  of  Jersey  Central’s  cumulative  pre¬ 
ferred  stock  of  which  there  are  outstand¬ 
ing  1,375,000  shares  issued  in  seven  se¬ 
ries.  ’The  dividend  rate  and  redemption 
prices  of  the  New  Preferred  Stock  will 
be  determined  by  competitive  bidding. 
The  terms  of  the  New  Preferred  Stock 
contain  provisions  which  (1)  preclude 
Jersey  Central  from  redeeming  any  New 
Preferred  Stock  prior  to  June  1.  1980, 
if  such  redemption  Is  for  the  purpose  of 
refunding  such  New  Preferred  Sto^  with 
proceeds  of  funds  borrowed  at  a  lower 
effective  interest  cost,  and  (2)  Include 
a  sinking  fund,  commencing  on  June  1. 
1976,  to  retire  annually  5  percent  of  the 
number  of  shares  of  toe  New  Preferred 
Stock  that  are  originally  Issued,  at  $100 
per  share  plus  accrued  dividends  to  toe 
redemption  date  of  June  1  each  year.  In 
all  other  respects  toe  New  Preferred 
Stock  will  be  similar  to  toe  outstanding 
series.  The  price  (which  wlH  be  not  less 
than  100  percent  nor  more  than  $102.75 
per  share  exclusive  of  accrued  dividends) 
and  toe  dividend  rate  (which  will  be  a 
multiple  of  1/25  of  1  percent)  will  be 
determined  by  competitive  bidding. 

The  proceeds  (up  to  $25,000,000,  ex¬ 
clusive  of  premium  and  accrued  divi¬ 
dends)  from  toe  sale  of  toe  New  Preferred 
Stock  will  be  used  for  toe  payment  of  all 
or  a  portion  of  Jersey  Central’s  short¬ 
term  bank  loans  expected  to  be  outstand¬ 
ing  at  toe  time  of  sale  of  toe  New  Pre¬ 
ferred  Stock  or  for  construction  purposes 
or  to  reimburse  Jersey  Central’s  treasury 
for  funds  previously  expended  therefrom 
for  construction  purposes.  ’The  presently 
estimated  cost  of  Jersey  Central’s  1975 
construction  program  is  approximate 
$135,000,000  (including  allowance  for 
funds  used  during  construction) . 

’The  fees  and  expenses  to  be  paid  by 
Jersey  Central  in  connection  with  toe 
issue  and  sale  of  toe  New  Preferred  Stock 
will  be  supplied  by  amendment.  The  fees 
and  expenses  of  counsel  for  toe  under¬ 
writers,  to  be  paid  by  toe  successful  bid¬ 
ders,  will  be  supplied  by  amendment.  It 
Is  stated  that  toe  Board  of  Public  Utility 
Commissioners  of  New  Jersey  has  jur¬ 
isdiction  over  toe  proposed  Issuance  and 
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sale  of  the  New  Preferred  Stock  bjr  Jer¬ 
sey  Central  and  that  no  other  state  com¬ 
mission  and  no  federal  commission,  other 
than  this  Commission,  has  Jurisdiction 
over  the  proposed  transactkm. 

Notice  Is  further  given  ttiat  any  In¬ 
terested  person  may,  not  later  than 
April  30,  1975,  request  In  writing  that  a 
hearing  be  held  on  such  matter,  stating 
the  nature  of  his  interests,  the  reasons 
for  such  request,  and  the  issues  fact 
or  law  raised  by  such  application-dec¬ 
laration  which  he  desires  to  controvert, 
or  he  may  request  that  he  be  notified 
if  the  CcHnmlssion  should  order  a  hear¬ 
ing  thereon.  Any  such  request  should  be 
addressed:  Secretary,  Securities  and  Ex¬ 
change  Commission,  Washington,  D.C. 
20549.  A  copy  of  such  request  should  be 
served  personally  or  by  mail  (air  mall  If 
the  person  being  serv^  is  located  more 
than  500  miles  from  the  point  of  mail¬ 
ing)  upon  the  applicant-declarant  at  the 
above-stated  address,  and  proof  of  serv¬ 
ice  (by  affidavit  or,  in  the  case  of  an 
attorney  at  law,  by  certificate)  should  be 
filed  with  the  request  At  any  time  after 
said  date,  the  application-declaration, 
as  filed  or  as  it  may  be  amended,  may 
be  granted  ai\d  permitted  to  become  ef¬ 
fective  as  provided  in  Rule  23  of  the  gen¬ 
eral  rules  and  regiilations  promulgated 
imder  the  Act,  or  the  Commission  may 
grant  exemption  from  such  rules  as  pro¬ 
vided  in  Rules  20(a)  and  100  thereof  or 
take  such  other  action  as  it  may  deem 
appropriate.  Persons  who  request  a  hear¬ 
ing  or  advice  as  to  whether  a  hearing  is 
ordered  will  receive  any  notices  and  or¬ 
ders  issued  In  this  matter,  including  the 
date  of  the  hearing  (if  ordered)  and  any 
postponements  thereof. 

For  the  Commission,  by  the  Division 
of  Corporate  Regulation,  pursxiant  to 
delegated  authority. 

[seal!  George  A.  Fitzsimmons. 

Secretary. 

ITR  Doc.75-0384  FUed  4-0-75:8:45  am] 

SMALL  BUSINESS  ADMINISTRATION 

[Notice  of  Disaster  Locm  Area  i  125] 
ARKANSAS 

Disaster  Relief  Loan  Availability 

As  a  result  of  the  President’s  declara¬ 
tion  of  the  State  of  Arkansas  as  a  major 
disaster  area  following  severe  storms  and' 
tornadoes  occurring  on  March  28,  1975, 
applications  for  disaster  relief  loans  will 
be  accepted  by  the  Small  Business  Ad¬ 
ministration  from  disaster  victims  in  the 
following  county:  Bradley  and  adjacent 
affected  areas.  Adjacent  areas  include 
only  counties  within  the  state  for  which 
the  declaration  is  made  and  do  not  ex¬ 
tend  beyond  state  lines. 

Applications  may  be  filed  at  the : 

SmaU  BusinesB  Administration 
District  Of&oe 

611  Gaines  Street — Suite  900 
Little  Bock,  Ailcansas  72201 

and  at  such  to2«x>rary  offices  as  ate 
established.  Such  addresses  will  be  an¬ 
nounced  locally. 


Applications  for  disaster  loans  under 
the  authority  of  this  declaratlim  will  not 
be  accepted  subsequent  to  June  2,  1975. 
ElDLt  applications  will  not  be  acc^ted 
sidosequent  to  January  2, 1976. 

Dated:  April  3,  1975. 

■  Thomas  S.  Klxppi, 
Adminittrator. 

[PR  Doc.75-9410  Piled  4-9-75:8:46  am] 


DENVER  DISTRICT  ADVISORY  COUNCIL 
Public  Meeting 

The  Small  Business  Administration 
Denver  District  Advisory  Council  will 
meet  at  9:30  a.m..  (M.D.T.),  Friday, 
May  9,  1975,  at  the  Howard  Johnstm’s 
Motor  Lodge  <at  the  mart),  401  East 
58th  Avenue,  Denver,  Colorado,  to  dis¬ 
cuss  such  business  as  may  be  presented 
by  members,  the  staff  of  the  Small  Busi¬ 
ness  Administration,  and  others  attend¬ 
ing.  For  further  information,  call  or  write 
James  T.  Chuculate,  Small  Business  Ad¬ 
ministration,  721  19th  Street,  Room  426, 
Denver,  Colorado  80202,  (303)  837-3673. 

Dated:  April  4,  1975. 

Anthony  S.  Stasio, 

Chief  Counsel  for  Advocacy. 
Small  Business  Administration. 

[FB  Doc.75-9405  PUed  4-9-75:9:45  am] 


[License  No.  06/10-0021] 

FIRST  CAPITAL  CORP. 

Application  for  Transfer  of  Control  of 
Licensed  Small  Business  Investment  Co. 

Notice  is  hereby  given  that  an  applica¬ 
tion  has  been  filed  with  the  Small  Busi¬ 
ness  Administration  (SBA)  pursuant  to 
Section  107.701  of  the  Regulations  gov¬ 
erning  small  business  investment  com¬ 
panies  (13  CPR  107.701  (1975))  for  the 
transfer  of  control  of  First  Capital  Cor¬ 
poration  (FOC) ,  821  Washington  Street, 
Waco,  Texas  76703,  a  Federal  licensee 
under  the  Small  Business  Investment  Act 
of  1958,  as  amended  (the  Act).  (15  U.S.C. 
661  et  seq.) ,  and  the  Rules  and  Regula- 
ticms  prcmuilgated  thereunder. 

The  transfer  is  being  made  pursuant 
to  a  purchase  and  sale  agreement  be¬ 
tween  FCC  and  five  individuals  FCC  was 
licensed  on  September  20.  1060,  and  its 
present  capitalization  is  $165,000.  The 
new  principals  have  agreed  to  Increase 
the  capitalization  of  the  company  by 
$300,000.  The  principal  office  will  be 
moved  to  4925  Davis  Boulevard,  Fort 
Worth,  Texas  76118.  The  proposed  trans¬ 
fer  is  sidiject  to  and  contingent  upon  the 
prior  approval  of  SBA. 

The  proE>osed  officers,  directors  and 
shareholders  as  follows: 

John  R.  Payne,  6701  Silver  Lake  Dr.,  Port 
Worth,  Texas  76117,  President,  Director, 
35  percent. 

Harry  S.  Scaling,  4117  West  Seventh  Street, 
Port  Worth,  Texas  76107,  Chairman  of  the 
Board,  Secretary,  32  percent. 

Dr.  Barry  Fawcett,  752  Mary  Dr.,  Hurst.  Texas 
70053,  Director.  16  percent. 

Reuben  Branscum.  4925  Davis  Boulevard, 
Port  Worth,  Texas  76118,  Director,  9  per¬ 
cent. 


Joe  Spurlock,  416  W.  T.  Waggoner  Bhlg.,  Fort 

Worth,  Texas  76102,  Dtreetor.  9  percent. 

Matters  Involved  In  SBA’s  considera¬ 
tion  of  the  an>llcation  Include  the  gen¬ 
eral  business  reputation  and  character 
of  shareholders  and  management,  and 
the  probability  of  successful  operations 
of  the  new  company  in  accordance  with 
the  Act  and  RegulaticMis. 

Notice  is  further  given  that  any  in¬ 
terested  person  may,  not  later  than  fif¬ 
teen  da3^  from  the  date  of  publication  of 
this  notice,  submit  to  SBA,  in  writing, 
relevant  comments  on  the  proposed  li¬ 
censing  of  this  company.  Any  such  com¬ 
munications  should  be  addressed  to:  As¬ 
sociate  Administrator  fmr  Finance  and 
Investment,  Small  Business  Administra- 
ti<m,  1441  “L”  8ta^,  NW.  Washington, 
D.C.  20416. 

A  copy  of  this  notice  shall  be  published 
by  the  proposed  Licensee  In  a  newspaper 
of  general  circulation  in  Fort  Worth, 
Texas. 

Dated:  April  1, 1975. 

James  Thomas  Phelan, 
Deputy  Associate  Administrator 
for  Investment. 

[PR  Doc.75-9400  FUed  4-9-75:8:45  am] 


[Notice  of  Dlsastea'Loaa  Area  1122] 

GEORGIA 

Disaster  Relief  Loan  Avaflability 

As  a  result  of  the  President’s  declara¬ 
tion  of  the  State  of  Georgia  as  a  major 
disaster  area  following  tornadoes,  high 
winds  and  heavy  rains  which  occurred 
on  March  24,  1975,  applications  for  dis¬ 
aster  relief  loans  will  be  accepted  by  the 
Sknall  Business  Administration  from  dis¬ 
aster  victims  in  Fulton  Ctounty  and  tulja- 
cent  affected  areas. -Adjacent  areas  in¬ 
clude  only  counties  within  the  state  for 
which  the  declaration  is  made  and  do  not 
extend  b^ond  state  lines. 

Applications  may  be  filed  at  the: 

Small  Business  Administration 

District  Office 

1401  Peachtree  Street,  NB. 

Atlanta,  Georgia  30309 

and  at  such  temporary  offices  ics  aro 
established.  Such  addresses  will  be  an¬ 
nounced  locally. 

Applications  for  disaster  loans  imder 
this  annoimcement  must  be  filed  not 
later  than  May  30.  1975.  EIDL  ^pUca- 
ttans  will  not  be  accepted  subsequent  to 
December  80,  1975. 

Dated:  April  2,  1975. 

'  'Thomas  S.  Kleppe, 

Administrator. 

[PR  Doc.75-9407  Plied  4-9-75:8:45  am] 


.GREENWAY  SMALL  BUSINESS 
INVESTMENT  CO. 

Issuance  of  Small  Business  Investment  Co. 

License 

On  October  22, 1974,  a  notice  wag  pub¬ 
lished  In  the  FtoERAL  Rbgktcb  (39  m 
37549)  stating  that  an  an>Ueation  had 
been  filed  by  Greenway  Small  Business 
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Inveetment  Compcuiy,  400  W.  Conway 
Street,  Baltimore,  Maiyland  21230  with 
the  Small  Bu^ess  Administration 
(SBA) ,  pursuant  to  S  107.102  of  the 
Regulations  governing  small  business  in- 
vestznoit  companies  (IS  CFH  (1975) )  for 
a  license  as  a  small  business  investment 
company  (SBIC). 

Interested  parties  were  given  imtil  the 
close  of  business  November  6,  1074,  to 
sutxnit  their  commeats  to  SBA.  Com¬ 
ments  received  were  taken  into  con¬ 
sideration  prior  to  the  issuance  of  the 
license. 

Notice  is  hereby  given  that,  pursuant 
to  secticm  301(c)  of  the  Small  Business 
Investmait  Act  of  1958,  as  amended,  after 
having  omisidered  the  application  and  all 
other  pa'tinent  information,  SBA  issued 
license  No.  03/03-0117  to  Oreenway 
Small  Business  Investment  Company  to 
operate  as  an  SBIC. 

Dated:  April  3.  1975. 

James  Thomas  Phelan, 
Deputy  Associate  Administrator 
for  Investment. 

(FB  Doc.76-9403  Filed  4-9-75:8:45  am] 


[Notice  of  Disaster  Loan  Area  1123] 

KENTUCKY 

Disaster  Relief  Loan  Availability 

As  a  result  of  the  President’s  declara¬ 
tion  of  the  State  of  Kentucky  as  a  major 
disaster  area  following  severe  storms  and 
flooding  about  March  10,  1975,  appllca- 
ticxis  for  disaster  relief  loans  will  be 
accepted  by  the  Small  Business  Admin- 
istraticm  from  disaster  victims  in  the 
following  counties:  Allen,  Bril,  Calloway, 
Christian,  Graves,  Knox,  Metcalfe,  Pu¬ 
laski,  Simpson,  Warr^  and  Whitley,  and 
adjacent  affected  areas.  Adjacent  areas 
include  only  coimties  within  the  state 
for  which  the  declaration  is  made  and 
do  not  extend  beyond  state  lines. 

Applications  may  be  filed  at  the: 

Small  Btislness  Administration 
District  Office 

Federal  Office  Building — ^Room  188 
600  Federal  Place 
Louisville,  Kentucky  40202 

and  at  such  temporary  offices  as  are  es¬ 
tablished.  Such  addresses  will  be  an¬ 
nounced  locally. 

Applications  for  disaster  loans  under 
this  announcement  must  be  filed  not 
later  than  May  30,  1975.  EIDL  applica¬ 
tions  will  not  be  accepted  subsequent  to 
December  30, 1975. 

Dated:  April  2, 1975. 

Thomas  S.  Kleppe, 
Administrator. 

[FR  Doc.75-9408  Filed  4-9-76;8:46  am] 


[Declaraticm  of  Disaster  Loan  Area  1126] 

NORTH  CAROUNA 
Declaration  of  Disaster  Loan  Area 

Whereas,  It  has  been  reported  that 
during  the  mcmth  of  March,  because  of 
the  effects  of  a  certain  disaster,  damage 
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resulted  to  property  located  in  the  State 
of  North  Carolina; 

Whereas,  the  Small  Business  Admin¬ 
istration  has  investigated  and  recrived 
reports  of  other  Investigations  of  condi¬ 
tions  in  the  area  affected; 

Whereas,  after  reading  and  evaluating 
reports  of  such  conditions,  I  find  that  the 
conditions  in  such  area  constitute  a  ca¬ 
tastrophe  within  the  purview  of  the 
Small  Business  Act,  as  amended: 

Now,  therefore,  as  Administrator  of 
the  Small  Business  Administration,  I 
hereby  determine  that: 

,1.  Applications  for  disaster  loans  un¬ 
der  the  provisions  of  secti(m  7(b)  (1)  of 
the  Small  Business  Act,  as  amended,  may 
be  received  and  considered  by  the  office 
below  Indicated  from  persons  or  firms 
whose  property  situated  in  Beaufort  and 
Lenoir  Counties  and  adjacent  affected 
areas,  suffered  damage  mr  destruction  re¬ 
sulting  from  tornadoes  and  high  winds 
which  occurred  on  March  14, 1975.  Adja¬ 
cent  areas  Include  only  coimties  within 
the  state  for  which  the  declaration  is 
made  and  do  not  extend  beyond  state 
lines. 

Small  Business  Administration 
District  Office 
222  South  Church  Street 
Charlotte,  Nwth  Carolina  28202 

2.  Applications  for  disaster  loans  un¬ 
der  the  authority  of  this  declaration  will 
not  be  accepted  subsequent  to  June  5, 
1975.  EIDL  applicationa  will  not  be  ac¬ 
cepted  subsequent  to  January  5,  1976. 

Dated:  AprU  4, 1975. 

Thomas  S.  Kleppe, 
Administrator. 

[PR  Doc.75-9411  Filed  4-9-75;8:45  am] 


ST.  LOUIS  DISTRICT  ADVISORY  COUNCIL 
Public  Meeting 

The  Small  Business  Administration  St. 
Louis  District  Advisory  Cknmcil  will  meet 
at  9:30  a.m.  (CD.T.),  Wednesday,  April 
30,  1975,  at  the  Small  Business  Admin¬ 
istration,  210  N.  12th  Street,  St.  Louis, 
Missouri  63101,  to  discuss  such  business 
as  may  be  presented  by  members,  the 
staff  of  the  Small  Business  Administra¬ 
tion.  and  others  attending.  For  further 
information,  call  or  write  Thomas  L. 
Holling,  at  the  above  address,  (314) 
425-4516. 

Dated:  April  1, 1975. 

Anthony  S.  Stasio, 

Chief  Counsel  for  Advocacy, 
Small  Business  Administration. 

[FR  Doc.75-9406  Filed  4-9-75;8:45  am] 


[Notice  of  Disaster  Loan  Area  1124] 

TEXAS 

Disaster  Reiief  Loan  Avaliability 

As  a  result  of  the  President’s  declara¬ 
tion  of  the  State  of  Texas  as  a  major 
disaster  area  following  tornadoes  which 
occurred  March  27, 1975,  applications  for 
disaster  relief  loans  will  be  accepted  by 


the  Small  Business  Administration  from 
disaster  victims  in  the  following  county: 
Gray  and  adjacent  affected  areas.  Adja¬ 
cent  areas  include  only  counties  within 
the  state  for  which  the  declmntion  is 
made  and  do  not  extend  beyond  state 
lines. 

Applications  may  be  filed  at  the : 

Small  Buslnecs  Administration 
District  Office 
1205  Texas  Avenue 
Lublsock,  Texas  79408 

and  at  such  temporary  offices  as  are 
established.  Such  addresses  will  be  an¬ 
nounced  locally. 

Applications  for  disaster  loans  under 
the  authority  of  this  declaration  will  not 
be  accepted  subsequent  to  June  2,  1975. 
EIDL  applications  will  not  be  accepted 
subsequent  to  January  2,  1976. 

Dated:  AprU  3. 1975. 

Thomas  S.  Kleppe, 
Administrator. 
[FR  Doc.75-9409  Filed  4-9-75;8:45  am] 


[License  No.  10/13-0018] 

TRANSPAC  CAPITAL  FUND.  INC. 

Filing  of  Application  for  Transfer  of  Con¬ 
trol  of  Licensed  Small  Business  Invest¬ 
ment  Co. 

Notice  is  hereby  given  that  an  applica¬ 
tion  has  been  filed  with  the  Small  Busi¬ 
ness  Administration  (SBA)  pursuant  to 
S  107.701  of  the  Regulations  governing 
smaU  business  investment  companies  (IS 
CFR  107.701  (1975) )  for  the  transfer  of 
control  of  TransPac  Capital  Fund.  Inc. 
(TransPac) ,  1800  SW  First  Avenue,  Port¬ 
land,  Oregon  97201,  a  Federal  licensee 
under  the  SmaU  Business  Investment  Act 
of  1958,  as  amended  (Act),  License  No. 
10/13-0018. 

First  Farwest  Corporation  (F!PC) ,  610 
S.W.  Alder  Street,  Portland,  Oregon 
97205  (an  Oregon  Corporation) ,  has 
offered  to  exchange  shares  of  its  common 
stock  for  aU  the  outstanding  shares  of 
the  common  stock  of  Trans  Pacific  Fi¬ 
nancial  Corporation  (Financial) .  Finan¬ 
cial  owns  100  percent  of  the  common 
stock  of  TransPac.  Subsequent  to  the 
transaction,  the  Ucensee  wUl  continue 
to  be  owned  by  Financial,  which  wUl  be 
whoUy  owned  by  FFC.  FFC  wUl,  in  turn, 
be  owned  52.3  percent  by  Pacific  Insur¬ 
ance  investment  Company  and  its  affili¬ 
ate,  Pnco  Assurance  Group,  Inc.,  and 
47.7  percent  by  public  shareholders. 

The  officers  and  directors  of  Trans¬ 
Pac  wUl  remain  unchanged. 

Matters  involved  in  SBA’s  considera¬ 
tion  of  the  appUcation  Include  the  gen¬ 
eral  business  reputation  and  character 
of  the  new  owners  and  the  probability 
of  continued  successful  operation  of 
TransPac  under  their  control  and  man¬ 
agement  (Including  adequate  profit- 
abiUty  and  financial  soundness)  in  ac¬ 
cordance  with  the  Act  and  Regulations. 

Notice  is  hereby  given  that  any  Inter¬ 
ested  person  may,  not  later  than  10  days 
from  the  date  of  publication  of  this  No¬ 
tice,  submit  to  SBA,  in  writing,  relevant 
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comments  on  the  transfer  of  control.  Any 
such  communication  should  be  addressed 
to: 

Deputy  Associate  Administrator  for  Invest* 
ment 

Small  Business  Administration 
1441  L  Street.  N.W. 

Washington,  D.C.  20416 

A  copy  of  this  Notice  shall  be  published 
by  the  transferee  in  a  newspaper  of 
general  circulation  in  Portland.  Oregon. 

Dated:  April.  1,  1975. 

James  Thomas  Phelan, 
Deputy  Associate  Administrator 

for  Investment. 

[FR  Doc.75-8»9  Piled  4-»-75;8:45  am] 


{NotloeofDissster  Loan  Area  1121] 
TENNESSEE 

Disaster  Relief  Loan  Availability 

As  a  result  of  the  President’s  declara¬ 
tion  ot  the  State  of  Tennessee,  as  a  major 
disaster  area  following  severe  storms 
and  flooding  beginning  March  11-16, 
1975,  applications  for  disaster  relief  loans 
will  be  accepted  by  the  Small  Business 
Administration  from  disaster  victims  in 
the  fcdiowlng  counties:  Cheatham, 
Hardeman.  Henderson.  Hickman,  Hou¬ 
ston,  Jackson,  Macon,  Maury,  Mcmtgom- 
ery,  Morgan,  Overton,  Putnam,  Robert¬ 
son,  Rutherford.  Smith,  Sumner,  Trous¬ 
dale,  White,  Williamson  and  adjacent 
affected  areas.  Adjacent  areas  include 
only  coimties  within  the  state  for  which 
the  declaration  is  made  and  do  not  ex¬ 
tend  beyond  state  lines. 

An>licatlons  may  be  filed  at  the: 

Small  BuMneas  Administration 
Parkway  Towera — ^Room  1012 
404  James  Robartaon  Parkway 
Nashville,  Tennessee  37219 

and  at  such  temporary  offices  as  are 
established.  Such  addresses  will  be  an¬ 
nounced  locally. 

V  Applicatimis  for  disaster  loans  under 
this  announcement  must  be  filed  not  later 
than  May  23,  1975.  EIDL  ai^llcations 
will  not  be  accepted  subsequent  to  De¬ 
cember  24. 1975. 

Dated:  March  26, 1975. 

Thomas  S.  Kleppe, 
Administrator. 

[PR  DOC.7S-OTW7  Piled  4-0-76;8:45  am] 


[Notice  of  Disaster  Loan  Area  1121;  Arndt.  1] 

TENNESSEE 

Amendment  to  Notice  of  Disaster  Relief 
Loan  Availability 

As  a  result  of  the  President’s  declara¬ 
tion  of  the  State  of  Tennessee,  as  a  ma¬ 
jor  disaster  area  following  flooding  be¬ 
ginning  on  or  about  March  11-16,  1975, 
applications  for  disaster  relief  locins  will 
be  accepted  by  the  Small  Business  Ad- 
mlnlstratioa  from  disaster  victims  in  the 
following  additional  counties:  Coffee, 
Obion  and  lAuiderdale,  and  adjacent  af¬ 
fected  areas.  Adjacent  areas  Include  only 
counties  within  the  State  for  which  the 
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declaration  is  made  and  do  not  extend 
beyond  State  lines.  (See  Initial  declara¬ 
tion  this  issue.) 

Applications  may  be  filed  at  the ; 

Small  Buslneas  Admlalstratlon 
District  Office 

Parkway  Towera — Room  1012 
Nashville,  Tennessee  37219 

and  at  such  temporary  offices  as  are  es¬ 
tablished.  Such  addresses  will  be  an¬ 
nounced  locally. 

Applications  for  disaster  loans  imder 
this  announcement  must  be  filed  not 
later  than  May  27,  1975,  for  Coffee  and 
Obion  Counties,  and  May  29,  1975,  for 
Lauderdale  County.  EIDL  applications 
will  not  be  accepted  subsequent  to  De¬ 
cember  29,  1975,  for  Coffee  and  Obion 
Counties,  and  December  30,  1975,  for 
Lauderdale  County. 

Thomas  8.  Kleppe, 
Administrator. 

[PR  Doc.75-9398  Piled  4-9-75:8:45  am] 


[License  No.  09/12-0020] 

WEST  COAST  CAPITAL  Ca 
Surrender  of  License 

Notice  is  hereby  given  that  West  Coast 
Capital  Company,  4800  South  Land  Park 
Drive,  Sacramento,  California  95822,  has 
surrendered  Its  License  No.  09/12-0020, 
issued  Dec^ber  9, 1960. 

West  Coast  Capital  Company  has  com¬ 
plied  with  all  conditions  set  forth  by  SBA 
for  surrender  of  its  license.  ’Therefore, 
under  the  authority  vested  by  the  Small 
Business  Investment  Act  of  1958,  as 
amended,  and  pursuant  to  the  regiila- 
tions  promulgated  thereunder,  the  sur¬ 
render  of  the  license  of  West  Coast  Cap¬ 
ital  Company  is  hereby  accepted  and  It  Is 
no  longer  licensed  to  operate  as  a  small 
business  Investment  company. 

Dated:  March  31. 1975. 

James  Thomas  Phelan, 
Deputy  Associate  Administrator 
for  Investment. 

[PR  Doc.76-9401  PUed  4-0-75; 8: 45  am] 


[License  No.  06/l(M>075] 

WESTERN  CAPITAL  CORP. 

Surrender  of  License  To  Operate  as  a 
Small  Business  Investment  Company 

Notice  is  hereby  given  that  Western 
Capital  Corporation  (WOC),  7007  Pres¬ 
ton  Road,  Dallas,  Texas  75205,  pursuant 
to  the  provisions  of  S  107.105  of  the  reg¬ 
ulations  governing  small  business  invest¬ 
ment  companies  (13  CFR  107.105 
(1975)),  has  surrendered  its  license  to 
operate  as  a  small  business  Investment 
company  (SBIC) .  WCX)  was  acquired  by 
Texas  Capital  Corporation,  an  SBIC  lo¬ 
cated  at  2424  Houston  Natural  Qas 
Building,  Houston,  Texas  77002, 

WCC  was  incorporated  under  the  laws 
of  the  State  of  Texas  to  operate  solely  as 
an  SBIC  imder  the  Small  Business  In¬ 
vestment  Act  of  1958,  as  ameiu^  (15 
n.S.C.  661  et  seq.y,  (Act)  and  it  was  is¬ 
sued  license  number  06/10-0075  by  the 
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Small  Business  Administration  on  Octo¬ 
ber  9.  1961. 

Under  the  authority  vested  by  the  Act 
and  the  Regulations  promulgsit^  there¬ 
under,  surrender  of  the  license  of  WOC 
is  hereby  accepted  and  accordingly,  it  Is 
no  longer  licensed  to  operate  as  an  SBIC. 

Dated;  April  3. 1975. 

James  ’Thomas  Phelan, 

Deputy  Associate  Administrator  ' 
for  Investment. 
[PR  Doc.75-9402  PUed  4-9-75:8:46  am] 


(LlceuM  No.  08/08-0037]  \ 

WESTERN  VENTURE  RESOURCES,  INC.  | 

Issuance  of  Small  Business  Investment  ] 
Company  License  1 

f 

On  January  13. 1975,  a  notice  was  pub¬ 
lished  in  the  Federal  Regxsteb  (40  FR 
2482)  stating  that  an  application  had 
been  filed  by  Western  Venture  Resources, 
Inc.,  1900  Uncoln  Center  Bufiding,  1660 
Lincoln  Street,  Denver,  Colorado  80203 
with  the  Small  Business  Administration 
(SBA)  pursuant  to  Section  107.102  of  the 
Regulations  governing  small  businem  in¬ 
vestment  companies  (13  CER  107.102 
(1974) )  for  a  license  as  a  small  business 
investment  company. 

Interested  parties  were  given  until  the 
close  of  business  January  28,  1975,  to 
submit  their  comments  to  SBA.  No  cmn- 
ments  were  received. 

Notice  is  hereby  given  that,  pursuant 
to  section  301(c)  of  the  Small  Business 
Investment  Act  of  1958,  as  ammided,  after 
having  considered  Uie  aimlicatloa  and 
all  other  pertinent  information,  SBA  is¬ 
sued  License  No.  08/08-0037  to  Western 
Venture  Resources,  Inc.,  to  operate  as  a 
small  business  Investment  company.  y 

Dated:  April  3. 1975,  ^ 

James  Thomas  Phelan, 

Deputy  Associate  Administrator  \ 
for  Investment.  ^ 

[PR  Doc.75-9404  Piled  4-9-76;8:46  am]  1 


DEPARTMENT  OF  LABOR 

Occupational  Safety  and  Health 
Administration 

SOUTH  CAROLINA  STANDARDS 
Notice  of  Approval 

1.  Background.  Part  1953  of  Title  29, 
Code  of  Federal  Regulations  prescribes 
procedures  under  section  18  of  the  (Doch- 
patlonal  Safety  and  Health  Act  of  1970 
(hereinafter  called  the  Act)  by  which 
the  Assistant  Regional  Director  for  Oc¬ 
cupational  Safety  and  Health  (herein¬ 
after  called  the  Assistant  Regional  Direc¬ 
tor)  imder  a  delegation  of  authority  from 
the  Assistant  Secretary  of  Labor^fm:  Oc¬ 
cupational  Safety  and  Health  ?hereinr 
after  called  the  Assistant  Etecretary) ,  (29 
CFR  1953.4)  will  review  and  aimrove 
standards  promulgated  pursuant  to  a 
State  plan  which  has  been  approved  in 
accordance  with  section  18(c)  of  the  Act 
and  29  CFR  Part  1902.  On  December  6, 
1972,  notice  was  puUlsbed  in  the  Federal 
Register  (37  FR  25932)  of  the  approval  ^ 
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of  the  South  Carolina  plan  and  the  ad<^- 
tion  of  Subpart  C  to  Part  1952  containl^ 
the  decision. 

The  South  Carolina  plan  provides  for 
the  adc^ticm  of  Federal  standards  as 
State  standsu^  after  public  hearing. 
Sectkm  1952.103  of  SubiMut  C  sets  forth 
the  States  schedule  for  the  adoption  of 
Federal  standards.  By  letters  dated  Jan> 
uary  15. 1975  and  February  14. 1975  from 
Edgar  L.  McGowan,  Commissioner,  South 
Carolina  Department  of  Labor  to  Don¬ 
ald  E.  MacKenzie,  Assistant  Regional  Di¬ 
rector  and  Incorporated  as  a  part  of  the 
plan,  the  State  submitted  revised  State 
standards  cmnparable  to  OSHA  stand¬ 
ards  29  CFR  Part  1910,  excluding 
SS  1910.13  through  1910.16  (Maritime), 
as  published  In  the  Fedebal  Register  (39 
FR  23502)  dated  June  27.  1974;  29  CFR 
Part  1926  as  published  in  the  Federal 
Register  (39  FR  22801)  dated  Jime  24, 
1974;  amendments  to  S  1910.267a,  dated 
Augiist  12,  1974;  S  1910.93q,  dated  Oc¬ 
tober  4  and  De(;ember  3, 1974;  §  1910.211 
(d),  dated  December  3,  1974;  §  1910.217, 
dat^  December  3,  1974;  and  §  1926.750 
(b) .  dated  July  12.  1974. 

These  standsuds  were  promulgated 
after  public  hearings  held  on  Decem¬ 
ber  6,  1974  and  January  27,  1975  and  by 
filing  with  the  South  Carolina  Secretary 
of  State  on  December  10,  1974  and  Feb¬ 
ruary  14,  1975  respectively,  pursuant  to 
Act  379,  South  Carolina  Acts  and  Joint 
Resolutions,  1971  (sections  40-261 
through  40-274  South  Carolina  Code  of 
Laws,  1962). 

2.  Decision.  Having  reviewed  the  State 
submission  In  comparison  with  the  Fed¬ 
eral  standards  It  has  been  determined 
that  the  State  standards  are  identical  to 
the  Federal  standards  and  are  hereby 
approved. 

3.  Location  of  supplement  for  inspec¬ 
tion  and  copying.  A  copy  of  the  stand¬ 
ards  supplement  along  with  the  approved 
plan,  may  be  Inspected  and  copied  dur¬ 
ing  normal  business  hours  at  the  follow¬ 
ing  locations:  Office  of  the  Commissioner 
of  Labor,  South  Carolina  D^artment  of 
Labor,  3600  Forest  Drive,  Columbia, 
South  Carolina  29211;  Office  of  the  As¬ 
sistant  Regional  Director,  Suite  587, 1375 
Peachtree  Street  NE.,  Atlanta,  Georgia 
30309;  and  Office  of  the  Associate  Assist¬ 
ant  Secretary  for  Regional  Programs, 
Room  850, 1726  M  Street  NW.,  Washing¬ 
ton,  D.C. 20210. 

A.  Public  participation.  Under  29  CFR 
1953.2(c)  the  Assistant  Secretary  may 
prescribe  alternative  procedures  to  ex¬ 
pedite  the  review  process  or  for  other 
good  cause  which  mi^  be  consistent  with 
'  i^Ucable  laws.  The  Assistant  Secretary 
finds  g(xxl  cause  exists  for  not  publishing 
the  supplement  to  the  South  Carolina 
State  I^an  as  a  proposed  change  and 
making  the  Assistant  Regional  Director’s 
approval  effective  updn  publication  for 
the  following  reasons: 

1.  The  standards  are  identical  to  the 
Federal  standards  and  are  therefore 
deemed  to  be  at  least  as  effective. 

2.  The  standards  were  adopted  in  ac¬ 
cordance  with  procedural  requirements 
of  State  law  and  further  participation 
would  be  unnecessary. 


This  decisicm  is  effective  April  10, 1975. 

(Sec.  18.  Pub.  L.  91-696,  84  Stat.  1608  (29 
UA.C.  667) ) 

Signed  at  Atlanta.  Georgia,  this  27th 
day  of  February,  1975. 

R.  A.  Wendell, 
Acting  Assistant 
Regional  Director, 
[FR  Doc.75-0331  Piled  4-«-76;8:46  am] 


INTERSTATE  COMMERCE 
COMMISSION 

[Notice  No.  739] 

ASSIGNMENT  OF  HEARINGS 

April  7.  1975. 

Cases  assigned  for  hearing,  postpone¬ 
ment,  cancellaticNi,  or  oral  argument  ap¬ 
pear  below  and  will  be  published  only 
once.  This  list  contains  prospective  as¬ 
signments  only  and  does  not  include 
cases  previously  assigned  hearing  dates. 
The  hearings  will  be  on  the  issues  as 
IMresently  reflected  in  the  Official  Docket 
of  the  C?ommission.  An  attempt  will  be 
made  to  publish  notices  of  cancellation 
of  hearings  as  promptly  as  possible,  but 
interested  parties  should  take  appro¬ 
priate  steps  to  insure  that  they  are  noti¬ 
fied  of  cancellation  or  postponements  of 
hearings  in  which  they  are  interested. 

MC  106644  Sub  192,  Superior  Trucking  Com¬ 
pany,  Inc.  now  assigned  June  13,  1976,  at 
San  Franclsoo,  CallfcHula,  cancelled  and 
application  dismissed. 

MC  136627  Sub  1.  J.  O.  Battles.  Inc.,  now 
being  assigned  May  16,  1976  (2  days).  In 
Room  601,  160  Causeway  Street.  Boston, 
Mass. 

MC  140030  Sub  1,  Bay  Kurtz  and  Linda 
Farley,  DBA  Plastic  Express,  now  being 
assign^  June  13.  1976  (1  day),  at  San 
nandsco,  Cfilifomla;  In  a  bearliig  room  to 
be  designated  latd-. 

MC  139053  Sub  2,  Hiram  E.  Blue,  Jr.  Truck¬ 
ing  Co.,  now  assigned  May  28,  1975,  at 
Jackson,  Mississippi,  Is  cancelled  and  iq>- 
pllcatlon  dismissed. 

[seal]  Robert  L.  Oswald. 

Secretary. 

[PR  Doc.76-9421  Piled  4-9-75:8:46  am] 


FOURTH  SECTION  APPLICATION  FOR 
RELIEF 

April  7,  1975. 

An  applicaticHX,  as  summarized  below, 
has  been  filed  requesting  relief  from  the 
requirements  of  Secticm  4  of  the  Inter¬ 
state  Commerce  Act  to  permit  common 
carriers  named  or  described  in  the  appli¬ 
cation  to  maintain  higher  rates  and 
charges  at  intermediate  points  than 
those  sought  to  be  established  at  more 
distant  points. 

Protests  to  the  granting  of  an  aiH>lica- 
tion  must  be  prepared  in  accordance  with 
Rule  40  of  the  Gteneral  Rules  of  Practice 
(49  CFR  1100.40)  and  filed  on  or  before 
April  25.  1975. 

FSA  No.  42969— Joint  Water-RaU 
Container  Rates — Sea-Land  Service,  Inc. 
Filed  by  Sea-Land  Service,  Inc.  (No.  83), 
for  its^  and  interested  rail  carriers. 
Rates  on  general  commodities,  from  rail 
carriers’  terminals  at  U.S.  Atlantic  and 


Gulf  Ports,  to  Hsinkang  and  Shanghai. 
Peoples  Republic  of  China. 

Grounds  for  relief — Water  competi¬ 
tion. 

Thriff — Sea-Land  Service,  Inc.,  tariff 
I.C.C.  No.  72.  Rates  are  published  to  be¬ 
come  effective  on  May  4, 1975. 

By  the  CCHnmisslon. 

(seal!  Robert  L.  Oswald, 

Secretary. 

[FR  DOC.7&-0422  FUed  4-9-76:8:46  am] 


[Notice  No.  262] 

MOTOR  CARRIER  BOARD  TRANSFER 
PROCEEDINGS 

April  10, 1975. 

Synopses  of  orders  entered  by  the 
Motor  Carrier  Board  of  the  Commission 
pursuant  tp  sections  212(b),  206(a).  211, 
312(b),  and  410(g)  of  the  Interstate 
Commerce  Act.  and  rules  and  regulations 
prescribed  thereunder  (49  CFR  Part 
1132) ,  appear  below: 

E£u:h  application  (except  as  otherwise 
specifically  noted)  filed  after  March  27, 
1972,  contains  a  statement  by  applicants 
that  there  wiU  be  no  signficant  effect  on 
the  quality  of  the  human  environment 
resulting  from  approval  of  the  applica¬ 
tion.  As  provided  in  the  Commi^ion’s 
Special  Rules  of  Practice  any  Interested 
person  may  file  a  petition  seking  recon¬ 
sideration  of  the  following  niunbered 
proceedings  on  or  before  April  30,  1975. 
Pursuant  to  section  17(8)  of  the  Inter¬ 
state  Commerce  Act,  the  filing  of  such  a 
petition  will  postpone  the  effective  date 
of  the  order  in  that  proceeding  pending 
its  disposition.  The  matters  relied  upon 
by  petitioners  must  be  specified  in  their 
petitions  with  particularity. 

No.  MC-PC-75678.  By  order  of  March 
28,  1975,  the  Motor  Carrier  Board  ap¬ 
proved  the  transfer  to  Super  Motor 
Lines,  Inc.,  Whiteville,  N.C.,  of  the  oper¬ 
ating  rights  in  Certificate  No.  MC-74107 
Issued  October  7,  1963,  to  J.  Franklin 
Bullard  and  W.  J.  Rabon,  a  partnership, 
doing  business  as  Super  Motor  Lines.  Co., 
Whiteville,  N.C.,  authorizing  the  trans¬ 
portation  of  various  commodities  frmn 
and  to  specified  points  and  areas  in 
North  Carolina,  Virginia,  Maryland, 
South  Carolina,  Pennsylvania,  and  the 
District  of  Columbia.  Benton  H.  Walton, 
m,  136  Washington  St.,  Whiteville,  N.C. 
28472,  attorney  for  applicants. 

No.  MC-PC-75657.  By  order  entered 
April  1  1975,  the  Motor  Carrier  Board 
approved  the  transfer  to  O.  Mitchell  Belt, 
doing  business  as  M.  J.  Belt  &  Son,  Park¬ 
ersburg,  W.  Va.,  of  the  operating  rights 
set  forth  in  Certificates  Nos.  MC-1705 
and  MC-1705  (Sub-No.  2) ,  issued  August 
16, 1955,  and  March  21, 1963,  respectively, 
to  McLean  Inc.,  Saint  Petersburg  Beach, 
Fla.,  authorizing  the  transportation  of 
general  commodities,  household  goods, 
paper,  paper  products  and  waste  pttocr. 
and  corrugated  paper  shipping  contain¬ 
ers,  frcNn  and  to  and  between  specified 
points  in  West  Virginia,  Ohio,  and  Penn¬ 
sylvania.  Cffiarles  E.  Anderson,  1421 
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Kanawha  Valley  Building,  Charleston, 
W.  Va.  25332,  attorney  for  applicants. 

[seal]  Robert  L.  Oswald, 

Secretary. 

[FR  Doc.75-9423  FUed  4^9-75:8:46  am] 


IRREGULAR-ROUTE  MOTOR  COMMON 
CARRIERS  OF  PROPERTY 

Elimination  of  Gateway  Letter  Notices 
April  4, 1975. 

The  following  letter-notices  of  pro¬ 
posals  to  eliminate  gateways  for  the  pur¬ 
pose  of  reducing  highway  congestion,  al¬ 
leviating  air  and  noise  pollution,  mini¬ 
mizing  safety  hazards,  and  conserving 
fuel  have  been  filed  with  the  Interstate 
Commerce  Commission  under  the  Com¬ 
mission’s  Gateway  Elimination  Rules  (49 
CFR  1065(a)),  and  notice  thereof  to  all 
interested  persons  is  hereby  given  as  pro¬ 
vided  in  such  rules. 

An  original  and  two  copies  of  protests 
against  the  proposed  elimination  of  any 
gateway  herein  described  may  be  filed 
with  the  Interstate  Commerce  Commis¬ 
sion  on  or  before  April  21,  1975.  A  copy 
must  also  be  served  upon  applicant  or  its 
representative.  Protests  against  the 
elimination  of  a  gateway  will  not  operate 
to  stay  commencement  of  the  proposed 
operation. 

Successively  filed  letter-notices  of  the 
same  carrier  under  these  rules  will  be 
numbered  consecutively  for  convenience 
in  identification.  Protests,  if  any,  must 
refer  to  such  letter-notices  by  number. 

No.  *MC  79473  (Sub-No.  El) ,  filed 
March  9,  1975.  Applicant:  BAY  STATE 
MOVING  &  STORAGE,  INC.,  42  Tosca 
Drive,  Stoughton,  Mass.  02072.  Appli¬ 
cant’s  representative:  Robert  J.  Gal¬ 
lagher,  1776  Broadway,  New  York,  N.Y. 
10019.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregtdar  routes,  transporting:  House¬ 
hold  goods,  as  defined  by  the  Commis¬ 
sion,  between  points  in  Massachusetts, 
New  Hampshire,  Maine,  Vermont,  Rhode 
Island,  and  Connecticut  on  the  one  hand, 
and,  on  the  other,  points  in  Georgia  and 
Florida.  The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  points  in  that 
part  of  Massachusetts  east  of  the  Con¬ 
necticut  River. 

No.  MC  83835  (Sub-No.  E38),  filed 
May  14,  1974.  Applicant:  WALES 

TRANSPORTATION,  INC.,  P.O.  Box 
6186,  Dallas,  Tex.  75222.  Applicant’s 
representative:  William  A.  Cunningham 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Pipe  (except  oilfield  pipe),  which, 
because  of  their  size  or  weight,  require 
the  use  of  special  equipment,  and  re¬ 
lated  parts  when  their  transportation  is 
incidental  to  the  transportation  of  com¬ 
modities,  which  by  reason  of  size  or 
weight,  require  the  use  of  special  equip¬ 
ment  (except  machinery,  equipment, 
materials,  and  supplies  used  in,  or  in 
connection  with,  the  discovery,  develop¬ 
ment,  production,  refining,  manufac¬ 
ture,  processing,  storage,  transmission. 


and  distribution  of  natural  gas  and 
petroleum,  and  their  products  and  by¬ 
products,  and  materials,  equipment,  and 
supplies  used  in,  or  in  connection  with, 
the  construction,  operation,  repair,  serv¬ 
icing,  maintenance,  and  dismantling  of 
pipelines,  including  the  stringing  and 
picking  up  thereof;  (a)  from  points  in 
Utah  to  points  in  Alabama,  Connecticut, 
Delaware,  Florida,  Georgia,  Kentucky, 
Maine,  Massachusetts,  Maryland,  Mis¬ 
sissippi,  New  Hampshire,  New  Jersey 
New  York,  North  Carolina,  Pennsyl¬ 
vania,  Rhode  Island,  South  Carolina, 
Tennessee,  Vermont,  Virginia,  and  West 
Virginia;  and  (b)  from  points  in  Utah 
to  points  in  Indiana  on  and  south  of  a 
line  beginning  at  the  Illinois-Indiana 
State  line  and  extending  along  U.S. 
Highway  24  to  the  Ohlo-Indiana  State 
line,  and  points  in  Ohio  on  and  south  of 
a  line  beginning  at  the  Indiana-Ohio 
State  line  and  extending  along  U.S. 
Highway  36  to  junction  Ohio  Highway 
4,  thence  along  Ohio  Highway  4  to  junc¬ 
tion  U.S.  Highway  30S,  thence  along 
U.S.  Highway  30S  to  junction  U.S.  High¬ 
way  30,  thence  along  U.S.  Highway  30 
to  junction  Ohio  Highway  585,  thence 
along  Ohio  Highway  585  to  junction 
Interstate  Highway  76,  thence  along  In¬ 
terstate  Highway  76  to  junction  Inter¬ 
state  Highway  80,  thence  along 
Interstate  Highway  80  to  junction  Ohio 
Highway  605,  thence  along  Ohio  High¬ 
way  605  to  junction  U.S.  Highway  422, 
thence  along  U.S.  Highway  422  to  the 
Pennsylvania-Ohlo  State  line.  The  pur¬ 
pose  of  this  filing  Is  to  eliminate  the 
gateways  of  Kansas  and  Wagoner,  Okla. 

No.  MC  83835  (Sub-No.  E39),  filed 
May  14,  1974.  Applicant:  WALES 

TRANSPORTATION,  INC.,  P.O.  Box 
6186,  Dallas,  Tex.  75222.  Applicant’s  rep¬ 
resentative:  William  A.  CTunningham 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Pipe  (except  oilfield  pipe),  when 
transported  as  contractors’  machinery, 
equipment,  materials,  and  supplies  (ex¬ 
cept  commodities  in  bulk),  and  which, 
because  of  its  size  or  weight,  require  the 
use  of  special  equipment,  and  related 
parts  when  their  transportation  is  inci¬ 
dental  to  the  transportation  of  commod¬ 
ities,  which  by  reason  of  size  or  weight, 
require  the  use  of  special  equipment  (ex¬ 
cept  machinery,  equipment  materials, 
and  supplies  used  in,  or  in  connection 
with  the  discovery,  development,  produc¬ 
tion,  refining,  manufacture,  processing, 
storage,  transmission,  and  distribution 
of  natural  gas  and  petroleum  and  their 
products  and  by-products,  and  materials, 
equipment,  and  supplies  used  in,  or  in 
connection  with,  the  construction,  opera¬ 
tion  repair,  servicing,  maintenance,  and 
dismantling  of  pipelines,  including  the 
stringing  and  picking  up  thereof;  (a) 
from  points  in  Michigan  and  Wisconsin, 
to  points  in  Arizona,  New  Mexico,  Okla¬ 
homa,  and  Texas;  and  (b)  from  the 
Lower  Peninsula  of  Michigan  to  points 
in  California.  ITie  purpose  of  this  filing  is 
to  eliminate  the  gateways  of  Illinois,  and 
Wagner,  CHda. 


No.  MC  83835  (Sub-No.  E42),  filed 
May  14,  1974.  Applicant:  WALES 

TRANSPORTA’nON,  INC.,  P.O.  Box 
6186,  Dallas,  Tex.  75222.  Applicant’s  rep¬ 
resentative:  William  A.  Cunningham 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Iron  and  steel  tubing,  other  than 
oilfield  tubing,  from  Baytown,  Corpus 
Chrlstl,  Galveston,  and  Houston,  Tex., 
to  points  in  the  United  States  (except 
Alaska,  Arkansas,  Hawaii,  Louisiana, 
New  Mexico.  Oklahoma,  and  Texas) .  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  the  facility  of  Gulf  States 
’Tube  at  Rosenberg,  Tex. 

No.  MC  83835  (Sub-No.  E43).  filed 
May  14,  1974.  Applicant:  WALES 

'TRANSPORTAnON.  INC.,  P.O.  Box 
6186,  Dallas,  Tex.  75222.  Applicant’s  rep¬ 
resentative:  William  A.  CXinnlngham 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Iron  and  steel  tubing  and  pipe,  from 
Baytown,  Corpus  Chrlstl,  Galveston,  and 
Houston,  Tex.,  to  points  in  Kansas, 
Michigan,  New  York,  Ohio,  Pennsylvania, 
and  Wisconsin.  The  purpose  of  this  filing 
is  to  eliminate  the  gateway  of  Tulsa, 
Okla. 

No.  MC  83835  (Sub-No.  E44),  filed 
May  14,  1974.  Applicant:  WALES 

TRANSPORTA’TION.  INC.,  P.O.  Box 
6186,  Dallas,  Tex.  75222.  Applicant’s  rep¬ 
resentative:  William  A.  Cunningham 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregxdar  routes,  transporting: 
Iron  and  steel  pipe  (except  oilfield  pipe) , 
from  the  facilities  of  C  F  &  I  Steel  Cor¬ 
poration  at  or  near  Pueblo,  Colo.,  to 
points  in  Connecticut,  Delaware,  Florida, 
Georgia,  Indiana.  Maine,  Maryland. 
Massachusetts,  Mississippi.  New  Hamp¬ 
shire,  New  Jersey,  North  Carolina,  Rhode 
Island.  South  Carolina,  Tennessee,  Ver¬ 
mont.  Virginia,  and  West  Virginia.  Hie 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  Wagoner.  Okla. 

No.  MC  83835  (Sub-No.  E53),  filed 
Jime  4.  1974.  Appllcuat:  WALES 

TRANSPORTATION,  INC.,  P.O.  Box 
6186,  Dallas,  Tex.  75222.  Applicant’s  rep¬ 
resentative:  William  A.  Cunningham 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  Irregular  routes,  transporting: 

(1)  Iron  and  steel  reinforcement  products 
when  transported  as  commodities  which, 
because  of  their  size  or  weight  require 
the  use  of  special  equipment,  and  related 
parts  when  their  transportation  is  inci¬ 
dental  to  the  transportation  of  commodi¬ 
ties  which  by  reason  of  size  or  weight  re¬ 
quire  special  equipment,  from  points  in 
Utah  to  points  in  Indiana.  New  York, 
North  Carolina,  Ohio,  and  Pennsylvania; 

(2)  Iron  and  steel  reinforcement  prod¬ 
ucts  when  transported  as  commodities 
which,  because  of  their  size  or  weight  re¬ 
quire  the  use  of  special  equipment,  and 
related  parts  when  their  transportation 
is  Incidental  to  the  transportation  of 
commodities  which  by  reason  of  size  or 
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weight,  require  special  equipment;  and/or 
(3)  Iron  and  steel  reinforcement  prod¬ 
ucts  when  transported  as  machinery. 
equii»nent,  materials,  and  supplies  us^ 
in  or  In  connection  with,  the  discovery, 
development,  production,  refining,  manu¬ 
facture,  processing,  storage,  transmis¬ 
sion,  and  distribution  of  natural  gas  and 
petroleum  and  their  products  and  by¬ 
products,  and  machinery,  equipment, 
materials,  and  siipplies  used  In  or  in  con¬ 
nection  with,  the  construction,  operation, 
repair,  servicing,  maintenance,  and  dis¬ 
mantling  of  pipelines,  including  the 
stringing  and  picking  up  thereof;  and/or 
(4)  Iron  and  steel  reinforcement  prod¬ 
ucts,  when  transported  as  equipment, 
materials,  supptlies,  and  pipe  IncidentEd 
to,  used  In,  or  in  connection  with  (a) 
the  transportation,  installation,  removal, 
operation,  repair,  servicing,  mainte¬ 
nance.  and  dismantling  of  drilling  ma¬ 
chinery  and  equipment,  (b)  the  comple¬ 
tion  of  holes  or  wells  drilled,  (c)  the 
production,  storage,  and  transmission  of 
commodities  resulting  from  drilling  oper¬ 
ations  at  well  or  hole  sites,  and  (d)  the 
injection  or  removal  of  commodities  into 
or  from  holes  or  wells;  and/or  (5)  Iron 
and  steel  reinforcement  products,  when 
transported  as  machinery,  equipment, 
materials,  and  supplies  used  in  or  in 
connection  with  the  construction,  opera¬ 
tion.  repair,  servicing,  maintenance,  and 
dismantling  of  pipelines,  other  than 
pipelines  iised  for  the  transmission  of 
natural  gas.  petroleum,  their  products 
and  by-products,  water,  or  sewerage,  re¬ 
stricted  to  the  transportation  of  ship¬ 
ments  moving  to  or  from  pipeline  rights- 
of-way,  from  points  in  Colorado  on  and 
west  of  a  line  beginning  at  the  Colorado- 
Wyoming  State  line,  and  extending  along 
Colorado  Highway  125  to  Junction  U.S. 
Highway  34.  thence  along  U.S.  Highway 
34  to  jimction  UJ3.  Highway  36,  thence 
along  U.S.  Highway  36  to  junction  In¬ 
terstate  Highway  70  to  the  Colorado- 
Kansas  State  line,  and  points  in  New 
Mexico  on  and  west  of  a  line  beginning 
at  the  New  Mexico-Texas  State  line  along 
U.S.  Highway  70  to  Junction  New  Mexico 
Highway  2,  thence  along  New  Mexico 
Highway  2  to  Jimction  U.S.  Highway  285 
to  the  United  States-Mexico  Interna¬ 
tional  Boundary  line,  to  points  in  Indi¬ 
ana,  New  York,  North  Carolina,  Ohio, 
and  Pennsylvania.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of  the 
facilities  of  Superior  Concrete  Accesso¬ 
ries  at  Parsons.  Kans. 

No,  MC  83835  (Sub-No.  E59) ,  filed  May 
14,  1974.  Applicant:  WALES  TRANS¬ 
PORTATION,  INC.,  P.O.  Box  6186,  Dal¬ 
las,  Tex.  Applicant’s  representative: 
William  Cimningham  (same  as  above). 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  (A)(1)  Commodi¬ 
ties  the  transportation  of  which  because 
of  size  or  weight  require  the  use  of  spe¬ 
cial  equipment,  and  (A)  (2)  self-propelled 
articles,  each  weighing  15,000  pounds  or 
more,  restricted,  to  transportation  on 
trailers.  Restriction:  The  authority 
granted  herein  is  restricted  against  the 
transportation  of  aerospace  products  and 


equipment:  1.  Between  points  in  Indiana, 
C^ilo.  and  Pennsylvania  on  the  one  hand, 
and,  on  the  other,  points  in  Colorado 
and  Nebraska;  2.  between  points  in  Indi¬ 
ana  and  Pennsylvania  on  the  one  hand, 
and.  on  the  other,  points  in  Kansas  and 
Missouri;  3.  between  points  in  Indiana, 
Ohio,  and  Pennsylvania  on  the  one  hand, 
and,  on  the  other,  points  in  New  Mexi¬ 
co;  4.  between  points  in  Pennsylvania,  on 
the  one  hand,  and,  on  the  other,  points 
in  Montana.  Utah,  and  Wyoming;  5.  be¬ 
tween  points  in  Pennsylvania  on  and 
east  of  highways  beglnn^  at  the  Penn- 
sylvanla-Ohlo  State  line,  thence  along 
Pennsylvania  Highway  68  to  its  Junction 
with  Pennsylvania  I^hway  66,  thence 
along  Pennsylvania  Highway  66  to  its 
Junction  with  UJ3.  Highway  219,  thence 
along  UB.  Highway  219  to  the  Pennsyl¬ 
vania-New  York  State  line,  on  the  one 
hand,  and,  on  the  other,  points  in  North 
Dakota  on  and  west  of  highways  begin¬ 
ning  at  the  North  Dakota-Canada  line, 
thence  along  U.S.  Highway  52  to  its  Jimc¬ 
tion  with  U.S.  Highway  83.  thence  along 
U.S.  Highway  83  to  its  Junction  with 
North  Dakota  Highway  1804,  thence 
along  North  Dakota  Highway  1804  to  its 
Junction  with  UB.  Highway  83. 

Thence  along  U.S.  Highway  83  to  its 
Junction  with  North  Dakota  Highway  11, 
thence  along  North  Dakota  Highway  11 
to  its  Junction  with  North  Dakota  High¬ 
way  3,  thence  along  North  Dakota  High¬ 
way  3  to  the  North  Dakota-South  Dakota 
State  line;  6.  between  points  in  North 
Dakota  on  and  west  of  highways  begin¬ 
ning  at  the  North  Dakota-Canada  line, 
thence  along  North  Dakota  Highway  1 
to  the  North  Dakota-South  Dakota  State 
line,  on  the  one  hand,  and,  on  the  other, 
points  in  Pennsylvania  on  and  south  of 
highways  beginning  at  the  Pennsylvania- 
West  Virginia  State  line,  thence  along 
U.S.  Highway  119  to  its  Junction  with 
U.S.  Highway  40,  thence  along  UB.  High¬ 
way  40  to  its  Junction  with  Pennsylvania 
Highway  281,  thence  along  Pennsylvania 
Highway  281  to  its  Junction  with  Inter¬ 
state  Highway  76.  thence  along  Inter¬ 
state  Highway  76  to  its  Junction  with  U.S. 
Highway  22,  thence  along  U.S.  Highway 
22  to  the  Pennsylvania-New  Jersey  State 
line;  7.  between  points  in  Pennsylvania 
on  and  east  of  highways  beginning  at  the 
Pennsylvania-Ohio  State  line,  thence 
along  Pennsylvania  Highway  68  to  its 
Junction  with  Pennsylvania  Kghway  66, 
thence  along  Pennsylvania  Highway  66 
to  its  Junction  with  U.S.  Highway  219, 
thence  along  UB.  Highway  219  to  the 
Pennsylvania-New  York  State  line,  on 
the  one  hand,  and,  on  the  other,  points 
in  North  Dakota  on  and  west  of  high¬ 
ways  beginning  at  the  North  Dakota- 
Canada  line,  thence  along  U.S.  Highway 
52  to  its  Junction  with  U.S.  Highway  83. 
thence  along  U.S.  Highway  83  to  its 
Junction  with  North  Dakota  Highway 
1804,  thence  along  North  Dakota  High¬ 
way  1804  to  its  Junction  with  U.S.  High¬ 
way  83,  thence  along  U.S.  Highway  83  to 
its  Junction  with  North  Dakota  Highway 
11,  thence  along  North  Dakota  Highway 
11  to  its  Junction  with  North  Dakota 
Highway  3.  thence  along  North  Dakota 


Highway  3  to  the  North  Dakota-South 
Dakota  State  line;  8.  between  points  in 
Pennsylvania,  on  the  one  hand,  and.  on 
the  other,  points  in  North  Dakota  on  and 
west  of  hl^ways  beginning  at  the  North 
Dakota-Montana  State  line. 

Thence  along  U.S.  Highway  2  to  its 
Junction  with  UB.  Highway  85,  thence 
alcmg  U.S.  Highway  85  to  its  Junction 
with  UB.  Highway  10,  thence  along  U.S. 
Highway  10  to  its  Junction  with  North 
Dakota  Hi^way  22,  thence  along  North 
Dakota  Highway  22  to  its  Junction  with 
U.S.  Highway  12,  thence  along  U.S.  High¬ 
way  12  to  the  North  Dakota-South  Da- 
koto  State  line,  points  in  South  Dakota 
on  and  west  of  highways  ^ginning  at 
the  South  Dakota-North  Dakota  State 
line,  thence  along  UB.  Highway  281  to 
its  Junction  with  South  Dakota  Highway 
37,  thence  along  South  Dakota  Highway 
37  to  its  Junction  with  U.S.  Highway  212, 
thence  along  U.S.  Highway  212  to  its 
Junction  with  South  Dakota  Highway 
26,  thence  along  South  Dakota  Highway 
26  to  its  Junction  with  U.S.  Highway  14, 
thence  along  UB.  Highway  14  to  the 
South  Dakoto-Minnesoto  State  line;  9. 
between  points  in  South  Dakota,  on  the 
one  hand.  and.  on  the  other,  points  in 
Pennsylvania  on  and  south  of  highways 
beginning  at  the  Pennsylvania- West  Vir¬ 
ginia  State  line,  thence  along  UB.  High¬ 
way  40  to  its  Junction  with  Interstate 
Highway  70,  thence  along  Interstate 
Highway  70  to  its  Junction  with  U.S. 
Highway  30.  thence  along  U.S.  Highway 

30  to  its  Junction  with  Pennsylvania 
Highway  271,  thence  along  Pennsylvania 
Highway  271  to  its  Junction  with  Penn¬ 
sylvania  Highway  63,  thence  along  Penn¬ 
sylvania  Highway  63  to  its  Junction  with 
U.S.  Highway  22.  thence  along  U.S.  High¬ 
way  22  to  its  Junction  with  U.S.  Highway 
522,  thence  along  U.S.  Highway  522  to 
its  Junction  with  U.S.  Highway  15. 

Thence  along  U.S.  Highway  15  to  its 
Junction  with  Pennsylvania  Highway  45, 
thence  along  Pennsylvania  Highway  45  to 
its  Junction  with  U.S.  Highway  11,  thence 
along  U.S.  Highway  11  to  its  Junction 
with  Pennsylvania  Highway  590,  thence 
along  Pennsylvania  Highway  590  to  its 
Junction  with  U.S.  Highway  6,  thence 
along  U.S.  Highway  6  to  the  Pennsyl¬ 
vania-New  York  State  line;  10.  between 
points  in  Indiana  and  Ohio,  on  the  one 
hand,  and,  on  the  other,  points  in  Utah 
and  Wyoming;  11.  between  points  in  Ohio 
on  and  south  of  highways  beginning  at 
the  Indiana-Ohio  State  line,  thence  along 
U.S.  Highway  36  to  its  Junction  with  In¬ 
terstate  Highway  75.  thence  along  Inter¬ 
state  Highway  75  to  its  Junction  with 
Ohio  Highway  47,  thence  along  Ohio 
Highway  47  to  its  Junction  with  Ohio 
Highway  31,  thence  along  Ohio  Highway 

31  to  its  Junction  with  UB.  Highway  36, 
thence  along  U.S.  Highway  36  to  its  Junc¬ 
tion  with  Ohio  Highway  3,  thence  along 
Ohio  Highway  3  to  its  Junction  with  U.S. 
Highway  36,  ttience  along  U.S.  Highway 
36  to  its  Junction  with  U.S.  Highway  62, 
thence  along  UB.  Highway  62  to  its  Junc¬ 
tion  with  UB.  Highway  30,  thence  along 
U.S.  Highway  SO  to  the  Ohlo-Pennsyl- 
vanla  State  line,  on  the  one  hand,  and,  on 
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the  other,  points  in  South  Dakota  on 
and  south  of  highways  beginning  at  the 
North  Dakota-South  Dakota  State  line, 
thmce  along  South  Dakota  Highway  45 
to  its  Junction  with  South  Dakota  High¬ 
way  10.  tiience  along  South  Dakota 
Highway  10  to  its  Junction  with  UJS. 
Highway  281.  thence  along  U.S.  Highway 
281  to  Its  Jimction  with  XJJ3.  Highway  12. 
thence  along  UJ3.  Highway  12  to  its  Jvmc- 
tk>n  with  South  Dakota  Highway  37, 
thence  along  South  Dakota  Highway  37 
to  its  junction  with  South  Dakota  High¬ 
way  20. 

Thence  along  South  Dakota  Highway 
20  to  its  Jimction  with  Interstate  High¬ 
way  29,  thence  along  Interstate  Highway 
29  to  its  Junction  with  UJ3.  Highway  14, 
thence  along  U.S.  Highway  14  to  the 
South  Dakota-Minnesota  State  line;  12. 
tetween  plants  in  Ohio,  on  the  one  hand, 
and,  on  the  other,  points  in  Montana  on 
and  west  of  highways  beginning  at  the 
Montana-Wyomlng  State  line,  thence 
along  U.S.  Highway  212  to  its  junction 
with  U.S.  Highway  312,  thence  along  U.6. 
Highway  312  to  its  Junction  with  U.S. 
Highway  10,  thence  along  U.S.  Highway 

10  to  its  Junction  with  U.S.  Highway  12, 
thence  along  U.S.  Highway  12  to  its 
Junction  with  U.S.  Highway  87,  thence 
along  U.S.  Highway  87  to  its  junction 
with  Montana  Highway  19,  thence  along 
Montana  Highway  19  to  its  Junction 
with  U.S.  Highway  191,  thence  along 
U.S.  Highway  191  to  its  junction  with 
Montana  Highway  376,  thence  along 
Montana  Highway  376  to  its  Junction 
with  U.S.  Highway  2,  thence  along  U.S. 
Highway  2  to  its  junction  with  Montana 
Highway  232,  Uience  along  Montana 
Highway  232  to  the  Montana -Canadian 
line,  and  points  in  South  Dakota  on  and 
south  of  liighways  beginning  at  the 
Wyoming-South  Dakota  State  line, 
thence  along  U.S.  Highway  212  to  its 
junction  with  South  Dakota  Highway  34, 
thence  along  South  Dakota  Highway  34 
to  its  junction  with  Interstate  Hi^way 
90,  thence  along  Interstate  Highway  90 
to  its  junction  with  U.S.  Highway  14, 
thence  along  U.S.  Highway  14  to  its 
Junction  with  U.S.  Highway  83,  thence 
along  U.S.  Highway  83  to  its  junction 
with  Interstate  Highway  90,  thence  along 
Interstate  Highway  90  to  its  junction 
with  U.S.  Highway  183,  thence  along 
U.S.  Highway  183  to  its  junction  with 
U.S.  Highway  18,  thence  along  U.S. 
Highway  18  to  the  South  Dakota-Ne- 
braska  State  line;  13.  between  points 
in  North  Dakota  on  and  west  of  high¬ 
ways  beginning  at  the  North  Dakota - 
Canada  line,  thence  along  U.S.  Highway 
52  to  its  junction  with  U.S.  Highway  83, 
thence  along  U.S.  Highway  83  to  its 
Junction  with  North  Dakota  Highway 
1804. 

Thence  along  North  Dakota  Highway 
1804  to  its  junction  with  U.S.  Highway 
83,  thence  along  U.S.  Highway  83  to  its 
Junction  with  North  Dakota  Highway 
11,  thence  along  North  Dakota  Highway 

11  to  its  Junction  with  North  Dakota 
Highway  3,  thence  along  North  Dakota 
Highway  3  to  the  North  Dakota-South 
Dakota  State  line,  on  the  one  hand,  and, 
on  the  other,  points  in  Ohio  on  and  south 


of  highways  beginning  at  the  Ohio- 
Indiana  State  line,  thence  aloi«  UH. 
Highway  36  to  its  Junction  with  Ohio 
Highway  3.  thence  along  CMilo  Highway 

3  to  its  Junction  with  UJ3.  Highway  36, 
thence  along  U.S.  Highway  36  to  its  Junc¬ 
tion  with  C^o  Highway  151,  thence 
along  Ohio  Highway  151  to  its  Junction 
with  Ohio  Highway  212,  thaice  along 
Ohio  Highway  212  to  its  Junction  with 
Ohio  Highway  164,  thence  along  Ohio 
Hi^way  164  to  its  junction  with  Ohio 
Highway  39,  thence  along  Ohio  Highway 
39  to  its  junction  with  U.S.  Highway  30, 
thence  along  U.S.  Highway  30  to  its  junc¬ 
tion  with  Ohio  Highway  39,  thence  tdong 
Ohio  Highway  39  to  the  Ohio-Pennsyl- 
vania  State  line;  14.  between  points  in 
North  Dakota  on  and  west  of  highways 
beginning  at  the  North  Dakota-Montana 
State  line,  thence  along  UJ3.  Highway  2 
to  its  junction  with  U.S.  Highway  85, 
thence  along  U.S.  Highway  85  to  its 
Junction  with  U.S.  Highway  10,  thence 
along  UH.  Highway  10  to  its  Junction 
with  North  Dakota  Highway  22. 

Thence  along  North  Dakota  Highway 
22  to  its  Junctiim  with  UJ3.  Highway 
12,  thence  akmg  U.S.  Highway  12  to  the 
North  Dakota-South  Didiota  State  line, 
on  the  one  hand,  and,  cm  the  other,  points 
in  Ohio  on  and  South  of  highways  be¬ 
ginning  at  the  Ohio-Indiana  State  line, 
thence  along  U.S.  Highway  36  to  its  Junc¬ 
tion  with  UJ3.  Highway  25,  thence  alcmg 
U.S.  Highway  25  to  its  Junction  with 
Ohio  Highway  47,  thence  along  Ohio 
Highway  47  to  its  junction  with  Ohio 
Highway  4,  thence  along  Ohio  Highway 

4  to  its  junctiiHi  Ohio  Highway  95.  thence 
along  Ohio  Highway  95  to  its  jimction 
with  U.S.  Highway  42.  thence  along  U.S. 
Highway  42  to  its  junctiim  with  Inter¬ 
state  Highway  71.  thence  al(xig  Inter¬ 
state  Highway  71  to  its  junction  with 
UH.  Highway  224,  thence  along  UH. 
Highway  224  to  its  junction  with  Inter¬ 
state  Highway  76,  thence  along  Inter¬ 
state  Highway  76  to  its  junction  with 
Ohio  Highway  44.  thence  along  Ohio 
Highway  44  to  its  junction  with  Ohio 
Highway  5,  thence  along  Ohio  Highway 

5  to  its  junction  with  Ohio  Highway  82, 
thence  along  Ohio  Highway  82  to  the 
Ohio-Pennsylvania  State  line;  15.  be¬ 
tween  points  in  Montana,  on  the  one 
hand,  and,  (xi  the  other,  points  in  Ohio 
on  and  south  6f  highways  beginning  at 
the  Ohlo-Indiana  State  line,  thence  sdong 
UH.  Highway  36  to  its  junction  with 
U.S.  Highway  25,  thence  along  U.S.  High¬ 
way  25  to  its  junction  with  Ohio  High¬ 
way  47,  thence  along  Ohio  Hli^way  47 
to  its  junction  with  Ohio  Highway  4, 
thence  along  Ohio  Highway  4  to  its  Junc¬ 
tion  with  U.S.  Highway  305,  thence  along 
U.S.  Highway  305  to  its  Junction  with 
U.S.  Highway  30,  thence  along  UJ3.  High¬ 
way  30  to  its  junction  with  Interstate 
Highway  71. 

Thence  along  Interstate  Highway  71 
to  its  junction  with  Interstate  Highway 
80,  thence  along  Interstate  Highway  80 
to  its  junction  with  Ohio  Highway  5, 
thence  along  Ohio  Highway  5  to  the 
Ohio-Pennsylvania  State  line;  16.  be¬ 
tween  points  in  Indiana  on  and  south 


of  highways  beginning  at  the  Indlana- 
Mlchigan  State  line,  thence  along  Indi¬ 
ana  Highway  15  to  its  junction  with  UH. 
Highway  20,  thence  akmg  UH.  Highway 
20  to  its  Junction  with  Indiana  Highway 
19,  thence  along  Indiana  Hi^way  19  to 
its  Junction  with  U.S.  Highway  6,  thence 
ak^  U.S.  Highway  6  to  its  Junction  with 
U.S.  Highway  35,  thence  along  n.S.  High¬ 
way  35  to  its  Jimction  with  Indiana  Hl^- 
way  10,  thence  along  Indiana  Highway 
10  to  the  Indiana-Hlinois  EKate  Une,  on 
the  one  hand,  and,  on  the  oth^,  points 
in  Montana  on  and  west  of  highways 
beginning  at  the  Canada-Montana  line, 
thence  along  Mmitana  Highway  232  to 
its  Junction  with  U.S.  Highway  87,  thence 
along  U.S.  Ifighway  87  to  its  Junction 
with  Mimtana  Highway  236,  thence  along 
Montana  Highway  236  to  its  Junctiim 
wltii  U.S.  Highway  191,  thence  along 
UJB.  Highway  191  to  its  Junction  with 
Montana  Highway  3,  th«ice  along  Mon¬ 
tana  Highway  3  to  its  Jimction  with  In¬ 
terstate  Highway  90,  thence  along  Inter¬ 
state  Highway  90  to  its  Junction  with 
U.S.  Highway  310,  thence  along  U.S. 
Highway  310  to  the  Montana-Wyomlng 
State  line;  17.  between  points  in  Mmi- 
tana,  on  the  one  hand,  and,  on  the  other, 
pcmits  in  Indiana  cm  and  south  of  high¬ 
ways  beginning  at  the  Indiana-Ohio 
State  line,  thence  along  U.S.  Highway  40 
to  its  Juncti(xi  with  U.S.  Highway  421. 

Thence  along  U.S.  Highway  421  to  its 
Junction  with  Indiana  Highway  29. 
thence  along  Indiana  Highway  29  to  its 
junction  with  U.S.  Highway  24,  thence 
along  U.S.  Highway  24  to  the  Indiana- 
Hlinois  State  line;  18.  between  points  in 
Indiana  on  and  south  of  highways  be¬ 
ginning  at  the  Ohlo-Indlana  State  line, 
thence  along  U.S.  Highway  20  to  its  junc¬ 
tion  with  U.S.  Highway  27,  thence  along 
U.S.  Highway  27  to  its  junction  with  U.S. 
Highway  24,  thence  along  U.S.  Highway 
24  to  the  Indiana-Hlinois  State  line,  cm 
the  one  hand,  and,  on  the  other,  points  in 
South  Dakota  on  the  west  Of  highways 
beginning  at  the  South  Dakota- WycHnlng 
State  line,  thence  along  U.S.  Highway  212 
to  its  juncticm  with  South  Dakota  High¬ 
way  34,  thence  alcmg  South  Dakota  High¬ 
way  34  to  its  junction  with  Interstate 
Highway  90,  thence  along  Interstate 
Highway  90  to  its  juncticm  with  U.S. 
Highway  16,  thence  along  U.S.  Highway 
16  to  its  junction  with  South  Dakota 
Highway  79,  thence  along  South  Dakota 
Highway  79  to  its  juncticm  with  U.S. 
Highway  385,  thence  along  U.S.  Highway 
385  to  the  South  Dakota-Nebraska  State 
line;  19.  between  points  in  Indiana  cm 
and  south  of  highways  beginning  at  the 
Indiana-Hlinois  State  line,  thence  along 
U.S.  Highway  52  to  its  junction  with 
Indiana  Highway  26,  thence  along  Indi¬ 
ana  Highway  26  to  its  Junction  with  Indi¬ 
ana  Highway  29,  thence  alcmg  Indiana 
Highway  29  to  its  juncticm  with  Indiana 
Highway  28,  thence  along  Indiana  High¬ 
way  28  to  its  junction  with  Indiana  High¬ 
way  13,  thence  along  Indiana  Highway 
13  to  its  junction  with  Indiana  Highway 
32,  thence  along  Indiana  Highway  32  to 
its  junction  with  Indiana  Highway  67, 
thence  alcmg  Indiana  Highway  67  to  its 
junction  with  Indiana  Highway  3,  thence 
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along  Indiana  Highway  3  to  Its  Jiinctlon 
with  Indiana  Hl^way  38.  thence  along 
Indiana  Highway  88  to  its  juncticm  with 
Indiana  Hlidiway  85. 

nience  along  Indiana  Highway  35  to 
the  Indiana-Ohlo  State  line  on  the  one 
hand,  and,  on  the  other,  points  in  South 
Dakota  on  and  west  ot  Mghways  begin¬ 
ning  at  the  South  Dakota-North  Dakota 
State  line,  thence  along  South  Dakota 
Highway  63  to  Its  Junction  with  UH. 
Highway  12.  thence  along  UH.  Highway 
12  to  Its  Junction  with  South  Dakota 
Highway  47,  thence  along  South  Dakota 
Highway  47  to  Its  Junctlm  with  UH. 
Highway  212,  thence  along  n.S.  Highway 
212  to  Its  Junction  with  U.S.  Highway  83. 
thence  aicmg  UJ3.  Highway  83  to  its  Junc¬ 
tion  with  Interstate  Highway  90.  thence 
along  Interstate  Highway  90  to  its  Junc- 
tkm  with  UJB.  Highway  83,  thence  along 
U  jS.  Hl^way  83  to  its  Junction  with  UH. 
Highway  18,  thence  along  UH.  Highway 
18  to  its  Junction  with  South  Dakota 
Highway  73,  thence  along  South  Dakota 
Highway  73  to  the  South  Dakota  High¬ 
way  73  to  the  South  Dakota-Nebraska 
State  line;  20.  between  points  in  South 
Dakota,  on  the  one  hand,  and,  on  the 
other  points  in  Indiana  on  the  south  of 
highways  beginning  at  the  Indlana- 
Ulinois  State  line,  thence  along  UH. 
Highway  40  to  its  Junction  with  Indiana 
Highway  46.  thence  along  Indiana  High¬ 
way  46  to  its  Junction  with  Indiana  High¬ 
way  37,  thence  aI<Hig  Indiana  Highway  37 
to  its  Junctlcm  with  U.S.  Highway  150, 
thence  along  UH.  Highway  150  to  the 
Indlana-Kentucky  State  line,  and,  points 
in  Pmnsylvania  on  and  south  of  high¬ 
ways  beginning  at  the  Pennsylvania- 
West  T^rglnla  State  line,  thence  along 
n.S.  Highway  40  to  its  Junction  with  In¬ 
terstate  Highway  70,  thence  along  Inter¬ 
state  fflghway  70  to  its  Junction  with  n.S. 
Highway  30. 

Thence  along  UH.  Highway  30  to  its 
Junction  with  Pennsylvania  Highway  271, 
thaice  along  Pennsylvania  Highway  271 
to  its  Juncticm  with  Pennsylvania  High¬ 
way  53,  thence  along  Pennsylvania  High¬ 
way  53  to  its  Junction,  with  U.S.  High¬ 
way  22,  thence  along  U.S.  Highway  22  to 
its  Junction  with  U  JS.  Highway  522,  thence 
al(mg  n.S.  Highway  522  to  its  Junction 
with  U.S.  Highway  15,  thence  along  U.S. 
Highway  15  to  its  Junction  with  Penn¬ 
sylvania  Highway  45,  thence  along  Penn¬ 
sylvania  Highway  45  to  its  junction  with 
U.S.  Highway  11,  thence  along  U.S.  High¬ 
way  11  to  its  Junction  with  Pennsylvania 
Kghway  590,  thence  along  Pennsylvania 
Highway  590  to  its  Junction  with  U.S. 
Highway  6,  thence  along  U.S.  Highway  6 
to  the  Pennsylvania-New  York  State 
line;  21.  between  points  in  Indiana  on 
and  south  of  highways  beginning  at  the 
Indiana-Ohio  State  line,  thence  along 
UH.  Highway  40  to  its  jimction  with  U.S. 
Highway  136,  thence  along  U.S.  Highway 
136  to  the  Indiana-minois  State  line,  on 
the  one  hand,  and,  on  the  other,  points 
in  North  Dakota  on  and  west  of  high¬ 
ways  beginning  at  the  North  Dakota- 
Canada  line,  thence  along  U.S.  Highway 
52  to  its  Junction  with  UJ3.  Highway 
83,  thence  along  U.S.  Highway  83  to  its 


Junction  with  North  Dakota  Highway  23, 
thence  along  North  Dakota  Highway  23 
to  its  Junction  with  North  Dakota  High¬ 
way  22,  thence  along  North  Dakota  ffigh- 
way  22  to  Its  Junction  with  Interstate 
Highway  94,  thence  along  Interstate 
Highway  94  to  its  Junction  with  North 
Dakota  Highway  8,  thence  along  North 
Dakota  Highway  8  to  its  JimctiMi  with 
UJB.  Highway  12,  thence  along  U.8.  High¬ 
way  12  to  the  North  Dakota-South 
Dakota  State  line;  22.  between  points  in 
North  Dakota,  on  the  one  hand,  and,  on 
the  other,  points  in  Indiana  on  and  south 
of  highways  beginning  at  the  Indlana- 
Hlinois  State  line,  thence  along  UJ3. 
Highway  40  to  its  Junction  with  Indiana 
Highway  46,  thence  along  Indiana  High¬ 
way  46  to  its  Junctkm  with  Indiana  High¬ 
way  37^  thence  along  Indiana  Highway 
37  to  its  Junction  with  VS.  Highway  160, 
thence  along  UJB.  Highway  150  to  the 
Indiana-Kentucky  State  line. 

(B)  (1)  Commodities  which,  because  of 
their  size  or  weight,  require  the  use  of 
special  eqxilpment,  and  related  parts 
when  their  transp<ntation  is  incidental 
to  the  transportation  of  ccHnmodities, 
which  by  reason  of  size  or  weight  require 
the  use  of  special  equipment,  except  ma¬ 
chinery,  equipment,  materials,  and  sup¬ 
plies  us^  in.  or  in  connection  with,  the 
discovery,  develc^ment,  production,  re¬ 
fining,  manufacture,  processing,  storage, 
transmission,  and  distribution  of  natural 
gas  and  petroleum  and  their  products  and 
by-products,  and  materials,  equipment 
and  supplies  used  in,  or  in  connection 
with  the  construction,  operation,  repair, 
servicing,  maintenance,  and  dismantling 
of  pipelines,  including  the  stringing  and 
picking  up  thereof,  and  (B)(2)  Self- 
propelled  articles,  each  weighing  15,000 
pounds  or  more,  restricted  to  transi)orta- 
tion  on  trailers;  Restriction:  The  au¬ 
thority  herein  is  restricted  against  the 
transportation  of  aerospace  products  and 
equiixnent;  1.  Between  points  in  Louisi¬ 
ana  on  and  west  of  highways  beginning 
at  the  Loulsiana-Arkansas  State  line, 
thence  along  Louisiana  Highway  7  to  its 
Junction  with  Louisiana  Highway  15, 
thence  along  Louisiana  Highway  15  to  its 
junction  with  Interstate  Highway  20, 
thence  along  Interstate  Highway  20  to 
its  Jimction  with  Louisiana  Highway  15, 
thence  along  Louisiana  Highway  15  to 
its  jimction  with  U.S.  Highway  84,  thence 
along  U.S.  Highway  84  to  its  Junction 
with  the  Mississippi  River,  thence  along 
the  Mississippi  River  to  its  Junction  with 
Louisiana  Highway  1,  thence  along  Lou¬ 
isiana  Highway  1  to  its  Junction  with 
Louisiana  Highway  69,  thence  along  Lou¬ 
isiana  Highway  69  to  its  junction  with 
Louisiana  Highway  70,  thence  along  Lou¬ 
isiana  Highway  70  to  the  Louisiana-Gulf 
of  Mexico  line,  on  the  one  hand,  and,  on 
the  other,  points  in  Pennsylvania  on  and 
north  of  highways  beghmlng  at  the 
Pennsylvania-West  Virginia  State  line, 
thence  alcmg  Interstate  Highway  70  to 
its  junction  with  U.8.  Highway  40, 
thence  along  UJB.  Highway  40  to  its 
Junction  with  U.S.  Highway  119,  thence 
along  U.S.  Highway  119  to  its  Junction 
with  U.S.  Highway  22,  thence  along  U.S. 


Highway  22  to  its  Junction  with  UJB. 
Highway  522. 

Thence  along  U.S.  Highway  522  to  its 
Junction  with  Interstate  Highway  80, 
thence  along  Interstate  Highway  80  to 
its  Junction  with  UJB.  Highway  11,  thence 
along  UJB.  Highway  11  to  its  Junction 
with  UB.  Highway  6,  thence  along  U.S. 
Highway  6  to  its  Junctiim  with  Pennsyl¬ 
vania  Highway  652,  thence  alcmg  Pom- 
sylvanla  Highway  652  to  the  Pennsyl¬ 
vania-New  York  State  line;  (2)  between 
points  in  Louisiana  on  and  west  of  high¬ 
ways  beginning  at  the  Loulslana-Arkan- 
sas  State  line,  thence  al<xig  Louisiana 
Highway  15  to  its  Junction  with  Inter¬ 
state  POghway  20,  thence  along  Inter¬ 
state  Highway  20  to  its  Junction  with 
U.S.  Highway  165,  thence  alimg  U.S. 
Highway  165  to  its  Junction  with  U.S. 
Highway  167,  thence  alcmg  UJB.  Highway 
167  to  the  Louislana-Oulf  of  Mexico  line, 
on  the  one  hand,  and,  cm  the  other, 
points  in  Pennsylvania;  3.  between 
points  in  Arkansas  on  and  west  of  high¬ 
ways  beginning  at  the  Arkansas-Mls- 
souri  State  line,  thence  alimg  U.S.  High¬ 
way  65  to  its  Junction  with  Arkansas 
Highway  7.  thence  along  Arkansas  High¬ 
way  7  to  its  Junction  with  UJB.  Highway 
67,  thence  along  UJB.  Highway  67  to  its 
Jimction  with  Arkansas  Highway  53, 
thence  almig  Arkansas  Kghway  53  to 
its  Junction  with  Aiicansas  Highway  24, 
thoice  along  Arkansas  Highway  24  to 
its  Junction  with  Arkansas  Highway  7, 
thence  along  Arkansas  Highway  7  to  its 
Junction  with  U.S.  Highway  167,  thence 
along  U.S.  Highway  167  to  the  Arium- 
sas-Loulsiana  State  line,  on  the  one  hand, 
and,  on  the  other,  points  in  Pennsylvania, 
points  in  (^o  on  and  north  of  highways 
beginning  at  the  Ohio-West  Virginia 
State  line,  thence  along  U.S.  Highway  50 
to  its  Junction  with  U.S.  Highway  33, 
thence  along  U.S.  Highway  33  to  its 
Junction  with  U.S.  Highway  22,  thence 
along  U.S.  Highway  22  to  its  Junction 
with  U.S.  Highway  35,  thence  along  U.S. 
Highway  35  to  its  Junction  with  Ohio 
Highway  49. 

Thence  along  Ohio  Highway  49  to  its 
Junction  with  Interstate  Highway  70, 
thence  along  Interstate  Highway  70  to 
the  Ohlo-Indlana  State  line;  4.  between 
points  in  Arkansas  on  and  west  of  high¬ 
ways  beginning  at  the  Arkansas-Mis- 
souri  State  line,  thence  along  U.S.  High¬ 
way  65  to  its  Junction  with  Interstate 
Highway  40.  thence  along  Interstate 
Highway  40  to  its  Junction  with  U.S. 
Highway  65,  thence  ^coig  U.S.  Highway 
65  to  its  Junction  with  U.S.  Highway  167, 
thence  along  U.S.  Highway  167  to  the 
Arkansas-Louislana  State  line,  on  the 
one  hand,  and,  on  the  other,  points  in 
Pennsylvania  on  and  north  of  highways 
beginning  at  the  Pennsylvanla-Lake  Erie 
line,  thence  along  U.S.  Highway  19  to  its 
Junction  with  U.S.  Highway  6,  thence 
along  U.S.  Highway  6  to  its  Junction  with 
U.S.  Highway  219,  th^ce  along  U.S. 
Highway  219  to  its  Junction  with  Inter¬ 
state  Highway  80,  thence  along  Inter¬ 
state  Highway  80  to  its  Junction  with 
U.S.  Highway  322,  thence  along  UJB. 
322  to  its  Junction  with  Pennsylvania 
Highway  283,  thence  along  Pennsylvania 
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Highway  283  to  its  junction  with  U.S. 
Highway  30,  thence  along  U.S.  Highway 
30  to  its  Junction  with  Pennsylvania 
Highway  41,  thence  along  Pennsylvania 
Highway  41  to  the  Pennsylvania-Dela- 
ware  State  line;  5.  between  points  in 
Ohio,  on  the  one  hand,  and,  on  the  other, 
points  in  Louisiana  on  and  west  of  hl^- 
ways  beginning  at  the  Louisiana-Arkan- 
sas  State' line',  thence  along  Louisiana 
Highway  33  to  its  junction  with  Loui¬ 
siana  Highway  15. 

Thence  along  Louisiana  Highway  15 
to  its  junction  with  Interstate  Highway 
20,  thence  along  Interstate  Highway  20 
to  its  junction  with  U.S.  Highway  165, 
thence  along  U.S.  Highway  165  to  its 
junction  with  U.S.  Highway  167,  thence 
along  U.S.  Highway  167  to  the  Loulsi- 
ana-Guif  of  Mexico  line;  6.  between 
points  in  Louisiana  on  and  west  of  high- 
w&ys  beginning  at  the  Loulslana-Arkan- 
sas  State  line,  thence  along  Louisiana 
Highway  7  to  its  junction  with  Louisi¬ 
ana  Highway  15,  thence  along  Louisiana 
Hl^way  15  to  its  junction  with  Inter¬ 
state  Highway  20,  thence  along  Inter¬ 
state  Highway  20  to  its  junction  with 
Louisiana  Highway  15,  thence  along 
Louisiana  Highway  15  to  its  junction 
with  U.S.  Highway  84,  thence  along  U.S. 
Highway  84  to  its  junction  with  the  Mis¬ 
sissippi  River,  thence  along  the  Mis- 
sippl  River  to  its  junction  with  Lou¬ 
isiana  Highway  1,  thence  along  Louisi¬ 
ana  Highway  1  to  its  junction  with 
Louisiana  Highway  69,  thence  along 
Louisiana  Highway  69  to  its  junction 
with  Louisiana  Highway  70,  thence 
along  Louisiana  Highway  70  to  the  Lou- 
Isiana-Gulf  of  Mexico  Une,  on  the  one 
hand,  and,  on  the  other,  points  in  Ohio 
on  and  north  of  highways  beginning  at 
the  Ohlo-Indiana  State  line,  thence 
along  U.S,  Highway  6  to  its  junction 
with  Ohio  Highway  15,  thence  along 
Ohio  Highway  15  to  its  junction  with 
Ohio  Hl^way  65,  thence  along  Ohio 
Highway  65  to  its  junction  with  Inter¬ 
state  Highway  75,  thence  along  Inter¬ 
state  Highway  75  to  its  junction  with 
U.S.  Highwray  224,  thence  along  U.S. 
Highway  224  to  its  jimction  with  U.S. 
Highway  250,  thence  along  U.S.  High¬ 
way  250  to  its  jimctlOTi  wdth  Ohio  High¬ 
way  39.  thence  along  CAio  Highway  39 
to  the  CMilo-Pennsylvanla  State  line;  7, 
between  points  in  Ohio,  on  the  one  hand, 
and,  on  the  other,  points  in  Arkansas  <m 
and  west  (rf  highways  beginning  at  the 
Arkansas-Mlssouri  State  line. 

Thence  along  U.S.  Highway  71  to  the 
Arkansas-Louisiana  State  line;  8.  be¬ 
tween*  points  in  Indiana,  on  the  one 
hand,  and,  on  the  other,  points  in  Lou¬ 
isiana  on  and  west  of  highways  begin¬ 
ning  at  the  Louislana-Arkansas  State 
line,  thence  along  U.S.  Highway  71  to  Its 
junction  with  U.S.  Highway  167,  thence 
along  U.S.  Highway  167  to  its  junction 
with  Louisiana  Highway  82,  thence 
along  Louisiana  Highway  82  to  its  jxmc- 
tion  wlth^  Louisiana  Highway  333, 
thence  along  Louisiana  Highway  333  to 
the  Louisiana-Oulf  of  Mexico  line;  9. 
between  points  in  Indiana  on  and  north 
of  highways  beginning  at  the  Indlana- 


Ohio  State  line,  thence  along  U.S.  High¬ 
way  20  to  the  Indiana-niinois  State  line, 
on  the  one  hand,  and,  on  the  other, 
points  in  Louisiana  on  and  west  of  high¬ 
ways  beginning  at  the  Gulf  of  Mexico- 
Loulslana  line,  thence  along  Louisiana 
Highway  56  to  its  junction  with  Louisi¬ 
ana  Highway  24,  thence  along  Louisiana 
Highway  24  to  its  junction  with  Louisi¬ 
ana  Highway  20,  thence  along  Louisiana 
Highway  20  to  its  junction  with  Louisi¬ 
ana  Highway  18,  thence  along  Louisiana 
Highway  18  to  its  junction  with  Louisi¬ 
ana  Highway  75.  thence  along  Louisiana 
Highway  75  to  its  junction  with  Louisi¬ 
ana  Highway  73,  thence  along  Louisiana 
Highway  73  to  its  junction  with  U.S. 
Highway  61,  thence  along  U.S.  Highway 
61  to  its  junction  with  the  Mississippi 
River,  thaice  along  the  Mississippi  River 
to  its  junction  with  U.S.  Highway  84, 
thence  along  U.S.  Highway  84  to  its 
junction  with  U.S.  Highway  165. 

Thence  along  U.S.  Highway  165  to  its 
jimction  with  Interstate  Highway  20, 
thence  along  Interstate  Highway  20  to 
its  junction  with  U.S.  Highway  167, 
thence  along  UH.  Highway  167  to  the 
Louislana-Arkansas  State  line;  10.  be¬ 
tween  points  in  Indiana  on  and  north  of 
highways  beginning  at  the  Indiana-Ohio 
State  line,  thence  along  U.S.  Highway  24 
to  the  Indiana-Hlinois  State  line,  on  the 
one  hand,  and,  on  the  other,  points  in 
Louisiana  on  and  west  of  highways  be¬ 
ginning  at  the  Gulf  of  Mexico-Louisiana 
line,  thence  along  Louisiana  Highway  56 
to  its  junction  with  Louisiana  Highway 
24,  thence  along  Louisiana  Highway  24 
to  its  junctlcHi  with  Louisiana  Highway 
20,  thence  along  Louisiana  Highway  20 
to  its  junction  with  Louisiana  Highway 
18,  thence  along  Louisiana  Highway  18 
to  its  junction  with  Louisiana  Highway 
75,  thence  along  Louisiana  Highway  75 
to  its  junction  with  Louisiana  Highway 
73,  thence  along  Louisiana  Highway  73 
to  its  junction  with  U.S.  Highway  61. 
thence  along  U  S.  Highway  61  to  its  junc¬ 
tion  with  U.S.  Highway  190,  thence  along 
UH.  Highway  190  to  Its  junction  with 
U.S.  Highway  71,  thence  along  U.S. 
Highway  71  to  Its  junctiim  with  n.S. 
Highway  165,  thence  along  U.S.  Highway 
165  to  its  junction  with  Interstate  High¬ 
way  20,  thence  along  Interstate  High¬ 
way  20  to  its  junction  with  U.S.  Highway 
167,  thence  along  U.S.  Highway  167  to 
the  Louislana-Arkansas  State  line;  11. 
between  points  in  Indiana  on  and  north 
of  highways  beginning  at  the  Indiana- 
Ohio  State  line,  thence  along  UH.  High¬ 
way  40  to  its  jimction  with  U.S.  Highway 
136. 

Thence  along  U.S.  Highway  136  to  the 
Indiana-minols  State  line,  on  the  one 
hand,  aijd,  on  the  other,  points  In  Lou¬ 
isiana  on  and  west  of  highways  begin¬ 
ning  at  the  Louislana-Arkansas  State 
line,  th^ce  along  UJS.  Highway  167  to 
Its  junction  with  Interstate  Highway  20, 
thence  along  Interstate  Highway  20  to 
Its  junction  with  U.S.  Highway  165, 
thence  along  U.S.  Highway  165  to  Its 
junction  with  UJS.  Highway  167,  thence 
along  U.S.  Highway  167  to  its  junction 
with  Louisiana  Highway  82,  thence  along 


Louisiana  Highway  82  to  its  junction 
with  Louisiana  Highway  333,  thence 
along  Louisiana  Highway  333  to  the  Lou- 
isiana-Guly  of  Mexico  line;  12.  between 
points  in  Indiana,  on  the  one  hand,  and, 
on  the  other,  points  in  Arkansas  on  and 
west  ctf  highways  beginning  at  the  Mis- 
souri-Arkansas  State  line,  thmce  along 
UiS.  Highway  71  to  the  Arkansas-Lou¬ 
isiana  State  line;  13.  between  points  in 
Arkansas  on  and  west  of  highways  be¬ 
ginning  at  the  Mlssourl-Arkansas  State 
line,  thence  along  U.S.  Highway  65  to 
its  junction  with  Arkansas  Highivay  7, 
thence  along  Arkansas  Highway  7  to  its 
junction  with  U.S.  Highway  67,  thence 
along  U.S.  Highway  67  to  its  junction 
with  Arkansas  Highway  53.  thence  along 
Arkansas  Highway  53  to  its  junction  with 
Arkansas  Highway  24.  thmce  along 
Arkansas  Highway  24  to  its  junction 
with  U.S.  Highway  79,  thence  along  U.S. 
Highway  79  to  the  Arkansas-Louisiana 
State  line,  on  the  one  hand,  and,  on  the 
other,  pmnts  in  Indiana  on  and  north 
of  highways  beginning  at  the  Indiana- 
niinois  Stote  line,  thence  along  U.S. 
Highway  74  to  the  Indiana-Ohio  State 
line;  14.  between  points  in  Arkansas  on 
and  west  of  highways  beginning  at  the 
Missouri-Arkansas  State  line. 

Thence  along  U.S.  Highway  65  to  its 
junction  with  Arkansas  Highway  9, 
thence  along  Arkansas  Highway  9  to  its 
junction  with  U.S.  Highway  79,  thence 
along  U.S.  Higdiway  79  to  its  junction 
with  Arkansas  Highway  7,  thence  along 
Arkansas  Highway  7  to  its  junction  with 
U.S.  Highway  167,  thence  along  UJS. 
Highway  167  to  the  Arkansas-Louisiana 
State  line,  on  the  one  hand,  and,  on  the 
other,  points  in  Indiana  on  and  ncuiJi  of 
highways  beginning  at  the  Indlana-IUi- 
nois  Stote  line,  thence  along  Indiana 
Highway  28  to  its  junction  with  U.S. 
Highway  31,  thence  along  U3.  Highway 
31  to  its  junction  with  UH.  Highway  35, 
thence  along  UB.  Highway  35  to  its  junc¬ 
tion  with  U.S.  Highway  24,  thence  along 
UJ3.  Highway  24  to  the  Indlana-CHiio 
State  line.  The  purpose  of  this  filing  is  to 
eliminate  the  gateways  Kansas,  Illi¬ 
nois,  Oklahoma,  and  Texas. 

No.  MC  95540  (Sub-No.  E421).  filed 
May  9,  1974.  AppUcant:  WATKINS 
MOTOR  ONES,  INC.,  P.O.  Box  1636, 
Atlanta  Ga.  30301.  Applicant’s  r^resent- 
atlve:  Clyde  W.  Carver,  Suite  212,  5299 
RosweU  Rd.  NE.,  Atlanta,  Ga.  30342.  Au¬ 
thority  sought  to  <^rate  as  a  common 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting;  Frozen  foods,  from 
Pittsburgh,  Pa.,  to  those  points  in  Nevada 
south  of  a  line  beginning  at  the  Callfor- 
nla-Nevada  State  line  and  extending 
along  Nevada  Rdghway  52  to  junction 
Nevada  IBghway  16.  thence  along  Nevada 
Highway  16  to  junction  U.S.  Highway 
95,  thence  alcmg  U.S.  Highway  95  to 
Junction  Interstate  Ifighway  15.  thence 
along  Interstate  Highway  15  to  the 
Nevada-Arlzona  State  line.  The  purpose 
of  this  filing  is  to  eliminate  the  gateways 
of  Richmond.  Va.,  and  Kingsport,  Tenn. 

No.  MC  95540  (Sub-No.  Er736),  filed 
May  17,  1974.  Applicant:  WATKINS 


FEDERAL  REGISTER,  VOL.  40,  NO.  70— THURSDAY,  APRIL  10,  1975 


16264 


tIOTICES 


MOTOR  UNES,  INC.,  P.O.  Box  1636. 
Atlanta.  Oa.  30301.  Applicant's  repre¬ 
sentative:  Clyde  W.  Carver.  6299  Ros¬ 
well  Rd.  NK,  Suite  212.  Atlanta.  Qa. 
80342.  Authority  sought  to  cerate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  Bananas, 
coconuts,  and  ^neapples,  v^n  moving 
In  the  same  vdiicle  and  at  the  same  time 
with  bananas,  from  those  points  in  New 
York  an  and  east  of  U.S.  Highway  9  to 
points  in  Florida.  The  purpose  of  this 
flitng  is  to  eliminate  the  gateway  of 
Jacksonville.  Fla. 

No.  MC  95540  (Sub-No.  E737).  filed 
May  17. 1974.  AppUcant:  WATKINS  MO¬ 
TOR  LINES,  INC.,  P.O.  Box  1636.  At¬ 
lanta.  Oa.  30301.  Ai^llcant’s  representa¬ 
tive:  Clyde  W.  Carver,  Suite  212,  5299 
Roswell  Rd..  NE.,  Athmta,  Oa.  30342.  Au¬ 
thority  soui^t  to  (H>erate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Bananas,  from 
points  in  South  Carolina,  to  those  points 
in  Ccdorado  on  and  south  of  a  line  begin¬ 
ning  at  the  Colorado-Nebraska  State  line 
and  extmding  along  Interstate  Highway 
80  to  Junction  U.S.  Highway  285,  thence 
along  US.  Highway  285  to  juncticm  US. 
Highway  24,  thence  alcmg  U.S.  Highway 
24  to  jimction  Colmtulo  Highway  82, 
thence  along  Colorado  Highway  82  to 
Junction  Texas  Highway  133,  thence 
along  Texas  Highway  133  to  Junction 
Texas  Highway  92,  thence  along  Texas 
Highway  92  to  Jimction  n.S.  Highway  50, 
thoice  along  U.S.  Highway  50  to  the 
Colorado-Utah  State  line.  Hie  purpose 
of  this  filing  is  to  eliminate  the  gateways 
of  JackscxivUle,  Fla.,  and  Gulfport,  Miss. 

No.  MC  102817  (Sub-Nb.  El),  filed 
May  12.  1974.  Applicants  PERKINS 
FURNITURE  TRANSPORT,  INC.,  5034 
Lafayette  Rd.,  Indianapolis,  Ind.  46254. 
Applicant’s  r^resaitative:  Robert  W. 
Loser,  320  N.  Meridian  St,  Indianapolis, 
Ind.  46204.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  trani^orting:  (1) 
New  furniture,  from  points  in  Florida  to 
points  in  Illinois  on  and  north  of  a  line 
beginning  at  the  Ohio  River  and  extend¬ 
ing  along  HUnois  Highway  13,  to  Junc¬ 
tion  Illinois  Highway  149,  thence  along 
Illinois  Highway  149  to  Junction  Illinois 
Highway  3.  thrace  along  Illinois  High¬ 
way  3  to  the  Mississippi  River  (Indiana, 
except  Marlon  County)*;  (2)  New 
furniture,  from  points  In  Florida  to 
points  in  Iowa,  Michigan,  Minnesota, 
Nebra^a,  North  Dakoia,  C^lo,  South 
Dakota,  and  Wisconsin  (Evansville, 
Huntlngburg,  Richmond,  Batesville,  and 
Indiana)  * ;  (3)  New  furniture,  from 
points  in  Florida  on  and  east  of  a  line 
beginning  at  the  Georgia-Florlda  State 
line  end  extending  along  U.S.  Highway 
27  to  Juncticm  Florida  Highway  351, 
thence  along  Florida  mghway  351  to 
termination  at  Horeshal  Point,  to  points 
In  Kansas  (Evansville,  Ind.,  Hunting- 
burg.  Ind.r  and  Indiana)  * ;  (4)  New 
furniture,  from  points  In  Florida  to 
points  in  Kentucky,  that  are  both  on  and 
north  of  U.S.  Highway  62  and  <m  and 
east  of  U.S.  Highway  41  (Evansville,  Ind., 


and  Indiana)  *;  (5)  New  furniture,  from 
points  in  Florida  to  points  in  West  Vir¬ 
ginia  north  of  U.S.  Highway  40  (Indi¬ 
ana)  :  (6)  New  furniture,  from  points  In 
Florida  on  and  south  of  Florida  High¬ 
way  60  to  points  In  Pennsylvania  on  and 
west  of  a  line  beginjoing  at  the  Mary- 
land-Pennsylvanla  State  line  and  ex¬ 
tending  along  Interstate  Highway  70  to 
Junction  U.S.  Highway  19,  thence  along 
U.S.  Highway  19  to  Junction  Pennsyl¬ 
vania  Highway  28,  thence  along  Penn¬ 
sylvania  Highway  28  to  Juncticm  Inter¬ 
state  Highway  80,  thence  alcmg  Inter¬ 
state  Highway  80  to  Jtmctlcm  U.S. 
Highway  219,  thence  along  U.S.  Highway 
219  to  .^.e  Pennsylvania-New  York  State 
line  (Indiana)  • ;  (7)  New  furniture, 
fnmi  points  in  Florida  on  and  north  of 
Florida  Highway  60  to  points  in  New 
York  cm  and  west  of  a  line  beginning  at 
the  Pennsylvania-New  York  State  line 
and  ext^ding  along  New  York  Highway 
16  to  Junc^cm  New  York  Highway  39, 
thence  along  New  York  Highway  39  to 
Jimcticm  Alternate  U.S.  Highway  20, 
thence  along  Alternate  U.S.  Highway  20 
to  New  York  Highway  5,  thence  along 
New  York  Highway  5  to  Junction  New 
York  Highway  21,  thence  alcmg  New 
York  Highway  21  to  Lake  Ontario  (Rich¬ 
mond.  Ind.,  and  Indiana)*;  (8)  New 
furniture,  from  points  in  Florida  to 
points  in  Missouri  on  and  north  of  U.S. 
Highway  50  (Evansville,  Ind.,  and  Indi¬ 
ana)  * :  (9)  New  furniture,  crated  or  un- 
cu^ted.  and  store  and  office  fixtures, 
crated,  (a)  from  points  In  Illinois  that 
are  both  cm  and  north  of  Interstate 
Highway  74  and  Illinois  Highway  47  to 
points  in  Arkansas  (Indiana,  except 
Delphi  and  Milan)  *,  (b)  from  points  In 
Illinois  to  points  in  Connecticut,  Dela¬ 
ware,  Maryland,  Massachusetts  New 
Jersey,  New  York,  and  Virginia  (Indi¬ 
ana,  except  Delphi  and  Milan)  * ; 

(10)  Store  and  office  fixtures,  un- 
CT^ted,  from  points  in  Illinois  on  and 
north  of  U.S.  Highway  50  and  on  and 
south  of  Illinois  Highway  17  to  points 
in  Delaware,  Maryland,  New  Jersey,  New 
York,  Virginia,  and  the  Distrl^  of 
Columbia  (Indiani^lls,  Ind.)*;  (11) 
New  furniture  and  store  and  office  fix¬ 
tures,  crated,  frtxn  points  in  Illinois  to 
points  in  the  Lower  Peninsula  of  Michi- 
eran,  C^o,  Pennsylvania,  West  Virginia, 
District  of  Columbia,  points  in  Kentucky 
on  and  east  of  U.S.  Highway  41,  points 
in  Tennessee,  on  and  east  of  Tennessee 
Highway  13  (Indiana,  except  Delphi,  Tell 
City,  and  Milan)*;  (12)  New  furniture, 
crated  or  imcrated,  and  store  and  office 
fixtures,  crated,  (a)  from  pc^ts  in  Illi¬ 
nois  cm  and  north  of  a  line  beginning  at 
the  Ohio  River  and  extending  alcmg 
Illinois  Highway  13  to  Juncticm  Illinois 
Highway  149,  thence  along  Illinois  High¬ 
way  149  to  Junction  Illinois  Highway  3, 
thence  along  Illinois  Highway  3  to 
Chester,  Bl.,  to  points  in  Georgia  and 
Florida  (points  in  Indiana  except  Milan 
and  Delphi)  * ;  (b)  frcnn  points  in  Illinois 
cm  and  east  of  a  line  beginning  at  the 
Ohio  River  and  extending  along  Illinois 
Highway  130  to  Juncticm  U.S.  fflghway 
45.  thence  along  U.S.  Highway  45  to  the 


Wisoonsin-Hlinols  State  line,  to  points 
in  Iowa,  Kansas.  Minnesota,  Missouri, 
Nebraska,  Ncxth  Dakota,  South  Dakota, 
and  Wisconsin  (points  in  Indiana  except 
Milan  and  Delphi)  * ;  (13)  New  furniture, 
uncrated,  and  new  furniture  in  contain¬ 
ers  when  moving  with  uncrated  i^p- 
ments  of  the  same  comnuxlitles,  from 
points  in  Illinois  between  Illinois  High¬ 
way  17  on  the  north  and  a  line  beginning 
at  the  Kentucky-minois  State  line  and 
extending  along  Illinois  Highway  13  to 
Juncticm  Illinois  Highway  149,  thence 
along  Illinois  Highway  149  to  Junction 
Illinois  Highway  3,  at  Chester,  on  the 
south,  to  points  in  Connecticut,  Dela¬ 
ware,  Florida,  Georgia,  Maryland, 
Massachusetts.  Michigan,  New  Jersey, 
New  York,  Ohio,  Pennsylvania,  Virginia, 
West  Virginia,  District  of  Columbia, 
points  in  Kentucky  east  of  U.S.  Highway 
41  and  points  in  Tennessee  east  of  U.S. 
Highway  31  (Peru,  Huntlngburg,  Muns¬ 
ter,  Batesville,  Jasper,  Richmond,  War¬ 
saw,  Tell  City,  Evansville,  and  Delphi, 
Ind.)  *; 

(14)  New  furniture,  uncrated,  and  new 
furniture  in  containers,  when  shipped 
with  uncrated  furniture,  from  all  points 
in  Indiana  to  points  in  Arkansas,  Con¬ 
necticut.  Delaware,  Florida,  Georgia, 
Iowa,  Kansas,  Maryland,  Massachusetts, 
Minnesota,  Nebraska,  New  Jersey,  New 
York,  North  Dakota,  South  Dakota,  Vir¬ 
ginia.  Wisconsin,  and  District  of  Colum¬ 
bia.  EXCEPTION:  No  shipments  will  be 
made  on  traffic  from  DeKalb.  Lagrange, 
and  Steuben  Counties,  Ind.,  to  points  in 
Allegany.  Cattaraugus,  Chautauqua,  Erie, 
Genesee,  Niagara,  Orleans,  or  Wyoming 
Counties,  N.Y.  (Batesville.  Delphi,  Evans¬ 
ville.  Huntlngburg,  Jasper,  Munster, 
Peru.  Richmond,  Tell  City,  and  Warsaw, 
Ind.)*;  and  (15)  New  furniture,  store 
and  office  fixtures,  crated,  (a)  from  points 
in  Kentucky  on  and  east  of  U.S.  Highway 
41  to  points  in  Illinois  on  and  north  of 
U.S.  Highway  50,  points  in  Missouri  on 
and  north  of  U.S.  Highway  50,  points  in 
Kansas  on  and  north  of  U.S.  Highway  50, 
points  in  Iowa,  MInneosta,  Nebraska, 
North  Dakota,  South  Dakota,  and  Wis¬ 
consin.  points  in  Michigan  on  and  west 
of  U.S.  Highway  23,  and  to  points  in 
the  Upper  Peninsula  of  Michigan  (Evans¬ 
ville,  Huntlngburg,  Richmond,  Batesville, 
and  Indiana)  * ;  and  (b)  from  points  in 
Kentucky  on  and  west  of  Junction  Inter¬ 
state  Highway  75  to  points  in  Connecti¬ 
cut,  Delaware,  Maryland,  Massachusetts, 
Michigan,  New  Jersey,  New  York,  Ohio. 
Pennsylvania,  IMstrlct  of  Columbia,  and 
points  in  West  Virginia  on  and  nprth  of 
U.S.  Highway  40  (Tell  CTlty,  Batesville, 
Ind.,  and  Indiana)  *.  The  purpose  of  this 
filing  is  to  eliminate  the  gateways  indi¬ 
cated  by  asterisks  above. 

No.  MC  107295  (Sub-No.  E206).  filed 
May  9,  1974.  AppUcant:  PRE-FAB 

TRANSIT  CO.,  P.O.  Box  146,  Parmer 
City,  m.  61842.  AppUcant’s  representa¬ 
tive:  Dale  L.  Cox  (same  as  above).  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Wallboard,  from 
the  plant  site  and  warehouse  faculties  of 
the  Upson  Company  at  Bristol,  Ind.  to 
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points  in  that  part  of  Kansas  located  in 
and  west  of  Atchison,  Jacks<m,  Shawnee, 
Wabaunsee,  Lyon,  Chase,  Butler  and 
Cowley  Counties  and  to  points  in  Colo¬ 
rado,  Nebraska,  North  Dakota,  and  South 
Dakota.  Ihe  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  Port  Dodge, 
Iowa. 

No.  MC  107295  (Sub-No.  E207),  filed 
May  9,  1974.  Applicant:  PRE-PAB 

TRANSIT  CO.,  P.O.  Box  146,  Farmer 
City,  HI.  61842.  Applicant’s  representa¬ 
tive:  Dale  L.  Cox  (same  as  above).  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  (1)  Fiberboard 
from  the  plant  site  and  warehouse  fa¬ 
cilities  of  the  Upson  Company  at  Bristol, 
Ind.  to  points  in  Arizona,  New  Mexico, 
and  to  points  in  that  part  of  California 
located  in  and  south  of  San  Mateo,  Santa 
Clara,  Stanislaus,  Mariposa,  and  Mono 
CoimUes,  and  to  points  in  that  part  of 
Mississippi  located  in  and  west  of  De 
Soto,  Tate,  Lafayette,  Calhoim,  Webster, 
Choctaw,  Winston,  Neshoba,  and 
Lauderdale  Counties.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of 
Trumann,  Ark.  (2)  Fiberboard,  from  the 
plant  site  and  warehouse  facilities  of  the 
Upson  Company  at  Bristol,  Ind.  to  points 
in  that  part  of  Kansas  located  in  and 
west  of  Atchison,  Jefferson,  Shawnee, 
Lyon,  Chase,  Butler,  and  Cowley  Covm- 
ties  and  to  points  in  Colorado,  Nebrsiska, 
and  North  Dakota.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of  Fort 
Dodge,  Iowa. 

No.  MC  107295  (Sub-No.  E208),  filed 
May  9,  1974.  Applicant:  PRE-FAB 

TRANSIT  CO.,  P.O.  Box  146,  Parmer 
City,  HI.  61842.  Applicant’s  representa¬ 
tive:  Dale  L.  Cox  (same  as  above).  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Pre- fabricated 
buildngs,  complete,  knocked  down  or  In 
sections:  (1)  from  points  in  that  part  of 
Mississippi  located  in  and  west  of  De 
Soto,  Tate,  Panola,  Tallahatchie,  Le 
Flore,  Holmes,  Madison,  Rankin,  Simp¬ 
son,  Jefferson  Davis,  Marion,  Pearl  River 
and  Harrison  Counties  to  points  in  that 
part  of  Tennessee  located  in  and  west 
of  Robertson,  Davidson,  Williamson, 
Marshall,  and  Lincoln  Counties,  and  to 
points  in  that  part  of  Kentucky  located 
in  and  west  of  Monroe,  Metcalfe,  Adair, 
Casey,  Lincoln,  Garrard,  Madison,  CTlark, 
Montgomery,  Menifee,  Morgan,  Elliott, 
Carter,  and  Boyd  Counties  and  to  points 
in  Indiana;  (2)  from  points  in  Missis¬ 
sippi  to  points  in  New  York  and  Pennsyl¬ 
vania;  (3)  from  points  in  that  part  of 
Mississippi  located  in  and  east  of  De 
Soto,  Tunica,  Coahoma,  Bolivar,  Wash¬ 
ington,  Sharkey,  Yazoo,  Hinds,  Copicah, 
Lawrence,  Marion,  Pearl  River,  and  Han¬ 
cock  Counties  to  points  in  that  part  of 
Missouri  located  in  and  north  of  Jackson, 
Lafayette,  Saline,  Cooper,  Boone,  CaUa- 
way,  Montgomery,  Warren,  St.  Charles, 
and  St.  Louis  Counties.  ITie  purpose  of 
this  filing  is  to  eliminate  the  gateway  of 
(1)  West  Memphis,  Ark.,  (2)  points  in 
Illinois  and  Ohio,  (3)  points  in  Hlinois. 


No.  MC  107295  (Sub-No.  E209),  filed 
May  9.  1974.  AppUcant:  PRE-FAB 
TRANSIT  CO.,  P.O.  Box  146,  Farmer 
City,  HL  61842.  Applicant’s  repres^ta- 
tive:  Dale  L.  Cox  (same  as  above). 
Authority  sought  to  operate  as  a  com¬ 
mon  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Build¬ 
ings,  complete,  knocked  down,  or  in  sec¬ 
tions,  (1)  from  points  In  that  part  of 
Iowa  located  in  and  east  of  Winnebago, 
Hancock,  Wright,  Hamilton,  Story,  Polk, 
Warren,  Clarke,  and  Decatur  Counties, 
to  points  in  Nevada,  New  Mexico,  and 
Utah;  (2)  from  points  in  that  part  of 
Iowa  located  in  and  east  of  Winneshiek, 
Fayette,  Buchanan,  Benton,  Iowa,  Keo¬ 
kuk,  Jefferson,  and  Van  Buren  Counties, 
to  points  in  Colorado  and  Idaho;  (3) 
from  points  in  that  part  of  Iowa  located 
in  and  east  of  Decatur,  Clarke,  Lucas, 
Moore,  Mahaska,  Keokuk,  Iowa,  Linn, 
Jones,  and  Dubuque  Coimties,  to  points 
in  Montana  and  Wyoming;  (4)  from 
points  in  that  part  of  Iowa  located  in 
and  south  of  Decatur,  Clarke,  Lucas, 
Monroe,  Wapello,  Jefferson,  Washington, 
Louisa,  Muscatine,  and  Scott  Coimties, 
to  points  in  North  Dakota;  (5)  from 
points  in  that  part  of  Iowa  located  in 
Scott,  Muscatine,  Louisa,  Des  Moines, 
and  I^  Counties,  to  points  in  South  Da¬ 
kota;  (6)  from  points  in  that  part  of 
Iowa  located  in  and  east  of  Allamakee, 
Clayton,  Delaware,  Jones,  Cedar,  Musca¬ 
tine,  Louisa,  Des  Moines,  and  Lee  Coun¬ 
ties,  to  points  in  Oklahoma;  (7)  from 
points  in  that  part  of  Iowa  located  in 
and  east  of  Allamakee,  Clayton,  Dela¬ 
ware,  Jones,  Cedar,  Muscatine,  Louisa, 
Des  Moines,  and  Lee  Counties,  to  points 
in  Minnesota.  The  purpose  of  this  filing 
is  to  eliminate  the  gateway  of  (1)  points 
in  Wapello  County,  Iowa;  (2)  points  in 
Wapello  County,  Iowa;  (3)  points  in 
Wapello  County,  Iowa;  (4)  points  in 
Wapello  County,  Iowa;  (5)  points  in 
Wapello  County,  Iowa;  (6)  Quincy,  HI.; 
(7)  La  Crosse,  Wis. 

No.  MC  107295  (Sub-No.  E210),  fifed 
May  9,  1974.  Applicant:  PRE-FAB 

TRANSIT  CO.,  P.O.  Box  146,  Farmer 
City,  HI.  61842.  Applicant’s  representa¬ 
tive:  Dale  L.  Cox  (same  as  above). 
Authority  sought  to  operate  as  a  com¬ 
mon  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Pre¬ 
fabricated  and  precut  buildings  or 
houses,  complete,  knocked  down,  or  in 
sections  from  the  District  of  Columbia 
to  points  in  Hlinois,  Indiana,  and  to 
points  in  that  part  of  Kentucky  located 
in  and  west  of  Clinton,  Wayne,  Pulaski, 
Rockcastle,  Jackson,  Estill,  Powell,  Meni¬ 
fee,  Rowan,  Carter,  and  l^yd  Counties. 
’The  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  points  in  Ohio. 

No.  MC  107295  (Sub-No.  E211),  filed 
May  9,  1974.  Applicant:  PRE-PAB 

TRANSIT  CO.,  P.O.  Box  146,  Farmer 
City,  HI.  61842.  Applicant’s  representa¬ 
tive:  Dale  L.  Cox  (same  as  above). 
Authority  sought  to  CHperate  as  a  com¬ 
mon  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Pre¬ 
fabricated  and  precut  buildings  or 
houses,  complete,  knocked  down,  or  in 


sectiim  and  all  compcment  parts  neces¬ 
sary  to  the  construction,  erection,  or 
completion  of  such  buildings  or  houses, 
when  shipped  with  same  (1)  frcHn  points 
In  that  part  of  Virginia  located  in  and 
east  of  Alleghany,  Botetourt,  Roanoke, 
Franklin,  and  Henry  Counties  to  points 
in  Florida;  (2)  from  points  in  that  part 
of  Virginia  located  in  and  east  of  Alle¬ 
ghany,  Botetourt,  Roanoke,  Franklin, 
and  Henry  Counties  to  points  in  that 
part  of  Kentucky  located  in  and  west  of 
Oldham,  Shelby,  Anderson,  Mercer,  Gar¬ 
rard.  The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  (1)  Lumber- 
ton,  N.C.;  (2)  points  in  Tennessee,  Rock¬ 
castle.  Laurel,  Knox,  and  Bell  Counties. 

No.  MC  107295  (Sub-No.  E212),  filed 
May  9,  1974.  Applicant:  PRE-PAB 

TRANSIT  CO.,  P.O.  Box  146,  Parmer 
City,  HI.  61842.  Applicant’s  representa¬ 
tive:  Dale  L.  Cox  (same  as  above).  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Prefabricated  and 
precut  buildings  or  houses,  complete, 
knocked  down  or  in  sections  from  points 
in  that  part  of  North  CTarolina  located  in 
and  east  (rf  Stokes,  Forsyth,  Davidson. 
Rowan,  Cabarrus,  Mecklenburg,  and 
Union  Counties  to  points  in  that  part  of 
Florida  located  in,  east,  and  south  of 
Leon  and  Wakulla  Counties.  ’The  pur¬ 
pose  of  this  filing  is  to  eliminate  the 
gateway  of  Lumberton,  N.C. 

No.  MC  107295  (Sub-No.  E213),  filed 
May  9,  1974.  AiH>licant:  PRE-FAB 

TRANSIT  CO.,  P.O.  Box  146,  Parmer 
City,  HI.  61842.  Applicant’s  representa¬ 
tive:  Dale  L.  Cox  (same  as  above).  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Prefabricated  and 
precut  buildings  or  houses,  complete, 
knocked  down,  or  in  sections  and  all 
component  parts  necessary  to  the  con¬ 
struction,  erection,  or  completion  of  such 
buildings  or  houses,  when  shipped  with 
same  from  points  in  West  Virginia  to 
points  in  that  part  of  Florida  located  in, 
east  and  south  of  Leon  and  Wakulla 
Counties  and  to  points  in  that  part  of 
South  Carolina  located  in  and  east  of 
Jasper.  Colleton,  Dorchester,  Orange¬ 
burg.  Clarendon,  Sumter,  Florence,  Mar¬ 
ion,  and  Dillon  Coimties.  ’The  purpose  of 
this  filing  is  to  eliminate  the  gateway  of 
Lumberton,  N.C. 

No.  MC  107295  (Sub-No.  E214).  filed 
May  9,  1974.  Applicant:  PRE-PAB 

TRANSIT  CO.,  P.O.  Box  146,  Parmer 
City,  HI.  61842.  Af^ilicant’s  representa¬ 
tive:  Dale  L.  Cox  (same  as  above).  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes, transporting:  Prefabricated  build¬ 
ings,  complete,  knocked  down,  or  in  sec¬ 
tions,  (1)  from  poihts  in  Oklahoma  to 
points  in  Alabama,  Florida,  Georgia, 
Mississippi,  North  Carolina,  and  South 
Carolina;  (2)  from  points  in  that  part 
of  Oklahoma  located  in  and  south  of 
Roger  Mills,  Custer,  Blaine,  Kingfisher, 
Logan.  Lincoln.  Creek,  Tulsa,  Wagoner, 
Cherokee,  and  Adair  Counties  to  points 
in  Iowa.  The  purpose  of  this  filing  is  to 


FEDERAL  REGISTER,  VOL.  40,  NO.  70— THURSDAY,  APRIL  10,  1975 


Ifi266 


NOTICES 


dlmlnate  the  gateway  of  (1)  Pine  Bluff. 
Axk^  (2)  points  In  Arkansas. 

Ma  MC  107403  (Sub-No.  E526).  filed 
May  29,  1974.  Applicant:  UATLACK, 
INC..  10  W.  Baltimore  Are..  Lansdowne. 
Pa.  19050.  Apudicant’s  representative: 
John  Ntison  (same  as  above) .  Authority 
soutfit  to  («)erate  as  a  common  carrier, 
by  motor  v^cle,  over  Irregular  routes, 
transporting:  Anhydrous  ammonia  and 
muriatie  add.  in  bulk,  in  tank  v^cles, 
from  neeport,  Tbx.,  to  points  in  Ohio 
(except  those  that  are  west  of  UJ3.  EUgh- 
way  23  and  south  of  UB.  Highway  50) 
and  Michigan  (except  those  that  are  west 
of  UB.  Highway  27  and  south  of  Inter¬ 
state  Highway  96).  Tbe  purpose  oi  this 
filing  is  to  eliminate  the  gateways  of 
Ashland,  Ky.,  and  Baton  Rouge.  La. 

No.  MC  107403  (Sub-No.  E664),  filed 
January  31. 1975.  Applicant:  MATLACK, 
INC.,  10  W.  Baltimore  Ave.,  Lansdowne. 
Pa.  19050.  Applicant’s  representative: 
John  Nelson  (same  as  above) .  Authority 
sought  to  operate  as  a  common  carrier 
by  motor  v^cle,  over  irregular  routes, 
transporting:  Dry  calcium  chloride,  in 
bulk,  in  tank  vehicles,  from  points  in 
Kentucky,  Indiana,  and  Michigan  to 
points  in  Maine.  The  purpose  of  this  fil¬ 
ing  is  to  eliminate  the  gatewaj^s  of 
Painesville,  Ohio,  Solvay,  N.Y.,  and 
Springfield.  Mass. 

No.  MC  107403  (Sub-No.  E668).  filed 
January  31, 1975.  Applicant:  MATLAiTK, 
INC.,  10  W.  Baltimore  Ave.,  Lansdowne. 
Pa.  19050.  Applicant’s  representative: 
John  Nelson  (same  as  above) .  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Dry  calcium  chloride,  from 
those  points  in  Maryland  within  150  miles 
of  Mcmongahela,  Pa.,  to  points  in  Mas¬ 
sachusetts.  New  Hampshire,  and  Ver¬ 
mont.  ’The  piupose  of  this  filing  is  to 
eliminate  the  gateways  of  LewistOwn, 
Pa.,  and  Solvay,  N.Y. 

No.  MC  107403  (Sub-No.  E669),  filed 
January  31, 1975.  Applicant:  MATLAC^K, 
INC.,  10  W.  Baltimore  Ave.,  Lansdowne. 
Pa.  19050.  Applicant’s  representative: 
John  Nelson  (same  as  above) .  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Dry  calcium  chloride,  in 
bulk,  in  tank  vehicles,  from  points  in 
Indiana  to  points  in  Connecticut.  Mas¬ 
sachusetts,  New  Hampshire,  Rhode  Is¬ 
land,  and  Vermont.  The  purpose  of  this 
filing  is  to  eliminate  the  gateways  of 
Painesville,  Ohio,  and  Solvay,  N.Y. 

No.  MC  107403  (Sub-No.  E670) .  filed 
January  31, 1975.  Applicant:  MATLACK, 
INC.,  10  W.  Baltimore  Ave.,  Lansdowne. 
Pa.  19050.  Applicant’s  representative: 
John  Nelson  (same  as  above) .  Authority 
sought  to  operate  as  a  common  carrier 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Dry  calcium  chloride,  in 
bulk,  in  tank  vehicles,  from  points  in 
Michigan  to  points  in  Connecticut,  Mas¬ 
sachusetts,  New  Hampshire,  Rho^  Is¬ 
land.  and  Vermont.  The  purpose  of  this 
filing  is  to  eliminate  the  gateways  of 
Painesville.  Ohio,  and  Solvay.  N.Y. 


Na  MC  107515  (Sub-Na  £542),  filed 
January  27,  1975.  Applicant:  REFRIG¬ 
ERATED  TRANSPORT.  CO..  INC.,  P.O. 
Box  308.  Forest  Park.  Gkt.  33050.  Appli¬ 
cant’s  representative:  R.  M.  Tettlebaum. 
Suite  375,  3379  Peachtree  Rd.  NE. 
Atlanta,  Ga.  30328.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregiilar  routes,  transport¬ 
ing:  1.  unfrozen  meat  and  meat  products, 
in  vehicles  equipped  with  mechanical  re¬ 
frigeration,  from  Gatesville,  N.C.  to  C^all- 
fomia,  Oregon  and  Washington,  2.  Meats, 
meat  products,  meat  by-products,  as  de¬ 
scribed  In  Section  A  of  Appendix  I  to  the 
report  in  Descriptions  in  Motor  Carrier 
Certificates.  61  M.C.C.  209  and  766,  except 
commodities  in  bulk,  in  vehicles  equipped 
with  mechanical  refrigeration,  from 
Goldsboro.  N.C.  to  California,  Oregon 
and  Washington.  TTie  purpose  of  this  fil¬ 
ing  is  to  eliminate  the  gateway  of  Bristol, 
Tenn. 

No.  MC  107515  (Sub-No.  E543).  filed 
January  27.  1975.  Applicant:  RESilllO- 
ERATED  TRANSPORT.  CO.,  INC.,  P.O. 
Box  308,  Forest  Park.  Ga.  33050.  Appli¬ 
cant’s  representative:  R.  M.  Tettlebaum. 
Suite  375,  3379  Peachtree  Rd.  NE, 
Atlanta,  Ga.  30326.  Authority  sought  to 
(^rate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Fresh  and  cured  meats,  other  than 
frozen,  in  vehicles  equipped  with  me¬ 
chanical  refrigeration,  from  points  in 
that  portion  of  Tennessee  on  and  east 
of  a  line  beginning  at  the  Tennessee- 
Kentucky  State  line  and  extending  along 
Alternate  U  S.  Highway  41  to  junction 
Tennessee  Highway  13  thence  over 
Tennessee  Highway  13  to  the  Tennesee- 
Alabama  State  line  (except  that  portion 
of  Davidson  County  formerly  known  as 
the  City  of  Nashville,  Tenn.,  and  except 
McMinnville)  to  Los  Angeles.  Calif,  The 
purpose  of  this  filing  is  to  eliminate  the 
grateway  of  Atlanta,  Ga. 

No.  MC  107515  (Sub-No.  E544).  filed 
January  27,  1975.  Applicant:  REFRIG¬ 
ERATED  TRANSPORT  CO.,  INC.,  P.O. 
Box  308,  Forest  Park,  Ga.  33050.  Appli¬ 
cant’s  representative:  R.  M.  Tettlebaiun, 
Suite  375,  3379  Peachtree  Rd.  NE., 
Atlanta,  Ga.  30326.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Meats,  meat  products,  and  meat  by¬ 
products.  as  described  in  Section  A  of 
Appendix  I  to  the  report  in  Descriptions 
in  Motor  Carrier  Certificates.  61  M.C.C. 
209  and  766  (except  commodities  in  bulk, 
in  tank  vehicles,  and  hides),  from  the 
plant  site  of  Odom’s  Sausage  Company  at 
or  near  Madison.  Tenn.,  to  points  in 
Washington  and  Oregon  on  or  west  of 
U  S.  Highway  97,  El  Cerrito,  Calif.,  points 
in  Marin  County,  Calif.,  and  points  in 
California  on,  north,  or  west  of  a  line  be¬ 
ginning  at  San  Pablo  Bay  at  or  near  San 
Rafael  and  extending  along  U.S.  High¬ 
way  101  to  jimction  California  Highway 
37,  thence  along  (Tallfomla  Highway  37 
to  jimction  Interstate  Highway  80.  thence 
along  Interstate  Highway  80  to  junction 
Interstate  Highway  5,  thence  along  In¬ 
terstate  Highway  5  to  jimction  U.S.  High¬ 


way  97.  thence  along  UB.  Highway  97  to 
the  Callfomia-C)reg<m  State  line.  TTie 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  Bristol.  Va. 

No.  MC  107515  (Sub-No.  E565).  filed 
January  27.  1975.  Applicant:  REFRIG¬ 
ERATED  TRANSPORT  CX>.,  INC.,  P.O. 
Box  308,  Forest  Park,  Ga.  33050.  Appli¬ 
cant’s  representative:  R.  M.  Tettlebaum, 
Suite  375,  3379  Peachtree  Road  NE.,  At¬ 
lanta,  Ga.  30326.  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 
Frozen  edible  meats,  in  vehicles  equipped 
with  mechanical  refrigeration,  from 
Bristol,  Va.,  to  points  in  Arizona,  C^i- 
fomla,  Colorado,  Idaho.  Montana.  Ne¬ 
vada,  New  Mexico.  Oregon,  Utah,  Wash¬ 
ington,  and  Wyoming.  The  purpose  of 
this  filing  is  to  eliminate  the  gateway  of 
points  in  Tennessee  exc^t  Nashville. 

No.  MC  107515  (Sub-No.  E571).  filed 
January  27.  1975.  Applicant:  REFRIG¬ 
ERATED  TRANSPORT  CO.,  INC,,  P.O. 
Box  308,  Forest  Park,  Ga.  33050.  Aw)li- 
cant’s  representative:  R.  M.  Tettlebaum, 
Suite  375,  3379  Peachtree  Rd.,  NE..  At¬ 
lanta.  Ga.  30326.  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 
Cheese,  in  vehicles  equipped  with  me¬ 
chanical  refrigeration.  (1)  from  South 
CTarolina  and  North  CJarolina  to  Califor¬ 
nia.  Oregon,  and  Washington;  (2)  from 
Alabama  to  Oregon  and  Washington; 
(3)  from  Alabama  to  that  portion  of 
California  on  and  north  of  a  line 
beginning  at  the  CJallfomia-Nevada 
State  line  and  extending  along  Cahfomia 
Highway  4  to  junction  California  Hlgh- 
w’ay  99,  thence  along  California  Highway 
99  to  junction  California  Highway  152, 
thence  along  California  Highway  152  to 
junction  U.S.  Highway  101,  thence  along 
U.S.  Highway  101  to  junction  California 
Highway  68,  thence  along  CTalifomia 
Highway  68  to  the  Pacific  Ocean  at  or 
near  Monterey,  Calif.;  suid  (4)  from  that 
portion  of  Alabama  on  and  north  of  a 
line  beginning  at  the  Alabama-Mlssissip- 
pi  State  line  and  extending  along  U.S. 
Highway  82  to  jimction  U.S.  Highway 
231,  thence  along  U.S.  Highway  231  to 
the  Alabama-Florida  State  line,  to  that 
portion  of  California  on  and  north  of  a 
line  beginning  at  the  Nevada-Califomla 
State  line  and  extending  along  California 
127  to  junction  Interstate  Highway  15, 
thence  along  Interstate  Highway  15  to 
junction  Interstate  Highway  10,  thence 
along  Interstate  Highway  10  to  the  Pa¬ 
cific  Ocean  at  or  near  Los  Angeles,  <?alif . 
The  purpose  of  this  filing  is  to  eliminate 
Uie  gateways  of  Atlanta,  Ga.,  and  Chat¬ 
tanooga,  Tenn. 

No.  MC  107515  (Sub-No.  E574).  filed 
January  27,  1975.  Applicant:  REFRIG¬ 
ERATED  TRANSPORT  CO..  INC.,  P.O. 
Box  308,  Forest  Park,  Ga.  33050.  Appli¬ 
cant’s  representative:  R.  M.  Tettlebaum, 
Suite  375,  3379  Peachtree  Rd.  NE., 
Atlanta,  Ga.  30326.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Frozen  foods,  in  vehicles  equipped 
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with  mechanical  refrigeration,  from 
points  in  that  portion  of  Florida  on, 
south,  and  east  of  a  line  beginning  at 
Dead  Man’s  Bay  at  Stelnhatchee,  Fla., 
and  extending  along  Florida  State  High¬ 
way  51  to  its  junction  with  U.S.  Highway 
129,  thence  over  U.S.  Highway  129  to  the 
Oeorgla-Florlda  State  line  to  Denver, 
Colo.,  and  points  in  Colorado  on  or  north 
of  U.S.  Highway  6,  and  to  points  in 
Wyoming,  Montana,  Oregon,  Washing¬ 
ton,  Idaho,  and  Utah.  The  purpose  of 
this  filing  is  to  eliminate  the  gateway  of 
Columbus,  Ohio; 

No.  MC  107515  (Sub-No.  E575).  filed 
January  27,  1975.  Applicant;  REFRIG¬ 
ERATED  TRANSPORT  CO..  INC.,  P.O. 
Box  308,  Forest  Park,  Ga.  33050.  Appli¬ 
cant’s  representative;  R.  M.  Tettlebaum, 
Suite  375,  3379  Peachtree  Rd.  NE., 
Atlanta,  Ga.  30326.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing;  (1)  Frozen  foods  in  vehicles,  equip¬ 
ped  with  mechanical  refrigeration,  from 
New  York,  N.Y„  and  Glassboro,  Haddon- 
fleld,  Vineland,  Swedesboro,  and  Sea- 
brook,  N.J.,  and  (2)  frozen  meat,  fh  vehi¬ 
cles  equipped  with  mechanical  refrigera¬ 
tion  from  Philadelphia,  Pa.,  to  points  in 
California,  Nevada,  Arizona,  New  Mexico, 
Colorado,  Utah,  Idaho,  Montana, 
Wyoming,  Oregon,  and  Washington.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  Columbus,  Ohio. 

No.  MC  107515  (Sub-No.  E577.  filed 
Janu8U7  27,  1975.  Applicant;  REFRIG¬ 
ERATED  TRANSPORT  CO.,  INC.,  P.O. 
Box  308,  Poorest  Park,  Ga.  33050.  Appli¬ 
cant’s  r^resentative;  R.  M.  Tettlebaum, 
Suite  375,  3379  Peachtree  Rd.  NE., 
Atlanta,  Ga.  30326.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing;  (1)  Frozen  foods,  in  vehicles  equip¬ 
ped  with  mechanical  refrigeration,  from 
points  in  Michigan  on  or  east  of  a  line 
beginning  at  Saginaw  Bay  and  extending 
along  Michigan  Highway  247  to  junction 
Michigan  Highway  13,  thence  along 
Michigan  Highway  13  to  junction  U.S. 
Highway  23,  thence  along  U.S.  Highway 
23  to  the  Ohio-Michlgan  State  line  to 
points  in  Colorado;  (2)  Frozen  foods,  in 
vehicles  equipped  with  mechanical  refrig¬ 
eration,  from  points  in  that  portion  of 
the  Lower  Peninsula  of  Michigan  on  or 
south  of  Michigan  Highway  72  to  points 
in  Utah.  The  purpose  of  this  filing  is  to 
eliminate  the  grateway  of  Columbus,  Ohio. 

No.  MC  110817  (Sub-No.  E44).  filed 
May  13,  1974.  Applicant;  E.  L.  FARMER 
It  COMPANY,  Odessa,  Tex.  Applicant’s 
representative;  James  W.  Hightower,  136 
W3mnewood  Professional  Bldg.,  Dallas, 
Tex.  75224.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting;  (1) 
Machinery,  equipment,  materials,  and 
supplies  used  in.  or  in  connection  with 
the  discovery,  development,  production, 
refining,  manufacture,  processing,  stor¬ 
age,  transmission,  and  distribution  of 
natural  gas  and  petroleum  and  their 
products  and  by-products,  and  machin~ 
ery,  equipment,  materials,  and  supplies 


used  In,  or  in  connection  with  the  con¬ 
struction.  operation,  repair,  servicing, 
maintenance,  and  dismantling  of  pipe¬ 
lines  (including  the  stringing  and  pick¬ 
ing  up  thereof) ;  (2)  Earth  drilling  ma¬ 
chinery  and  equipment,  and  machinery, 
equipment,  material,  supplies,  and  pipe 
incidental  to,  used  in,  or  in  connection 
with  (a)  the  transportation.  Installation, 
removal,  operation,  repair,  servicing, 
maintenance,  and  dismantling  of  drill¬ 
ing  machinery  and  equipment,  (b)  the 
completion  of  holes  or  wells  drilled,  (c) 
the  production,  storage,  and  transmis¬ 
sion  of  commodities  resisting  from  drill¬ 
ing  operations  at  well  or  hole  sites,  and 
(d)  the  injection  or  removal  of  com¬ 
modities  to  or  from  holes  or  wells;  (3) 
Machinery,  equipment,  materials,  and 
supplies  used  in  or  in  connection  with 
the  construction,  operation,  repair,  serv¬ 
icing,  maintenance,  and  dismantling  of 
pipelines,  other  than  pipelines  used  for 
the  transmisson  of  natural  gas,  petro- 
leiun,  their  products,  and  by-products, 
water,  or  sewerage,  restricted  to  the 
transportation  of  shipments  moving  to 
or  from  pipeline  rights  of  way;  and  (4) 
Machinery,  equipment,  materials,  and 
supplies  used  in  connection  with  the  con¬ 
struction,  operation,  repair,  servicing, 
maintenance,  and  dismantling  of  pipe¬ 
lines  for  the  transportation  of  water  and 
sewage,  including  the  stringing  and  pick¬ 
ing  up  of  pipe,  between  points  in  Ar¬ 
kansas,  on  the  one  hand,  and,  on  the 
other,  points  in  New  Mexico.  Restriction; 
The  operations  authorized  herein  are  re¬ 
strict^  to  the  transportation  of  traffic 
originating  at  or  destined  to  pipeline 
rights-of-way.  The  purpose  of  this  filing 
is  to  eliminate  the  gateway  of  any  point 
in  Texas. 

No.  MC  110817  (Sub-No.  E45).  filed 
May  13,  1974.  Applicant;  E.  L.  FARMER 
It  COMPANY,  Odessa.  Tex.  Applicant’s 
representative;  James  W.  Hightower,  136 
Wynnewood  Professional  Bldg.,  Dallas, 
Tex.  75224.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting;  (1) 
Machinery,  equipment,  materials,  and 
supplies  used  in,  or  in  connection  with 
the  discovery,  development,  production, 
refining,  manufacture,  processing,  stor¬ 
age,  transmission,  and  distribution  of 
natural  gas  and  petroleum  and  their 
products  and  by-products,  and  machin¬ 
ery,  equipment,  materials,  and  supplies 
used  in,  or  in  connection  with  the  con¬ 
struction,  operation,  repair,  servicing, 
maintenance,  and  dismantling  of  pipe- 
^es  (including  the  stringing  and  pick¬ 
ing  up  thereof) ;  (2)  Earth  drilling  ma¬ 
chinery  and  equipment,  and  machinery, 
equipment,  materials,  supplies,  and  pipe 
Incidental  to,  used  in,  or  in  connection 
with  (a)  the  transportation,  installation, 
removal,  operation,  repair,  servicing, 
maintenance,  and  dismantling  of  drilling 
machinery  and  equipment,  (b)  the  com¬ 
pletion  of  holes  or  wells  drilled,  (c)  the 
production,  storage,  and  transmission  of 
commodities  resulting  from  drilling  op¬ 
erations  at  well  or  hole  sites,  and  (d)  the 
injection  or  removal  of  commodities  to 
or  from  holes  or  wells;  (3)  Machinery, 


equipment,  materials,  and  supplies  used 
in  or  in  connection  with  the  construction, 
operation,  repair,  servicing,  maintenance, 
and  dismantling  of  piE>elines.  other  than 
pipelines  used  for  the  transmission  of 
natviral  gas,  petroleiun,  their  products, 
and  by-products,  water,  or  sewerage,  re¬ 
stricted  to  the  transportation  of  ship¬ 
ments  moving  to  or  from  pipeline  rights 
of  way;  and  (4)  Machinery,  equipment, 
materials,  and  supplies  used  in  connec¬ 
tion  with  the  construction,  operation,  re¬ 
pair,  servicing,  maintenance,  and  dis¬ 
mantling  of  pipelines  for  the  transporta¬ 
tion  of  water  and  sewage,  including  the 
stringing  and  picking  up  of  pipe,  be¬ 
tween  points  in  Louisiana,  on  the  one 
hand,  and,  on  the  other,  points  in  New 
Mexico.  Restriction;  The  operations  au¬ 
thorized  herein  are  restricted  to  the 
transportation  of  traffic  originating  at 
or  destined  to  pipeline  rights-of-way. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  any  point  in  Texas. 

No.  MC  110817  (Sub-No.  E48).  filed 
May  13.  1974.  Applicant;  E.  L.  FARMER 
&  COMPANY,  Odessa,  Tex.  Applicant’s 
representative;  James  W.  Hightower,  136 
Wynnewood  Professional  Bldg.,  Dallas, 
Tex.  75224.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transix)rting;  (1) 
Machinery,  equipment,  materials,  and 
supplies  used  in,  or  in  connection  with  the 
discovery,  development,  production,  re¬ 
fining,  manufacture,  processing,  storage, 
transmission,  and  distribution  of  natural 
gas  and  petroleum  and  their  products 
and  by-products,  and  machinery,  equip¬ 
ment,  materials,  and  supplies  used  in, 
or  in  connection  with  the  construction, 
operation,  repair,  servicing,  mainte¬ 
nance,  and  dismantling  of  pipelines  (in¬ 
cluding  the  stringing  and  picking  up 
thereof) ;  (2)  Earth  drilling  machinery 
and  equipment,  and  machinery,  equip¬ 
ment.  materials,  supplies,  and  pipe  in¬ 
cidental  to,  used  in,  or  in  connection  with 
(a)  the  transportation,  installation,  re¬ 
moval.  operation,  repair,  servicing, 
maintenance,  and  dismantling  of  drill¬ 
ing  machinery  and  equipment,  (b)  the 
completion  of  holes  or  wells  drilled,  (c) 
the  production,  storage,  and  transmis¬ 
sion  of  commodities  resulting  from  drill¬ 
ing  operations  at  well  or  hole  sites,  and 
(d)  the  Injection  or  removal  of  com¬ 
modities  to  or  from  holes  or  wells;  (3) 
Machinery,  equipment,  materials,  and 
supplies  used  in  or  in  connection  with 
the  construction,  operation,  repair,  serv¬ 
icing,  maintenance,  and  dismantling  of 
pipelines,  other  than  pipelines  used  for 
the  transmission  of  natural  gas,  petro¬ 
leum,  their  products,  and  by-products, 
water,  or  sewerage,  restricted  to  the 
transportation  of  shipments  moving  to 
or  from  pipeline  rights  of  way;  and  (4) 
Machinery,  equipment,  materials,  and 
supplies  used  in  connection  with  the  con¬ 
struction,  operation,  repair,  servicing, 
maintenance,  and  dismantling  of  pipe¬ 
lines  for  the  transportation  of  water  and 
sewage,  including  the  stringing  and 
picking  up  of  pipe,  between  points  in 
Arkansas,  on  the  one  hand,  and,  on  the 
other,  points  in  Arizona.  Restriction; 
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The  operations  authorized  herein  are  re¬ 
strict^  to  the  transportation  of  traffic 
originating  at  or  destined  to  pipeline 
rights-of-way.  The  purpose  of  this  filing 
is  to  eliminate  the  gateway  of  any  point 
in  Texas. 

No.  MC  110817  (Sub-No.  E55).  filed 
May  13,  1974.  Applicant:  E.  L.  FARMER 
ti  CXiMPANY,  Odessa,  Tex.  Applicant’s 
representative:  James  W.  Hightower.  136 
Wynnewood  I^fessional  Bldg.,  Dallas, 
Tex.  75224.  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  (1)  Ma¬ 
chinery.^  materials,  supplies  and  equip¬ 
ment,  tridental  to,  or  used  in,  the  con¬ 
struction,  development,  operation,  and 
maintenance  of  facilities  for  the  dis¬ 
covery,  development,  and  production  of 
natural  gas  and  petroleum,  except  the 
picking  up  or  stringing  of  pipe  in  con¬ 
nection  with  main  or  trunk  pipe  lines; 
(2)  earth  drilling  machinery  and  equip¬ 
ment.  ajid  machinery,  equipment,  mate¬ 
rials.  supplies  and  pipe  incidental  to, 
used  in,  or  in  connection  with  (a)  the 
transportation,  installation,  removal, 
operation,  repair,  servicing,  mainte¬ 
nance.  and  dismantling  of  drilling  ma¬ 
chinery  and  equipment:  (b)  the  com¬ 
pletion  of  holes  or  wells  drilled;  (c)  the 
production,  storage,  and  transmission  of 
conmuxlities  resulting  from  drilling  op¬ 
erations  at  well  or  hole  sites;  and  (d) 
the  Injection  or  removal  of  commodities 
to  or  from  holes  or  wells; 

(3)  Machinery,  equipment,  materials, 
and  supplies  used  in  or  in  connection  with 
the  construction,  operation,  repair, 
servicing,  maintenance,  and  dismantling 
of  pipelines,  other  than  pipelines  used  for 
the  transmission  of  natural  gas,  petro¬ 
leum,  their  products  and  byproducts, 
water,  or  sewerage,  restricted  to  the 
transportation  of  shipments  moving  to 
or  from  pipeline  rights  of  way,  between 
points  in  that  part  of  Kansas  on  and 
south  of  a  line  beginning  at  the  Kansas- 
Colorado  State  line,  thence  along  U.S. 
Highway  50  to  junction  U.S.  Highway 
156,  thence  along  U.S.  Highway  156  to 
junction  Kansas  Highway  19,  thence 
along  Kansas  Highway  19  to  junction 
U.S.  Highway  281,  thence  along  U.S. 
Highway  281  to  junction  U.S.  Highway 
54,  thence  along  U.S.  Highway  54  to  junc¬ 
tion  Kansas  Highway  96.  thence  along 
Kansas  Highway  96  to  junction  Kansas 
Highway  47,  thence  along  Kansas  High¬ 
way  47  to  junction  U.S.  Highway  59, 
thence  along  U.S.  Highway  59  to  the 
Kansas -Oklahoma  State  line,  on  the  one 
hand,  and,  on  the  other,  points  in  that 
part  of  Illinois  on  and  south  of  a  line 
beginning  at  the  niinois-Missouri  State 
line,  thence  along  Illinois  Highway  156  to 
junction  Illinois  Highway  13,  thence 
along  Illinois  Highway  13  to  junction  U.S. 
Highway  460,  thence  along  U.S.  Highway 
460  to  junction  Illinois  Highway  127, 
thence  along  Illinois  Highway  127  to 
jimction  U.S.  Highway  50,  thence  along 
U.S.  Highway  50  to  jimction  U.S.  High¬ 
way  45,  thence  along  U.S.  Highway  45 
to  junction  Illinois  Highway  15,  thence 
along  Illinois  Highway  15  to  the  niinois- 
Indiana  State  line.  The  purpose  of  this 


filing  is  to  eliminate  the  gateway  of  any 
points  In  Oklah(»na. 

No.  MC  110817  (Sub-No.  E57),  filed 
May  13,  1974.  AppUcant:  E.  L.  FARMER 
&  COMPANY.  Odessa,  Tex.  Applicant’s 
representative:  James  W.  Hightower,  136 
Wynnewood  Professional  Bldg.,  Dallas, 
Tex.  75224.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  (1) 
Machinery,  materials,  supplies  and 
equipment,  incidental  to,  or  used  in,  the 
construction,  development,  operation, 
and  maintenance  of  facilities  for  the  dis¬ 
covery,  development,  and  production  of 
natural  gas  and  petroleum,  except  the 
picking  up  or  stringing  of  pipe  in  con¬ 
nection  with  main  or  trunk  pipe  lines; 
(2)  earth  drilling  machinery  and  equip¬ 
ment.  and  machinery,  equipment,  ma¬ 
terials,  supplies  and  pipe  incidental  to. 
used  in,  or  in  connection  with  (a)  the 
transportation,  installation,  removal 
operation,  repair,  servicing,  maintenance, 
and  dismantling  of  drilling  machinery 
and  equipment;  (b)  the  completion  of 
holes  or  wells  drilled:  (c)  the  production, 
storage,  and  transmission  of  commodi¬ 
ties  resulting  from  drilling  operations  at 
well  or  hole  sites;  and  (d)  the  injection 
or  removal  of  commodities  to  or  from 
holes  or  wells;  (3)  machinery,  equip¬ 
ment,  materials,  and  supplies  used  in  or 
in  connection  with  the  construction, 
operation,  repair,  servicing,  maintenance, 
and  dismantling  of  pipelines,  other  than 
pipelines  used  for  the  transmission  of 
natural  gas.  petroleum,  their  products 
and  byproducts,  water,  or  sewerage,  re¬ 
stricted  to  the  transportation  of  ship¬ 
ments  moving  to  or  from  pii>eline  rights 
of  way,  between  points  in  that  part  of 
Missouri  on,  south  and  east  of  a  line  be¬ 
ginning  at  the  State  line,  thence  along 
U.S.  Highway  59  to  junction  Missouri 
Highway  116,  thence  along  Missouri 
Highway  116  to  junction  U.S.  Highway 
69,  thence  along  U.S.  Highway  69  to  the 
Missouri-Iowa  State  line,  on  the  one 
hand,  and,  on  the  other,  points  in  that 
part  of  Colorado  on  and  south  of  a  line 
beginning  at  the  Utah-Colorado  State 
line,  thence  along  U.S.  Highway  50  to  the 
Colorado-Kansas  State  line.  The  purpose 
of  this  filing  is  to  eliminate  the  gateway 
of  any  points  in  Oklahoma. 

No.  MC  110817  (Sub-No.  E58) .  filed 
May  13,  1974.  Applicant;  E.  L.  FARMER 
&  (XDMPANY,  Odessa,  Tex.  Applicant’s 
representative;  James  W.  Hightower,  136 
Wynnewood  Professional  Bldg.,  Dallas, 
Tex.  75224.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irreguar  routes,  transporting:  (1) 
Machinery,  materials,  supplies  and 
equipment,  incidental  to,  or  used  in,  the 
construction,  development,  oF>eratlon, 
and  maintenance  of  facilities  for  the  dis¬ 
covery,  development,  and  production  of 
natural  gas  and  r>etroleum,  except  the 
picking  up  or  stringing  of  pipe  in  con¬ 
nection  with  main  or  trunk  pipe  lines; 
(2)  earth  drilling  machinery  and  equip¬ 
ment,  and  machinery,  equipment,  mate¬ 
rials,  supplies  and  pipe  incidental  to, 
used  In,  or  in  connection  with  (a)  the 


transportation,  installation,  removal, 
operation,  repair,  servicing,  maintenance, 
and  dismantling  of  drilling  machinery 
and  equipment;  (b)  the  completion  of 
holes  or  wells  drilled;  (c)  the  production, 
storage,  and  transmi^on  of  commodities 
resulting  from  drilling  operations  at  well 
or  hole  sites;  and  (d)  the  injection  or 
removal  of  commodities  to  or  from  holes 
or  wells;  (3)  machinery,  equipment,  ma¬ 
terials.  and  supplies  used  in  or  in  con¬ 
nection  with  the  construction,  operation, 
repair,  servicing,  maintenance,  and  dis¬ 
mantling  of  pipelines,  other  than  pipe¬ 
lines  used  for  the  transmission  of  nat¬ 
ural  gas,  F>etroleum,  their  products  and 
by-products,  water,  or  sewerage,  re¬ 
stricted  to  the  transportation  of  ship¬ 
ments  moving  to  or  from  pipeline  rights 
of  way,  between  points  in  that  part  of 
Missouri  on  and  south  of  a  line  begin¬ 
ning  at  the  Kansas-Missouri  State  line, 
thence  along  U.S.  Highway  54  to  junction 
Missouri  Highway  5,  thence  along  Mis¬ 
souri  Highway  5  to  junction  Missouri 
Highway  7,  thence  along  Missouri  High¬ 
way  7  to  junction  U.S.  Highway  66, 
thence  along  U.S.  Highway  66  to  the 
Missouri-Illinois  State  line,  on  the  one 
hand,  and.  on  the  other,  points  in  that 
part  of  Colorado  on  and  south  of  a  line 
beginning  at  the  Colorado-Wyoming 
State  line,  thence  along  U.S.  Highway  87 
to  junction  Colorado  Highway  52,  thence 
along  Colorado  Highway  52  to  junction 
Colorado  Highway  6,  thence  along  Colo¬ 
rado  Highway  6  to  junction  U.S.  High¬ 
way  34,  thence  along  U.S.  Highway  34 
to  the  Colorado-Nebraska  State  line.  The 
purpose  of  this  filing  is.  to' eliminate  the 
gateway  of  any  point  in  Oklahoma. 

No.  MC  110817  (Sub-No.  E64),  filed 
May  13.  1974.  Applicant:  E.  L.  FARMER 
&  COMPANY,  Odessa,  Tex.  Applicant’s 
representative:  James  W.  Hightower,  136 
Wynnewood  Professional  Bldg.,  Dallas, 
Tex.  75224.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Machinery,  equipment,  materials,  and 
supplies  used  in  connection  with  the  con¬ 
struction,  op>eration,  repair,  servicing, 
maintenance  and  dismantling  of  pipe¬ 
lines  for  the  transportation  of  water  and 
sewage,  including  the  stringing  and 
picking  up  pipe,  restricted  to  the  trans¬ 
portation  of  traffic  originating  at  or  des¬ 
tined  to  pipeline  rightp-of-way,  between 
points  in  Louisiana  on  the  one  hand,  and, 
on  the  other,  points  in  Oklahoma.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  any  point  in  Texas. 

No.  MC  110817  (Sub-No.  E66),  filed 
May  13.  1974.  Applicant:  E.  L.  PARMER 
&  COMPANY,  Odessa,  Tex.  Applicant’s 
representative:  James  W.  Hightower,  136 
Wynnewood  Professional  Bldg.,  Dallas, 
Tex.  75224.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  (1) 
Machinery,  materials,  supplies  and 
equipment,  incidental  to,  or  used  in,  the 
construction,  development,  operation, 
and  maintenance  of  facilities  for  the  dis¬ 
covery,  development,  and  production  of 
natural  gas  and  petroleum;  (2)  earth 
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drUling  machinery  and  equipment,  and 
machinery,  equipment,  material,  sup¬ 
plies  and  pipe  incidental  to,  used  in,  or 
in  connection  with  (a)  the  transporta¬ 
tion,  installation,  removal,  operation, 
r^air,  servicing,  maintenance,  and  dis¬ 
mantling  of  drilling  machinery  and 
equipment;  (b)  the  completion  of  holes 
or  wells  drilled;  (c)  the  production,  stor¬ 
age,  and  transmission  of  commodities  re¬ 
sulting  from  drilling  operations  at  well 
or  hole  sites;  and  (d)  the  injection  or 
removal  of  commodities  to  or  from  holes 
or  wells;  (3)  machinery,  equipment,  ma¬ 
terials.  and  supplies  used  in  or  in  connec¬ 
tion  with  the  constniction,  operation, 
repair,  servicing,  maintenance,  and  dis¬ 
mantling  of  pipelines,  other  than  pipe¬ 
lines  used  for  the  transmission  of  natural 
gas,  petroleum,  their  products  and  by¬ 
products,  water  or  sewage,  restricted  to 
the  transportation  of  shipments  moving 
to  or  from  pipeline  rights  of  way,  be¬ 
tween  points  in  that  part  of  Missouri  on 
and  east  of  a  line  beginning  at  the  lowa- 
Missouri  State  line,  thence  along  Mis¬ 
souri  Highway  15  to  jimction  Missouri 
Highway  22,  thence  along  Missouri  High¬ 
way  22  to  junction  Missouri  Highway  19, 
thence  along  Missouri  Highway  19  to  the 
Missourl-Arkansas  State  line,  on  the  one 
hand,  and,  on  the  other,  points  in  that 
part  of  Kansas  on  and  south  of  a  line 
beginning  at  the  Kansas-Colorado  State 
line,  thence  along  U.S.  Highway  160  to 
the  Kansas-Missourl  State  line.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the  gate¬ 
way  of  any  point  in  Oklahoma. 

No.  MC  110817  (Sub-No.  E67),  fUed 
May  13,  1974.  AppUcant;  E.  L.  FARMER 
&  COMPANY,  Odessa,  Tex.  Applicant’s 
representative:  James  W.  Hightower,  136 
Wyzmewood  Professional  Bldg.,  DeiUas, 
Tex.  75224.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  Irregular  routes,  transporting:  (1) 
Machinery,  materials,  supplies  and 
equipment.  Incidental  to,  or  used  in,  the 
construction,  development,  operation, 
and  maintenance  of  facilities  for  the  dis¬ 
covery!  development,  and  production  of 
natural  gas  and  petroleum;  (2)  earth 
drVUng  machinery  and  equipment,  and 
machinery,  equipment,  materials,  sup¬ 
plies  and  pipe  incidental  to,  used  in,  or  in 
connection  adth  (a)  the  transportation, 
installation,  removal,  operation,  repair, 
servicing,  maintenance,  and  dismantling 
of  drilling  machinery  and  equipment; 
(b)  the  completion  of  holes  or  wells 
drilled:  (c)  the  production,  storage,  and 
transmission  of  commodities  resulting 
from  drilling  operations  at  well  or  hole 
sites;  and  (d)  the  injection  or  removal 
of  commodities  to  or  from  holes  or  wells; 
(3)  machinery,  equipment,  materials, 
and  supplies  used  in  or  in  connection 
with  the  construction,  operation,  repair, 
servicing,  maintenance,  and  dismantling 
of  pipelines,  other  than  pir>elines  used 
for  the  transmission  of  nattiral  gas, 
petroleum,  their  products  and  byprod¬ 
ucts,  water,  or  sewerage,  restricted  to 
the  transportation  of  shipments  moving 
to  or  from  pipeline  rights  of  way,  be¬ 
tween  points  in  that  part  of  Missouri  on, 
east  and  south  of  a  line  beginning  at  the 


lowa-Missourl  State  line,  thence  along 
U.S.  Highway  69,  to  jimction  Missouri 
Highway  13,  thence  along  Missoiuri  High¬ 
way  13  to  junction  Missouri  Highway  2, 
thence  along  Missouri  Highway  2  to  the 
Missouri-Kansas  State  line,  on  the  one 
hand,  and,  on  the  other,  points  in  that 
part  of  Kansas  on,  south  and  west  of  a 
line  beginning  at  the  Kansas-Coloiado 
State  line,  thence  along  U.S.  Highway 
160  to  junction  U.S.  Highway  283,  thence 
along  U.S.  Highway  283  to  the  Kansas- 
Oklahoma  State  line.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of  any 
point  in  Oklahoma. 

No.  MC  110817  (Sub-No.  E68),  filed 
May  13,  1974.  AppUcant:  E.  L.  PARMER 
(c  COMPANY,  Odessa,  Tex.  Applicant’s 
representative:  James  W.  Hightower,  136 
Wynnewood  Professional  Bldg.,  Dallas, 
Tex.  75224.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  (1) 
Machinery,  materials,  supplies  and 
equipment,  incidental  to,  or  used  in,  the 
construction,  development,  operation, 
and  maintenance  of  faciUties  for  the  dis¬ 
covery,  development,  and  production  of 
natural  gas  and  petroleum;  (2)  earth 
drilling  machinery  and  equipment,  arid 
machinery,  equipment,  materials,  sup¬ 
plies  and  pipe  incidental  to,  used  in,  or 
in  connection  with  (a)  the  transporta¬ 
tion,  installation,  removal,  operation,  re¬ 
pair,  servicing,  maintenance,  and  dis¬ 
mantling  of  drilling  machinery  and 
equipment:  (b)  the  completion  of  holes 
or  wells  drilled;  (c)  the  production,  stor¬ 
age.  and  transmission  of  commodities 
resulting  from  driUing  operations  at  weU 
or  hole  sites;  and  (d)  the  injection  or 
removal  of  commodities  to  or  from  holes 
or  wells;  (3)  machinery,  equipment, 
materials,  and  supplies  used  in  or  in  con¬ 
nection  with  the  construction,  operation, 
repair,  servicing;,  maintenance,  and  dis- 
mantUng  of  pipelines,  other  than  pipe¬ 
lines  used  for  the  transmission  of  natural 
gas,  petroleum,  their  products  and  by¬ 
products,  water,  or  sewerage,  restricted 
to  the  transportation  of  shipments  mov¬ 
ing  to  or  from  pipeline  rights  of  way,  be¬ 
tween  points  in  that  part  of  Missouri  on, 
south  and  west  of  a  line  beginning  at  the 
Kansas-Missourl  State  line,  thence  along 
U.S.  Highway  54  to  junctbm  Missouri 
Highway  39.  thence  along  Missouri  High¬ 
way  39  to  the  Missourl-Arkansas  State 
Une,  on  the  one  hand,  and,  on  the  other, 
points  in  that  part  of  Kansas  on  and 
west  of  a  line  beginning  at  the  Kansas- 
Nebraska  State  line,  thence  along  Kan¬ 
sas  Highway  15  to  junction  US  Highway 
56.  thence  along  US  Highway  56  to  junc¬ 
tion  Kansas  Highway  14,  thence  along 
Kansas  Highway  14  to  junction  US  High¬ 
way  50,  thence  along  US  Highway  50  to 
junction  US  Highway  183,  thence  along 
US  Highway  183  to  the  Kansas-Okla- 
homa-State  line.  The  purpose  of  this  fil¬ 
ing  is  to  eliminate  the  gateway  of  any 
point  in  Oklcdioma. 

No.  MC  110817  (Sub-No.  E-69),  filed 
May  13,  1974.  Applicant:  E.  L.  FARMER 
b  COMPANY,  Odessa.  Tex.  Applicant’s 
representative:  James  W.  Hightower.  136 
Wynnewood  Professional  Bldg.,  Dallas. 


Tex.  75224.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  (1) 
Machinery,  materials,  supplies  and  equip¬ 
ment.  incidental  to,  or  used  in.  the  con¬ 
struction,  development,  operation,  and 
maintenance  of  facilities  for  the  discov¬ 
ery,  development,  and  production  of  nat¬ 
ural  gas  and  petroleum;  (2)  earth  drill¬ 
ing  machinery  and  equipment,  and  ma¬ 
chinery,  equipment,  materials,  equip¬ 
ment.  materials,  supplies  and  pipe  inci¬ 
dental  to,  used  in,  or  in  connection  with 
(a)  the  transportation,  installation,  re¬ 
moval,  operation,  repair,  servicing,  main¬ 
tenance,  and  dismantling  of  drilling  ma¬ 
chinery  and  equipment:  (b)  the  comple¬ 
tion  of  holes  or  wells  drilled;  (c)  the 
production,  storage,  and  transmission  of 
commodities  resulting  from  drilling  of>- 
erations  at  well  or  hole  sites;  and  (d) 
the  injection  or  removal  of  commodities 
to  or  from  holes  or  wells;  (3)  machinery, 
equipment,  materials,  and  supplies  used 
in  or  in  connection  with  the  construction, 
operation,  repair,  servicing,  maintenance, 
and  dismantling  of  pipelines,  other  than 
pipelines  used  for  the  transmission  of 
natural  gas,  pietroleum,  their  products 
and  byproducts,  water,  or  sewerage,  re¬ 
stricted  to  the  transportation  of  ship¬ 
ments  moving  to  or  from  pipeline  rights 
of  way,  between  points  in  that  part  of 
Missouri  on,  south  and  east  of  a  line  be¬ 
ginning  at  the  Missouri-Hlinois  State 
line,  thence  along  UB.  Highway  60  to 
junction  U.S.  Highway  63,  thence  along 
U.S.  Highway  63  to  junction  Missouri 
Highway  17,  thence  along  Missouri 
Highway  17  to  the  Missouri-Arkansas 
State  line,  on  the  one  hand,  and,  on  the 
other,  points  in  that  part  of  Kansas  on, 
west  and  south  of  a  line  beginning  at  the 
Kansas-Nebraska  State  line,  thence 
along  Kansas  Highway  99  to  junction 
Kansas  Highway  16,  thence  along  Kan¬ 
sas  Highway  16  to  junction  Kansas 
Highway  116,  thence  along  Kansas 
Highway  116  to  the  Kansas-Missouri 
State  line.  The  purpose  of  this  filing  is 
to  eliminate  the  gateway  of  any  point 
in  Oklahoma. 

No.  MC  110817  (Sub-No.  E70).  filed 
May  13.  1974.  Applicant:  E.  L.  FARMER 
&  COMPANY,  Odessa,  Tex.  Applicant’s 
representative:  James  W.  Hightower, 
136  Wynnewood  Professional  Bldg.,  Dal¬ 
las,  Tex.  75224.  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 
Machinery,  equipment,  materials,  and 
supplies  us^  in  coimection  with  the  con- 
stniotioa,  operation,  repair,  servicing, 
maintenance  and  dismantling  of  pipe¬ 
lines  for  the  transportation  of  water  and 
sewage,  including  the  stringing  and  pick¬ 
ing  up  of  pipe,  restricted  to  the  trans- 
p(M*tation  of  trafBc  originating  at  or  des¬ 
tined  to  pipeline  rights-of-way,  between 
points  in  that  part  of  Kansas  on  and 
west  of  a  line  banning  at  the  Kansas- 
Ndt>raska  State  line,  thence  along  U.S. 
Highway  75  to  juncti<m  Kansas  Highway 
47.  thence  along  Kansas  Highway  47  to 
junction  U.S.  Highway  169,  thence  along 
UB.  Highway  169  to  the  Kansas-Okla- 
homa  State  line,  on  the  one  hand,  and, 
on  the  other,  points  in  Arkansas.  Hie 
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purpose  of  this  filing  is  to  eliminate  the 
gateway  of  any  point  in  Oklahoma  or 
Texas. 

No.  MC  110817  (Sub-No.  E71),  filed 
May  13,  1974.  Applicant;  E.  L.  FARMER 
ti  COMPANY,  Odessa,  Tex.  Applicant’s 
representative:  James  W.  Hightower,  136 
Wynnewtxxl  Professional  Bldg.,  Eiallas, 
Tex.  75224.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  Irregular  routes,  transporting:  Ma¬ 
chinery,  equipment,  materials,  and  sup¬ 
plies  us^  in  connection  with  the  con¬ 
struction,  operation,  repair,  servicing, 
maintenance  and  dismantling  of  pipe¬ 
lines  for  the  transportation  of  w'ater  and 
sewage,  including  the  stringing  and  pick¬ 
ing  up  of  pipe,  restricted  to  the  trans¬ 
portation  of  traffic  originating  at  or  des¬ 
tined  to  pipeline  rights-of-way,  between 
points  in  Arkansas,  on  the  one  hand,  and, 
on  the  other,  points  in  Nevada.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the 
gateway  of  any  point  in  Texas  or  Okla¬ 
homa. 

No.  MC  110817  (Sub-No.  E72),  filed 
May  13,  1974.  Applicant:  E.  L.  PARMER 
&  COMPANY,  Odessa,  Tex.  Applicant’s 
representative:  James  W.  Hightower,  136 
Wynnewood  Professional  Bldg.,  Dallas, 
Tex.  75224.  Authority  sought  to  cqaerate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Ma¬ 
chinery,  equipment,  materials,  and  sup¬ 
plies  used  in  c<mnection  with  the  con¬ 
struction,  operation,  repair,  servicing, 
maintenance  and  dismantling  of  pipe¬ 
lines  for  the  transportation  of  water  and 
sewage,  including  the  stringing  and  pick¬ 
ing  up  of  pipe,  restricted  to  the  trans¬ 
portation  of  traffic  originating  at  or  des¬ 
tined  pipeline  rights-of-way,  between 
points  in  Arkansas,  on  the  one  hand,  and, 
on  the  other,  points  in  Utah.  Ihe  pmrptose 
of  this  filing  is  to  eliminate  the  gateway 
of  any  px^t  in  Texas  or  Oklahoma. 

No.  MC  110817  (Sub-No.  E73),  filed 
May  13,  1974.  Applicant;  E.  L.  FARMER 
&  COMPANY,  Odessa,  Tex.  Applicant’s 
representative:  James  W.  Hightower,  136 
Wynnewood  Professioneil  Bldg.,  Dallas, 
Tex.  75224.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Ma¬ 
chinery.  equipment,  materials,  and  sup¬ 
plies  in  connection  with  the  con¬ 
struction,  operation,  repjair,  servicing, 
maintenance,  and  dismantling  of  pipe¬ 
lines  for  the  transportation  of  water  and 
sewage,  including  the  stringing  and  pick¬ 
ing  up  of  pipe,  restricted  to  the  transpor¬ 
tation  of  traffic  originating  at  or  des¬ 
tined  to  pipeline  rights-of-way,  between 
points  in  Arkansas,  on  the  one  hand,  and, 
on  the  other,  points  in  Colorado.  The 
pmrpose  of  this  filing  is  to  eliminate  the 
gateway  of  any  point  in  Texas  or  Okla¬ 
homa. 

No.  MC  110817  (Sub-No.  E74),  filed 
May  13,  1974.  Applicant:  E.  L.  FARMER 
&  COMPANY,  Odessa,  Tex.  Applicant’s 
rep>resentative:  James  W.  Hightower,  136 
Wynnewood  Professional  Bldg.,  Dallas, 
Tex.  75224.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 


over  irregular  routes,  transporting:  Ma¬ 
chinery,  equipment,  materials,  and  sup¬ 
plies  used  in  connection  writh  the  con¬ 
struction,  oporation,  repair,  servicing, 
maintenance  and  dismantling  of  pipo- 
lines  for  the  transportation  of  water  and 
sewage,  including  the  stringing  and 
piicking  up  of  pip>e,  restricted  to  the 
transportation  of  traffic  originating  at  or 
destined  to  pipeline  rights-of-way,  be¬ 
tween  points  in  Arkansas,  on  the  one 
hand,  and,  on  the  other,  points  in  Mon¬ 
tana.  The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  any  point  in 
Texas  or  Oklahoma. 

No.  MC  110817  (Sub-No.  E75).  filed 
May  13,  1974.  Applicant;  E.  L.  FARMER 
&  COMPANY,  Odessa,  Tex.  Applicant’s 
representative;  James  W.  Hightower,  136 
Wynnewood  Professional  Bldg.,  Dallas, 
Tex.  75224.  Authority  sought  to  oporate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Ma¬ 
chinery,  equipment,  materials,  and  sup¬ 
plies  used  in  connection  wdth  the  con¬ 
struction,  operation,  repair,  servicing, 
maintenance  and  dismantling  of  pipo- 
lines  for  the  transportation  of  water  and 
sewage,  including  the  stringring  and 
picking  up  of  pipje,  restricted  to  the 
transportation  of  traffic  originating  at  or 
destined  to  pipoline  rights-of-w'ay,  be¬ 
tween  points  in  Arkansas,  on  the  one 
hand,  and,  on  the  other,  points  in  Wyo¬ 
ming.  The  purpx>se  of  this  filing  is  to 
eliminate  the  gateway  of  any  points  in 
Texas  or  Oklahoma. 

No.  MC  110817  (Sub-No.  E96),  filed 
May  13,  1974.  Applicant;  E.  L.  PARMER 
&  COMPANY,  Odessa,  Tex.  Applicant’s 
representative:  James  W.  Hightower,  136 
Wynnewood  Professional  Bldg.,  Dallas, 
Tex.  75224.  Authority  sought  to  oporate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Ma¬ 
chinery.  equipment,  materials,  and  sup¬ 
plies  used  in  connection  with  the  con¬ 
struction,  oporation,  repair,  servicing, 
maintenance  and  dismantling  of  pipie- 
lines  for  the  transportation  of  water  and 
sewage,  including  the  stringing  and 
pncking  up  of  pipo,  restricted  to  the 
transportation  of  traffic  originating  at  or 
destined  to  plpjeline  rights-of-way,  be¬ 
tween  points  in  Louisiana,'  on  the  one 
hand,  and,  on  the  other,  points  in  Mon¬ 
tana.  The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  any  point  in 
Texas  or  Oklahoma. 

No.  MC  110817  (Sub-No.  E77),  filed 
May  13,  1974.  Applicant;  E.  L.  PARMER 
&  COMPANY,  Odessa,  Tex.  Applicant’s 
representative:  James  W.  Hightower,  136 
Wynnewood  Professional  Bldg.,  Dallas, 
Tex.  75224.  Authority  sought  to  oporate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregxilar  routes,  transporting:  Ma¬ 
chinery,  equipment,  materials,  and  sup¬ 
plies  used  in  connection  with  the  con¬ 
struction,  oporation,  repoir,  servicing, 
maintenance  and  dismantling  of  pipo- 
lines  for  the  transportation  of  water  and 
sewage,  including  the  stringing  and 
pncking  up  of  pipo,  restricted  to  the 
transportation  of  traffic  originating  at  or 
destined  to  plpollne  rights-of-way,  be¬ 
tween  points  in  Louisiana,  on  the  one 


hand,  and,  on  the  other,  points  in  Kan¬ 
sas.  'The  purpxise  of  this  filing  is  to  elim¬ 
inate  the  gateway  of  any  point  in  Texas 
or  Oklahoma. 

No.  MC  110817  (Sub-No.  E78),  filed 
May  13,  1974.  Applicant:  E.  L.  PARMER 
&  COMPANY,  Odessa,  Tex.  Applicant’s 
representative:  James  W.  Hightower, 
136  Wynnewood  Professional  Bldg.,  Dal¬ 
las,  Tex.  76224.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing;  Machinery,  equipment,  materials, 
and  supplies  used  in  connection  with  the 
construction,  operation,  repair,  servic¬ 
ing,  maintenance  and  dismantling  of 
pipielines  for  the  transportation  of  water 
and  sewage,  including  the  stringing  and 
picking  up  of  pipo,  restricted  to  the 
transportation  of  traffic  originating  at 
or  destined  to  pipoline  rights-of-way, 
between  points  in  Louisiana,  on  the  one 
hand,  and,  on  the  other  points  in  Colo¬ 
rado.  ’The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  any  point  in 
Texas  or  Oklahoma. 

No.  M€  110817  (Sub-No.  E79),  filed 
May  13.  1974.  Applicant:  E.  L.  FARMER 
&  COMPANY,  Odessa,  Tex.  Applicant’s 
representative:  James  W.  Hightower, 
136  Wynnewood  Professional  Bldg.,  Dal¬ 
las,  Tex.  75224.  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Machinery,  equipment,  materials, 
and  supplies  used  in  connection  with  the 
construction,  oporation,  repair,  servic¬ 
ing,  maintenance  and  dismantling  of 
pipjelines  for  the  transportation  of  water 
and  sewage,  including  the  stringing  and 
picking  up  of  pipo,  restricted  to  the 
transportation  of  traffic  originating  at  or 
destined  to  pipoline  rights-of-way,  be¬ 
tween  points  in  Louisiana,  on  the  one 
hand,  and,  on  the  other,  points  in  Wyo¬ 
ming.  'The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  any  point  in 
Texas  or  Oklahoma. 

No.  MC  110817  (Sub-No.  E80),  filed 
May  13.  1974.  Applicant:  E.  L.  PARMER 
&  COMPANY,  Odessa,  Tex.  Applicant’s 
representative:  James  W.  Hightower, 
136  Wynnewood  Professional  Bldg., 
Dallas,  Tex.  75224.  Authority  sought  to 
oporate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Machinery,  equipment,  materials, 
and  supplies  used  in  connection  with  the 
construction,  oporation,  repair,  servic¬ 
ing,  maintenance  and  dismantling  of 
pipolines  for  the  transportation  of  water 
and  sewage,  including  the  stringing  and 
picking  up  of  pipe,  restricted  to  the 
transportation  of  traffic  originating  at 
or  destined  to  pipoline  rights-of-way, 
between  points  in  Louisiana,  on  the  one 
hand,  and,  on  the  other,  points  in  Utah. 
The  purpx)se  of  this  filing  is  to  eliminate 
the  gateway  of  any  point  in  Texas  or 
Oklahoma. 

No.  MC  110817  (Sub-No.  E81).  filed 
May  13.  1974.  Applicant:  E.  L.  PARMER 
ti  COMPANY,  Odessa,  Tex.  Applicant’s 
representative:  James  W.  Hightower, 
136  Wynnewood  Professional  Bldg.,  Dal¬ 
las,  Tex.  75224.  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor 
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vdilcle.  over  Irregular  routes,  trans¬ 
porting:  Machinery,  equipment,  mate- 
rials,  and  supplies  used  In  connection 
with  the  construction,  operation,  repair, 
servicing,  maintenance  and  dismantling 
of  pipelines  for  the  transportation  of 
water  and  sewage,  including  the  string¬ 
ing  and  picking  up  of  pipe,  restricted  to 
the  transportation  of  traffic  originating 
at  or  destined  to  pipelines  rights-of-way, 
between  points  in  Louisiana,  on  the  one 
hand,  and.  on  the  other,  points  in 
Nevada.  The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  any  point  in 
Texas  or  Oklahoma. 

No.  MC  110817  (Sub-No.  E82),  filed 
May  13.  1974.  AppUcant:  E.  L.  FARMER 
&  COMPANY,  Odessa,  Tex.  Applicant’s 
representative:  James  W.  Hightower,  136 
wjmnewood  Professional  Bldg.,  Dallas, 
Tex.  75224.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Ma¬ 
chinery,  equipment,  materials,  and  sup¬ 
plies  used  in  connection  with  the  con¬ 
struction,  operation,  repair,  servicing, 
maintenance  and  dismantling  of  pipe¬ 
lines  for  the  transportation  of  water  and 
sewage,  including  the  stringing  and  pick¬ 
ing  up  of  pipe,  restricted  to  the  trans¬ 
portation  of  traffic  originating  at  or  des¬ 
tined  to  pipeline  rights-of-way,  between 
points  in  Oklahoma,  on  the  one  hand, 
and,  on  the  other,  points  in  Montana. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  any  point  in  Texas. 

No.  MC  110817  (Sub-No.  E84).  filed 
May  19.  1974.  AppUcant:  E.  L.  FARMER 
ft  COMPANY,  Odessa,  Tex.  AppUcant’s 
representative:  James  W.  Hightower,  136 
Wynnewood  Professional  Bldg.,  Dallas, 
Tex.  75224.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregvilar  routes,  transporting:  Ma¬ 
chinery,  equipment,  materials,  and  sup¬ 
plies  used  in  connection  with  the  con¬ 
struction,  operation,  repair,  servicing, 
maintenance  and  dismantling  of  pipe¬ 
lines  for  the  transportation  of  water  and 
sewage,  including  the  stringing  and  pick¬ 
ing  up  of  pipe,  restricted  to  the  trans- 
irartatlon  of  traffic  originating  at  or  des¬ 
tined  to  pipeline  rights-of-way,  between 
points  in  Colfax  and  Union  Counties. 
N.  Mex.,  on  the  one  hand,  and,  on  the 
other,  points  in  that  part  of  Montana 
on  and  east  of  a  Une  beginning  at  the 
International  Boimdary  line  between  the 
United  States  and  (Canada,  thence  along 
Montana  Highway  91  to  the  U.S.  Highway 
89,  thence  along  U.S.  Highway  89  to  the 
Montana-Wyoming  State  line.  The  pur¬ 
pose  of  this  filing  is  to  eUminate  the 
gateway  of  ahy  point  in  Texas  or 
Oklahoma. 

No.  MC  110817  (Sub-No.  E85).  filed 
May  19.  1974.  AppUcant:  E.  L.  FARMER 
ft  COMPANY,  Odessa.  Tex.  AppUcant’s 
representative:  James  W.  Hightower,  136 
Wynnewood  Professional  Bldg.,  Dallas, 
Texas  75224.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Ma¬ 
chinery,  equipment,  materials,  and  sup¬ 
plies  used  in  connection  with  the  con¬ 
struction,  operation,  repair,  servicing. 


maintenance  and  dismantling  of  pipe¬ 
lines  for  the  transportation  of  water  and 
sewage.  Including  the  st^dnglng  and  pick¬ 
ing  up  of  pipe,  restricted  to  the  trans¬ 
portation  of  traffic  originating  at  or  des¬ 
tined  to  pipeline  rights-of-way,  between 
points  in  New  Mexico,  (except  points  in 
Valencia,  McKinley,  San  Juan,  Rio  Ar¬ 
riba,  Taos.  Colfax,  and  Union  Coimties) , 
on  the  one  hand,  and,  on  the  other, 
points  in  that  part  of  Montana  on  and 
east  of  a  Une  beginning  at  the  Inter¬ 
national  Boundary  Une  between  the 
United  States  and  Canada,  thence  along 
Montana  Highway  232  to  Jimction  U.S. 
Highway  87,  thence  along  U.S.  Highway 
87  to  Junction  Montana  Highway  230, 
thence  along  to  jimction  U.S.  Highway 
87,  thence  along  U.S.  Highway  87  to 
junction  U.S.  Highway  191,  thence  along 
U.S.  Highway  191  to  junction  Interstate 
Highway  90.  thence  along  Interstate 
Highway  90  to  junction  U.S.  Highway  89, 
thence  along  U.S.  Highway  89  to  the 
Montana-Wyoming  State  Une.  ’The  pur¬ 
pose  of  this  fiUng  is  to  eUminate  the 
gateway  of  any  point  in  Texas  or  Okla¬ 
homa. 

No.  MC  110817  (Sub-No.  E86).  filed 
May  13,  1974.  AppUcant:  E.  L.  FARMER 
ft  COMPANY,  Odessa.  Tex.  AppUcant’s 
representative:  James  W.  Hightower,  136 
W3mnewood  Professional  Bldg.,  DaUas, 
Tex.  75224.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  (1) 
Machinery,  materials,  supplies  and  equip¬ 
ment,  incidental  to,  or  used  in,  the  con¬ 
struction,  development,  (H>eration,  and 
maintenance  of  facilities  for  the  discov¬ 
ery,  development,  and  production  of  nat¬ 
ural  gas  and  petroleum,  except  the  pick¬ 
ing  up  or  stringing  of  pipe  in  connection 
with  main  or  trunk  pipe  Unes;  (2)  earth 
drilling  machinery  and  equipment,  and 
machinery,  equipment,  materials,  sup¬ 
plies  and  pipe  incidental  to,  used  in,  or 
in  connection  with  (a)  the  transporta¬ 
tion,  installation,  removal,  operation,  re¬ 
pair,  servicing,  maintenance,  and  dis¬ 
mantling  of  driUing  machinery  and 
equipment,  (b)  the  completion  of  holes 
or  weUs  driued;  (c)  the  production,  stor¬ 
age,  and  transmission  of  commodities 
resulting  from  drUUng  operations  at  weU 
or  hole  sites;  and  (d)  the  injection  or 
removal  of  cmiunodities  to  or  from  holes 
or  wells;  (3)  machinery,  equipment,  ma¬ 
terials,  and  supplies  used  in  or  in  connec¬ 
tion  with  the  construction,  operation,  re¬ 
pair,  servicing,  maintenance,  and  dis¬ 
mantling  of  pipeUnes,  other  than  pipe¬ 
lines  used  for  the  transmission  of  natural 
gas,  petroleum,  their  products  and  by¬ 
products,  water,  or  sewerage,  restrict^ 
to  the  transportation  of  shipments  mov¬ 
ing  to  or  from  pipeline  rights  of  way, 
between  points  in  I^ssissippi,  on  the  one 
hand,  and,  on  the  other,  points  in  Mon¬ 
tana.  The  purpose  of  this  filing  is  to  elim¬ 
inate  the  gateway  of  any  point  in  Texas. 

No.  MC  110817  (Sub-No.  E87),  filed 
May  13,  1974.  AppUcant:  E.  L.  FARMER 
ft  COMPANY,  Odessa,  Tex.  AppUcant’s 
representative:  James  W.  Hightower.  136 
Wynnewood  Professional  Bldg.,  Dallas, 


Tex.  75224.  Authority  sought  to  operate 
as  a  common  carrier,  by  motm:  vehicle, 
over  Irregular  routes,  tranporting:  (1) 
Machinery,  materials,  supplies,  and 
equipment.  Incidental  to.  or  used  in,  the 
construction,  development,  operation, 
and  maintenance  of  faculties  for  the  dis¬ 
covery,  development,  and  production  of 
natural  gas  and  petroleum,  except  the 
picking  up  or  stringing  of  pipe  in  con¬ 
nection  with  main  or  trunk  pipeUnes;  (2) 
Earth  drilling  machinery  and  equipment, 
and  machinery,  equipment,  materials, 
suppUes,  and  pipe  Incidental  to,  used  in, 
or  in  connection  with  (a)  the  transpor¬ 
tation,  instaUation,  removal,  operation, 
repair,  servicing,  maintenance,  and  dls- 
mantUng  of  driUing  machinery  and 
equipment,  (b)  the  completion  of  holes 
or  wells  drUled.  (c)  the  production,  stor¬ 
age.  and  transmission  of  commodities  re¬ 
sulting  from  drilling  operations  at  weU 
or  hole  sites,  and  (d)  the  Injection  or 
removal  of  commodities  to  or  from  holes 
or  wells;  and  (3)  Machinery,  equipment, 
materials,  and  supplies  used  in  or  in  con¬ 
nection  with  the  construction,  operation, 
repair,  servicing,  maint^ance,  and  dis¬ 
mantling  of  pipeUnes,  other  than  pipe¬ 
Unes  used  for  the  transmission  of  natural 
gas.  petroleum,  their  products  and  by¬ 
products,  water,  or  sewerage,  restricted 
to  the  transportation  of  shipments  mov¬ 
ing  to  or  from  pipeUne  rights  of  way, 
between  points  in  that  part  of  Missouri 
on  and  south  of  a  Une  beginning  at  the 
Kansas-Missourl  State  Une,  thence  along 
Missouri  Highway  150  to  junction  U.S. 
Highway  50,  thence  along  U.S.  Highway 
50  to  junction  Missouri  Highway  13, 
thence  along  Missouri  Highway  13  to 
junction  UJ3.  Highway  24. 

Thence  along  U.S.  Highway  24  to  junc¬ 
tion  U.S.  Highway  65,  thence  along  U.S. 
Highway  65  to  junction  Missouri  High¬ 
way  41,  thence  along  Missouri  Highway 
41  to  junction  U.S.  Highway  40,  thence 
along  U.S.  Highway  40  to  junction  Mis¬ 
souri  Highway  5.  thence  along  Missouri 
Highway  5  to  junction  Missouri  High¬ 
way  124,  thence  along  Missouri  Highway 
124  to  junction  Missoimi  Highway  22, 
thence  along  Missouri  Highway  22  to 
junction  U.S.  Highway  54,  thence  along 
U.S.  Highway  54  to  the  Missouri-IlUnois 
State  Une,  on  the  one  hand,  and,  on  the 
other,  points  in  that  part  of  Montana  on 
and  west  of  a  Une  beginning  at  the 
United  States-Canada  International 
Boundary  Une.  thence  along  U.S.  High¬ 
way  91  to  junction  U.S.  Highway  89, 
thence  along  U.S.  Highway  89  to 'Mon¬ 
tana  Highway  200,  thence  along  Montana 
Highway  200  to  junction  U.S.  Highway 
287,  thence  along  U.S.  Highway  287  to 
junction  U.S.  Highway  191,  thence  along 
U.S.  Highway  191  to  the  Montana-Wyo¬ 
ming  State  Une.  The  purpose  of  this  filing 
is  to  eUminate  the  gateway  of  any  point 
in  Texas. 

No.  MC  110988  (Sub-No.  E5).  (Correc¬ 
tion)  ,  filed  October  13, 1974,  published  in 
the  Federal  Register  November  25, 1974. 
AppUcant:  SCHNEIDER  TANK  LINES, 
INC.,  200  W.  Cecil  St..  Neenah,  Wls. 
54956.  AppUcant’s  representative:  Neil  A. 
Du  Jardin  (same  as  above).  Authority 


FCDERAL  REGISTER,  VOL.  40,  NO.  70 — THURSDAY,  APRIL  10,  1975 


16272 


NOTICES 


sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  (1)  Corn  products,  in  bulk, 
in  tank  vehicles  (except  com  oil  in  bulk) , 
from  Dayton,  Ohio,  to  points  in  Minne¬ 
sota  (the  storage  facilities  of  The  Hu- 
binger  Co„  at  Elk  Grove  Village.  Ill.)  • : 
(7)  Chromium  sulphate,  in  bulk,  in  tank 
vehicles,  from  South  Beloit,  HI.,  to  points 
in  Colorado,  points  in  that  part  of  Ken¬ 
tucky  on  and  east  of  U-S.  Highway  45, 
points  in  that  part  of  Indiana  on  and 
south  of  a  line  beginning  at  the  Hhnois- 
Tndia.nn  State  line,  thence  along  U.S. 
Highway  40  to  junction  Indiana  Highway 
67,  thence  along  Indiana  Highway  67  to 
the  Indiana-Ohio  State  line,  points  in 
that  part  of  Ohio  on,  south,  and  east  of 
a  iini»  beginning  at  the  Indiana-(%io 
State  line,  thence  along  Ohio  Highway  29 
to  junction  U.S.  Highway  127,  thence 
along  U.S.  Highway  127  to  the  Ohio- 
Mlchigan  State  line,  and  points  in  that 
part  of  Minnesota  on,  west,  and  north  of 
a  line  beginning  at  the  Minnesota-Iowa 
State  line,  thence  along  U.S.  Highway 
59  to  junction  Minnesota  Highway  23, 
thence  along  Mlimesota  Highway  23  to 
the  Minnesota-Wisconsin  State  line 
(Ifilwaukee,  Wis.)  *.  Restriction:  The 
operations  authorized  above  are  re¬ 
stricted  to  the  transportation  of  traffic 
originating  at  the  plant  site  and  ware¬ 
house  facilities  of  the  Cargill  Co.,  Inc., 
at  Dayton,  Ohio.  The  purpose  of  this 
filing  is  to  eliminate  the  gateways  indi¬ 
cated  by  asterisks  above,  nie  purpose  of 
this  partial  correction  is  to  correct  the 
territorial  description  in  (7)  above,  and 
to  Include  all  the  numbers  in  the  re¬ 
striction.  The  remainder  of  this  letter- 
notice  ranalns  as  previously  published. 

No.  MC  111170  (Sub-No.  El),  filed 
May  13.  1974.  AppUcant:  WHEELING 
PIPE  LINE,  INC..  P.O.  Box  1718,  El  Do¬ 
rado,  Aric.  71730.  Applicant’s  representa¬ 
tive:  Tom  E.  Mocx'e  (same  as  above). 
Authority  sought  to  operate  as  a  com¬ 
mon  carrier,  by  motor  vehicle,  over  irreg¬ 
ular  routes,  transporting:  (1)  Petroleum 
and  petroleum  products,  as  described  in 
Appendix  ym  to  the  report  in  Descrip¬ 
tions  in  Motor  C^arrier  Certificates.  61 
M.C.C.  209.  in  bulk,  in  tank  vehicles, 
from  pc^ts  in  that  part  of  Texas 
bounded  by  a  line  beginning  at  the 
Texas-Louislana  State  line  and  extend¬ 
ing  along  UB.  Highway  84  to  Rush,  Tex., 
thence  along  UJS.  Highway  79  to  Tyler, 
Tex.,  thence  along  UB.  Highway  271  to 
Mount  Pleasant,  Tex.,  thence  alcxig  U.S. 
Highway  67  to  the  Texas-Arkansas  State 
line  and  thence  along  the  Texas-Arkan¬ 
sas  State  line  and  the  Texas-Louislana 
State  line  to  pcdnt  of  beginning  to  points 
in  that  part  of  Mississippi  located  cm  and 
north  of  UB.  Highway  80;  (2)  Petroleum 
and  petroleum  products,  as  described  in 
Appendix  igtt  to  the  report  in  Descrip¬ 
tions  in  Motor  Carrier  Certificates,  61 
M.C.C.  209,  In  bulk,  in  tank  vehicles,  ex¬ 
cept  liquefied  petroleum  gas.  natural  gas- 
ohne,  and  those  petroleum  products 
which  are  also  described  as  acids  or 
chemicals  in  Appmdix  XV  to  the  repmt 
In  Descriptions  in  Motor  Carrier  Cer¬ 
tificates.  61  M.C.C.  209,  (a)  from  points 


in  that  part  of  Texas  bounded  by  a  line 
beginning  at  the  Texas-Lo\ilsiana  State 
line  and  extending  along  UB.  Highway 
84  to  Rush,  Tex. 

Thence  along  UB.  Highway  79  to 
Tyler,  Tex.,  thence  along  U.S.  Highway 
271  to  Moimt  Pleasant,  Tex.,  thence 
along  n.S.  Highway  67  to  the  Texas- 
Arkansas  State  line  and  thence  along 
the  Texas-Arkansas  State  line  and  the 
Texas-Louisiana  State  line  to  point  of 
beginning  to  points  in  that  part  of  Mis¬ 
souri  bounded  on  the  west  by  UB.  High¬ 
way  65  and  on  the  east  by  Missouri 
Highway  5  (except  points  within  200 
miles  of  Conway.  Ark.),  and  pointk  in 
Illinois;  (b)  from  points  in  Warren 
County,  Miss.,  and  points  in  that  part  of 
Louisiana  located  on  and  north  of  U.S. 
Highway  84  to  points  in  Missouri  (except 
points  east  of  Missouri  Highway  5  and 
within  200  miles  of  Conway,  Aik.),  and 
to  points  in  Illinois.  The  purpose  of  this 
fihng  is  to  eliminate  the  gateway  of 
points  in  Union  County,  Ark.) .  (3)  Petro¬ 
chemicals,  in  bulk,  in  tank  vehicles,  from 
points  in  that  part  of  Texas  bounded  by 
a  line  beginning  at  the  Texas-Louisiana 
State  line  and  extending  along  n.S. 
Highway  84  to  Rush,  Tex.,  thmce  along 
'U.S.  Highway  79  to  TVler,  Tex.,  thence 
alcmg  U.S.  Highway  271  to  Mount  Pleas¬ 
ant.  Tex.,  thence  sJong  n.S.  Highway  67 
to  the  Texas-Arkansas  State  line  and 
thence  along  the  Texas-Arkansas  State 
line  and  the  Texas-Louisiana  State  line 
to  point  ot  beginning  to  points  tn 
Georgia,  South  Carolina,  and  North  Car¬ 
olina.  'Ihe  purpose  of  this  filing  Is  to 
eliminate  the  gateway  of  Crossett,  Ark.) . 

(4)  Petro-chemicals,  in  bulk,  in  tank  ve¬ 
hicles,  from  points  in  Warren  and  Wash¬ 
ington  Counties.  Miss.,  to  points  in 
Oklahoma.  The  purpose  ol  this  filing  is  to 
eliminate  the  gateway  of  Malvern,  Aik.) . 

(5)  Petro-chemicals,  in  bulk,  in  tank  ve¬ 
hicles.  from  points  in  that  part  of  Texas 
beginning  at  the  Texas-Louisiana  State 
line  and  extending  along  n.S.  Highway 
84  to  Rush,  Tex.,  thence  along  U.S.  High¬ 
way  79  to  Tyler,  Tex.,  thence  along  U.S. 
Highway  271  to  Moimt  Pleasant,  Tex., 
thence  along  n.S.  Highway  67  to  the 
Texas-Arkansas  State  line  and  thence 
along  the  Texas-Arkansas  State  line  and 
tile  Texas-Louisiana  State  line  to  point 
ot  beginning  <to  points  in  Tennessee,  re¬ 
stricted  against  the  transportation  of 
fertilizer  and  fertilizer  ingredients.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  (Thicot  County,  Ark. 

No.  MC  112617  (Sub-No.  E46).  filed 
May  11.  1974.  Ai^licant:  LIQUID 

TRANSPORTERS.  INC.,  P.O.  Box  21395, 
Louisville,  Ky.  40221.  Applicant’s  repre¬ 
sentative:  (Zharles  R.  Disord  (same  as 
above) .  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  v^cle,  over 
Irregular  routes,  transporting:  Liquefied 
petroleum  gas,  in  bulk,  in  tank  vehicles, 
from  the  terminal  of  Warren  Petroleum 
Company  at  or  near  Crossville,  m.,  to 
points  in  that  part  of  Kentucky  on  and 
east  of  a  line  beginning  at  the  Indiana- 
Kentucky  State  line  extending  along  U.S. 
Highway  41  to  the  Kentucky-Tennessee 
State  line.  ’Ihe  purpose  of  this  filing  is 


to  eliminate  the  gateway  of  the  pipeline 
terminal  of  the  Texas  Eastern  Trans¬ 
mission  Corp.,  at  or  near  Princeton,  Gib¬ 
son  County,  Ind. 

No.  MC  112617  (Sub-No.  E67),  filed 
May  11,  1974.  AppUcant:  LIQUID 

TRANSPORTERS,  INC.,  P.O.  Box  21395, 
LoulsviUe,  Ky.  40221.  AppUcant’s  repre¬ 
sentative:  Charles  R.  Dunford  (same  as 
above) .  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Whiskey, 
in  bulk,  in  tank  vehicles,  from  points  in 
that  part  of  Maryland  on  and  east  of  a 
line  begining  at  Baltimore,  Md.,  extend¬ 
ing  along  Interstate  Highway  83  to  the 
Pennsylvania-Maryland  State  line,  and 
C>oints  in  that  part  of  Pnensylvania  on, 
east,  and  south  of  a  line  beglimlng  at 
the  Maryland-Pennsylvania  State  line 
extending  along  Interstate  Highway  83 
to  junction  Interstate  Highway  81, 
thence  along  Interstate  Highway  81  to 
Scranton,  Pennsylvania,  thence  along 
Interstate  Pennsylvania  Highway  590  to 
the  New  York-Pennsylvania  State  line, 
to  points  in  Illinois.  Indiana,  Tullahoma, 
Okla.,  and  points  in  that  part  of  Ohio  on 
and  south  of  a  line  beginning  at  the 
Ohlo-Pennsylvanla  State  line  extending 
along  Interstate  EUghway  70  to  the  CUilo- 
Indiana  State  line.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of  any 
point  in  Kentucky. 

No.  MC  112617  (Sub-No.  E94).  filed 
May  11.  1974.  AppUcant:  LIQUID 

TRANSPORTERS,  INC.,  P.O.  Box  21395, 
LouisviUe,  Ky.  40221.  AppUcant’s  repre¬ 
sentative:  Charles  R.  Dunford  (same  as 
above) .  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Liquefied 
petroleum  gases,  in  bulk,  in  tank  v^lcles, 
from  Ficklin,  HI.,  to  points  in  Alabama, 
Georgia,  Florida,  Mississippi,  North 
Carolina,  South  Carolina,  and  Tennessee. 
’The  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  Doe  Run.  Ky.,  or  Cal¬ 
vert  City,  Ky.,  or  West  Hendersmi.  Ky. 

No.  MC  112617  (Sub-No.  E104).  filed 
May  11,  1974.  AppUcant:  LIQUID 

TRANSPORTERS,  INC.,  P.O.  Box  21395, 
LouisviUe,  Ky.  40221.  AppUcant’s  repre¬ 
sentative:  CTharles  R.  Dunford  (same  as 
above) .  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  Bitumi¬ 
nous  materials,  used  in  the  construction, 
improvement,  and  maintenance  of  hleh- 
ways,  over  Irregular  routes,  from  points 
in  Jefferson  County,  Ky.,  and  points  in 
that  part  of  Kentucky  on.  north,  and 
west  of  a  line  beginning  at  the  Indlana- 
Kentuc^  State  line  extending  along 
Interstate  Highway  64  to  junction  Inter¬ 
state  Highway  75.  thence  along  Inter¬ 
state  Highway  75  to  the  Kentucky-Ohio 
State  line,  to  points  in  Tennessee.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  Bowling  Green.  Ky. 

No.  MC  112617  (Sub-No.  EllO),  filed 
May  11.  1974.  Ai^Ucant:  LIQUID 

TRANSPORTERS.  INC.,  PD.  Box  21395, 
LouisviUe,  Ky.  40221.  AppUcant’s  repre¬ 
sentative:  Cfiiarles  R.  Dimford  (same  as 
above).  AuthiMity  sought  to  operate  as 
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a  common  carrier',  by  motor  v^cle,  over 
irregular  routes,  transporting:  Liquid 
cfiemicals.  In  bulk,  In  tank  vehicles,  from 
Charleston,  Tenn.,  to  points  In  Missouri 
and  Wisconsin.  The  purpose  of  this  filing 
Is  to  eliminate  the  gateway  of  Doe  Run 
or  Calvert  City,  Ky. 

No.  MC  112617  (Sub-No.  Elll),  filed 
May  11.  1974.  Applicant:  LIQUID 

TRANSPORTERS,  INC.,  P.O.  Box  21395, 
Louisville,  Ky.  40221.  Ai^licant’s  repre¬ 
sentative:  Charles  R.  Dimford  (same  as 
above) .  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  v^cle,  over 
Irregular  routes,  transporting:  Chemi¬ 
cal,  as  described  In  Appendix  XV  to  the 
report  In  Descriptions  in  Motor  Carrier 
Certificates,  61  M.C.C.  209,  In  bulk.  In 
tank  v^cles,  from  Seymour,  Ind.,  and 
Freeman  Field  (near  S^mour) ,  Ind.,  to 
points  In  Arkansas.  Florida,  and  Louisi¬ 
ana.  The  piupose  of  this  fiUng  is  to  elim¬ 
inate  the  gateway  of  Doe  Run,  Ky. 

No.  MC  112617  (Sub-No.  E112).  filed 
May  11.  1974.  AiHilicant:  LIQUID 

TRANSPORTERS,  INC.,  P.O.  Box  21395, 
Louisville.  Ky.  40221.  Api^cant’s  repre¬ 
sentative:  Charles  R.  Dunford  (same  as 
above) .  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  Liquid 
petroleum  asphalt,  in  bulk.  In  tank  ve¬ 
hicles.  frcun  points  In  Davidson  County. 
Tenn.,  to  points  in  that  pcuit  of  Indiana 
on  and  east  of  a  line  beginning  at  the 
Indlana-Kentucky  State  line  extending 
along  Interstate  Highway  65  to  the  In- 
(Uana-minois  State  line.  The  purpose  of 
this  filing  is  to  eliminate  the  gateway  of 
the  site  of  the  Koitucky  Asphalt  Termi¬ 
nal.  located  at  or  near  Louisville.  Ky. 

No.  MC  112617  (Sub-No.  E113).  filed 
May  11.  1974.  Applicant:  UQXHD 

TRANSPORTERS,  INC.,  P.O.  Box  21395, 
Louisville,  Ky.  40221.  Ai^llcant’s  r^re- 
■entative:  Charles  R.  Dunford  (same  as 
idx>ve) .  Authmlty  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  Liquid 
chemicals,  in  bulk,  in  tank  v^cles  (ex¬ 
cept  those  which  are  petroleum  products 
and  are  listed  in  Appendix  xm  to  the 
rq?ort  in  Descriptions  in  Motor  Carrier 
Certificates.  61  M.C.C.  209),  in  bulk.  In 
tank  v^cles,  from  Himtington,  W.  Va., 
to  points  in  those  parts  of  Alabama  and 
Tennessee,  <«  and  west  of  a  line  begin¬ 
ning  at  the  Alabama-norida  State  line 
extending  along  interstate  Highway  65 
to  the  Kentucky-Tennessee  State  line. 
The  purpose  of  this  filing  Is  to  eliminate 
the  gateway  of  Doe  Run,  Ky. 

No.  MC  112617  (Sub-No.  E114).  filed 
May  11,  1974.  AppUcant:  LIQUID 

TRANSPORTERS,  INC.,  P.O.  Box  21395, 
Loxiisvllle,  Ky.  40221.  Applicant’s  repre¬ 
sentative:  Charles  R.  Dunford  (same  as 
above) .  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  Liquid 
chemicals.  In  bulk.  In  tank  vdilcles,  from 
points  In  Robertson  County.  Tenn.,  to 
points  In  Maryland.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of  Doe 
Run,  Ky. 


No.  MC  112617  (Sub-No.  E115).  filed 
May  11,  1974.  Applicant:  LIQUID 

TRANSPORTERS,  INC.,  P.O.  Box  21395, 
Louisville,  Ky.  40221.  Applicant’s  repre¬ 
sentative:  Charles  R.  Dunford  (same  as 
above) .  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  tran^rting:  Petroleum 
products,  as  described  In  Aipendlx  Xm 
to  the  report  In  Descriptions  in  Motor 
Carrier  Certificates,  61  M.C.C.  209  (ex¬ 
cept  petroleum  prodricts  described  in  Ap¬ 
pendices  XIV  and  XV  to  the  report  in 
Descriptions  case,  supra) ,  in  bulk,  in  tank 
vehicles,  fr(»n  Seymour,  Ind.,  and  Free¬ 
man  Field  (near  Seymour),  Ind.,  to 
points  In  that  part  of  New  York  on  and 
east  of  a  line  beginning  at  the  New  Tork- 
Pennsylvanla  State  line  extending  along 
Interstate  Highway  81  to  the  United 
States-Canada  International  Boundary 
line.  The  piupose  of  this  filing  is  to  elimi¬ 
nate  the  gateway  of  the  refineries  at  or 
near  Leach,  Ky. 

No.  MC  112617  (Sub-No.  E116).  filed 
May  11,  1974.  AipUcant:  LIQUID 

TRANSPORTERS.  INC.,  P.O.  Box  21395, 
Louisville,  Ky.  40221.  .^plicant’s  repre- 
s^tative:  Charles  R.  Dunford  (same  as 
above) .  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  Whiskey, 
in  bulk,  in  tank  v^cles,  fixun  points  in 
that  part  of  Illinois  (m  and  south  of  a 
line  beginning  at  the  lowa-minois  State 
line  extending  along  Interstate  Highway 
74  to  the  niinols-Indlana  State  line,  and 
points  In  that  part  of  Indiana  on  and 
south  of  a  line  beginning  at  the  Bllnois- 
Indlana  State  line  extending  along  Inter¬ 
state  Hlfihway  74  to  the  Ihdiana-Ohio 
State  line,  to  Providence,  R.I.,  and  Stam¬ 
ford,  Conn.  The  purpose  of  this  filing  is 
to  eliminate  the  gateway  of  Bardstown, 
Ky. 

No.  MC  112617  (Sub-No.  E117).  filed 
May  11,  1974.  .^wUcant:  LIQUID 

’TRANSPORTERS.  INC.,  P.O.  Box  21395, 
Louisville,  Ky.  40221.  Api^cant’s  repre¬ 
sentative:  Charles  R.  Dunford  (same  as 
above).  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  Whiskey, 
In  bulk,  in  tank  vehicles,  from  Cincin¬ 
nati.  C^o,  and  Lawrenceburg,  Ind.,  to 
points  In  that  part  of  Illinois  on  and 
south  of  a  line  beginning  at  the  R>wa- 
minols  State  line  extending  along  In¬ 
terstate  fflghway  74  to  the  minois-Ih- 
dlana  State  line,  and  points  In  Massa- 
chiisetts.  The  purpose  of  this  filing  Is  to 
eliminate  the  gateway  of  Louisville,  Ky. 

No.  MC  114019  (Sid>-No.  E142).  (Cor¬ 
rection)  .  filed  May  9,  1974,  published  in 
the  Fxdxral  Rkoistkr  June  14.  1974.  Ap- 
I^cant:  MIDWEST  EMERY  FREIGHT 
SYSTEM.  INC.,  7000  S.  Pulaskl  Rd..  Chi¬ 
cago,  HI.  60629.  Apidlcant’s  representa¬ 
tive:  Arthur  J.  Slbik  (same  as  above). 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vdilcle,  over  Irregular 
routes,  transporting:  General  com¬ 
modities  (except  those  of  unustial  value, 
household  goods  as  defined  by  the 
Commission,  classes  A  and  B  explosives, 
livestock,  ccmunodltles  In  bulk,  and  com¬ 


modities  requiring  special  equlixnent) ; 
(1)  from  Jeffersonville,  Ind.,  to  Sparrows 
Point  and  Baltimore,  Md.,  New  York. 
N.Y.,  and  points  within  30  miles  of  New 
York.  N.Y.,  points  in  that  part  of  New 
Jersey,  Delaware,  and  Maryland,  which 
are  located  within  30  miles  of  Ihlla- 
delphla.  Fa.,  points  in  tiiat  part  of  New 
York  on  and  west  of  a  line  beginning  at 
Windsor  Beach,  and  extending  to 
Rochester,  thence  along  U.S.  Highway  15 
to  Wayland,  thence  along  New  York 
Highway  249  to  Dansvllle,  thence  along 
New  York  Highway  36  to  jimction  New 
York  Highway  21.  thence  along  New  York 
Highway  21  to  Andover,  and  thence  along 
New  York  Highway  17  to  the  New  York- 
Pennsylvania  State  line  and  points  in 
Pennsylvania  and  West  Virginia;  (2) 
from  Jeffersonville,  Ind.,  to  points  in  the 
Upper  Peninsula  of  Michigan,  Min¬ 
nesota.  North  Dakota,  South  Dakota, 
Wyoming,  and  points  In  Iowa  on  and 
north  of  Iowa  Highway  2  from  the 
minois-Iowa  State  line  to  Junction  U.S. 
Highway  59.  and  on  and  west  of  U.S. 
Highway  59  from  Its  junction  with  Iowa 
Highway  2  to  the  Nebraska-Kansas  State 
line,  points  in  Nebraska,  on  and  north  of 
U.S.  Highway  136  from  the  Missouri- 
Nebraska  State  line  to  JunctiiHi  U.S. 
Highway  183,  and  on  and  west  of  U.S. 
Highway  183  from  said  Junction  to  the 
Nebraska-Kansas  State  line,  those  in 
Kansas  on  and  west  of  UH.  Highway  183 
from  the  Nebraska-Kansas  State  line  to 
Junction  Kansas  Highway  96  and  on  and 
north  of  Kansas  Highway  96  fnxn  said 
Junction  to  the  Kansas-Colorado  State 
line,  and  those  in  Colorado  on.  north,  and 
west  of  Colorado  Hlghwi^  96  from  the 
Colorado-Kansas  State  line  to  Junction 
UJS.  Highway  385,  thence  along  U.S. 
Highway  385  to  Junction  UB.  Highway 
50.  thence  along  U.S.  Highway  50  to  Junc¬ 
tion  U.S.  Highway  350,  thence  along  U.S. 
Highway  350  to  Junction  Interstate  High¬ 
way  25,  thence  along  Interstate  Highway 
25  to  the  Colorado-New  Mexico  State 
line.  The  purpose  of  this  filing  is  to  elimi¬ 
nate  the  gateway  of  points  In  Ohio  and 
Utica,  m.  The  purpose  of  this  correction 
Is  to  correct  the  commodity  description. 

No.  MC  114019  (Sub-No.  E364) .  (Cor¬ 
rection)  ,  filed  May  24,  1974,  published  in 
the  Fkokral  Rkoistxb  March  3,  1975.  Ap¬ 
plicant:  MIDWEST  EMERY  FREIGHT 
SYSTEM.  INC.,  7000  8.  Pulaski  Rd.,  Chi¬ 
cago,  m.  60629.  Applicant’s  representa¬ 
tive:  Arthur  J.  Slbik  (same  as  above). 
Authority  sought  to  operate  as  a  ciumnon 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Drugs,  medicine, 
toilet  preparations,  surgical  dressings, 
svoabs,  and  absorbent  cotton,  from  Jef¬ 
ferson  City,  Mo.,  to  points  in  New  York 
and  New  Jersey  within  40  miles  of  City 
Hall,  New  York.  N.Y.  The  purpose  of 
this  filing  is  to  eliminate  the  the  gate¬ 
way  of  Perth  Amboy.  NJ.  The  purpose 
of  this  correction  is  to  clarify  the  terri¬ 
tory  description. 

No.  MC  114019  (Sub-No.  E368),  (Cor¬ 
rection)  ,  filed  May  16, 1974,  published  in 
the  FkDKiuL  RiGisTn  March  S,  1975.  Ai>* 
I^cant:  MIDWEST  EMERY  FEtEIGHT 
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SYSTEM.  INC.,  7000  S.  Pulaski  Rd..  Chi¬ 
cago.  IlL  60629.  Applicant's  representa¬ 
tive;  Arthur  J.  Sibik  (same  as  above). 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting;  Foodstuffs  (other 
than  frown),  bird  and  fish  foods  (pet 
foods),  pet  supplies,  pressed  wood  pulp, 
impregnated  (fire  starters),  and  brass 
and  silver  polishes,  liquid,  in  cans,  from 
Rochester.  N.T..  to  points  in  Wisconsin 
on  and  west  of  a  line  beginning  at  the 
Wisconsin-niinois  State  line  extending 
along  U.S.  Highway  80  to  junction 
Wisconsin  Highway  13,  thence  along 
Wisconsin  Highway  13  to  the  Wisconsin- 
Michigan  State  line  (except  in  bulk,  in 
tank  vehicles) .  The  purpose  of  this  filing 
is  to  eliminate  the  gateway  (rf  Muscatine, 
Iowa.  The  purpose  of  this  correction  is  to 
expand  the  territorial  description. 

No.  MC  114019  (Sub-No.  E400) .  (Cor¬ 
rection),  filed  May  19,  1974,  published  in 
the  Federal  Register  February  25, 
1975.  AppUcant;  MIDW5ST  EMERY 
RIEIOHT  SYSTEM.  INC.,  7000  S.  Pu¬ 
laski  Rd..  CThicago,  m.  60629.  Applicant’s 
representative;  Arthur  J.  Sibik  (same  as 
above) .  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  v^icle,  over 
irregular  routes,  transporting;  Dairy 
products  as  described  in  Section  B  of 
Appendix  I  to  the  report  in  Descriptions 
in  Motor  Carrier  Certificates,  61  M.C.C, 
209,  from  Des  Moines,  Iowa,  to  those 
points  in  Pennsylvania  north  and  east 
of  a  line  beginning  at  the  West  Virginia- 
Pennsylvania  State  line  and  extending 
along  U.S.  HUdiway  22  to  Junction  UJS. 
Highway  219,  thence  along  UJS.  High¬ 
way  219  to  the  Pennsylvania -Maryland 
State  line.  West  Virginia,  those  points 
in  (Xuo  on  and  north  of  a  line  beginning 
at  the  Ohio-Indiana  State  line  and  ex¬ 
tending  along  UJS.  Highway  20  to  junc¬ 
tion  CXiio  Highway  120,  and  points  on 
and  south  of  UJS.  Highway  40  to  the 
West  Virginla-Ohio  State  line,  and  Co¬ 
lumbus,  Mansfield.  Massillon,  Akron, 
Canton,  Wooster,  Ashland,  Gallon, 
lima,  Findlay,  Toledo.  Sandusky, 
Lorain.  Elyria,  Avon,  Cleveland,  Marion, 
and  Bryan,  Ohio.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of  De¬ 
fiance,  Ohio.  The  purpose  of  this  correc¬ 
tion  Is  to  clarify  the  territorial  descrip - 
tion. 

No.  MC  114019  (Sub-No.  E425) .  (Cor¬ 
rection),  filed  Jime  5,  1974,  published 
in  the  Federal  Register  February  24, 
1975.  Applicant;  MIDWEST  EMERY 
FREIGHT  SYSTEM.  INC.,  7000  S.  Pu¬ 
laski  Rd.,  Chicago,  ni.  60629.  Applicant’s 
representative;  Arthur  J.  Sibik  (same  as 
alwve) .  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting;  General 
commodities,  except  those  of  unusual 
value,  classes  A  and  B  explosives,  live¬ 
stock,  household  goods  as  defined  by  the 
Commission,  and  liquid  commodities  in 
bulk,  between  those  points  in  Ohio  south 
of  U.S.  ragfaway  40,  on  the  one  lumd. 
and,  on  the  other,  Youngstown,  Ohio. 
The  purpose  of  this  filing  is  to  eliminate 
.  the  gateway  of  Wheeling,  W.  Va.  Ihe 


purpose  of  this  correction  is  to  correct 
the  “E”  number,  previously  published  as 
E423. 

No.  MC  114211  (Sub-No.  E816),  filed 
June  4,  1974.  Applicant;  WARREN 
TRANSPORT,  INC.,  P.O.  Box  420,  Wa¬ 
terloo,  Iowa  50704.  Applicant’s  represent¬ 
ative;  Kenneth  R.  Nelsim  (same  as 
above) .  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  v^icle,  over 
irregular  routes,  transporting;  Cast  iron 
pressure  pipe  and  fittings  and  accesso¬ 
ries  therefor  when  moving  with  such 
pipe,  the  transportation  of  which,  be¬ 
cause  of  size  or  weight,  requires  special 
equipment,  from  points  in  that  part  of 
Iowa  on  and  northwest  of  a  line  begin¬ 
ning  at  the  lowa-Minnesota  State  line 
extending  along  U.S.  Highway  69  to 
junction  U.S.  Highway  20.  thence  along 
UJS.  20  to  junction  U.S.  Highway  169, 
thence  along  U.S.  Highway  169  to  junc¬ 
tion  U.S.  Highway  30,  thence  along  U.S. 
Highway  30  to  junction  U.S.  Highway 
71.  thence  along  U.S.  Highway  71  to 
junction  U.S.  Highway  34,  thence  along 
U.S.  Highway  34  to  the  lowa-Nebraska 
State  line,  to  points  in  that  part  of  Ar- 
kaiLsas  on  and  south  of  a  line  beginning 
at  the  Tennessee-Arkansas  State  line 
extending  along  Interstate  Highway  40 
west  to  the  Arkansas-Oklahoma  State 
line.  The  purpose  of  this  filing  is  to  elim¬ 
inate  the  gateways  of  Omaha.  Nebr., 
and  Council  Bluffs,  Iowa. 

No.  MC  114211  (Sub-No.  E817).  filed 
June  4,  1974.  Applicant;  WARREN 
TRANSPORT,  INC.,  P.O.  Box  420, 
Waterloo.  Iowa  50704.  Applicant’s  rep¬ 
resentative;  Kenneth  R.  Nelson  (same  as 
above) .  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting;  Farm 
machinery,  between  that  part  of  Miime- 
sota  on,  south,  and  east  of  a  line  begin¬ 
ning  at  the  South  Dakota-Minnesota 
State  line  extending  along  U.S.  Highway 
12  to  junction  Minnesota  Highway  29, 
thence  alimg  Minnesota  Highway  29  to 
junction  Interstate  Highway  94,  thence 
along  Interstate  Highway  94  to  junction 
U.S.  Highway  52,  thence  along  U.S.  High¬ 
way  52  to  juncUon  Minnesota  Highway 
15,  thence  along  Minnesota  Highway  15 
to  jimction  U.S.  Highway  14.  thence 
along  U.S.  Highway  14  to  junction  Min¬ 
nesota  Highway  60.  thence  along  Min¬ 
nesota  Highway  60  to  junction  Min¬ 
nesota  Highway  60/30,  thence  along 
Minnesota  Highway  60,/30  to  junction 
Minnesota  Highway  60,  thence  along 
Minnesota  Highway  60  to  the  lowa-Min¬ 
nesota  State  line,  on  the  one  hand,  and, 
on  the  other,  points  in  that  part  of  Kan¬ 
sas  on  and  west  of  a  line  beginning  at  the 
Nebraska-Kansas  State  line  extending 
along  U.S.  Highway  75  to  the  Kansas- 
Oklahoma  State  line.  The  purpose  of  this 
filing  is  to  eliminate  the  gateways  of 
Coimcil  Bluffs,  Iowa,  Omaha,  Beatrice, 
and  Nebraska  C?ity,  N^r. 

No.  MC  114211  (Sub-No.  E818),  filed 
June  4,  1974.  Applicant;  WARREN 

TRANSPORT,  INC.,  P.O.  Box  420, 
Waterloo,  Iowa  50704.  Applicant’s  rep¬ 


resentative:  Kenneth  R.  Nelson  (same 
as  above).  Authority  sou^t  to  (^rate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Agrictdtural  and  industrial  implements, 
and  parts  therefor  when  moving  in  mixed 
loculs  with  such  machinery  and  equip- 
m^t  (except,  in  each  instance,  com¬ 
modities  which  because  of  size  or  weight 
require  the  use  of  special  equipment,  and 
except  commodities  described  in  Mercer 
Extension-Oil  Field  Commodities,  74 
M.C.C.  459),  from  Bloomington,  HI.,  to 
points  in  California,  Arizona,  and  to 
points  in  that  part  of  Utah  on  and  south 
of  a  line  beginning  at  the  Nevada-Utah 
State  line  extending  along  U.S.  Highway 
50  to  junction  UJS.  Highway  163,  thence 
along  U.S.  Highway  163  to  junction  Utah 
Highway  46.  thence  along  Utah  Highway 
46  to  the  Utah-Colorado  State  line,  and 
to  points  in  that  part  of  Nevada  on  and 
south  of  a  line  beginning  at  the  Oregon- 
Nevada  State  line  extending  along  U.S. 
Highway  95  to  jimction  UJS.  Highway  40, 
thence  along  U.S.  Highway  40  to  junc¬ 
tion  Nevada  Highway  8A,  thence  along 
Nevada  Highway  8A  to  junctimi  UJS. 
Highway  50.  thence  along  U  S.  Highway 
50  to  the  Nevada-Utah  State  line,  re¬ 
stricted  to  the  transportation  of  ship¬ 
ments  originating  at  the  above-named 
origin.  The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  CHaremore, 
Okla. 

No.  MC  114211  (Sub-No.  E819).  filed 
June  4.  1974.  Awlicant:  WARREN 
TRANSPORT.  INC.,  P.O.  Box  420, 
Waterloo,  Iowa  50704.  Applicant's  rep¬ 
resentative:  Kenneth  R.  Nelson  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Tractors  (except  those  with  vehicle 
beds,  bed  frames,  and  fifth  wheels), 
equipment  designed  for  use  in  conjunc¬ 
tion  with  tractors,  attachments  for  the 
above-described  commodities,  and  parts 
of  the  commodities  described  above,  in 
mixed  loads  with  such  commodities, 
from  Dubuque,  to  points  in  Washington, 
Oregon.  Montana,  Nevada,  and  to  points 
in  that  part  of  Idaho  on  and  northwest 
of  a  line  beginning  at  the  Wyoming- 
Idaho  State  line  extending  along  U.S. 
Highway  89  to  junctiim  U.S.  Highway 
30N.  thence  along  U.S.  Highway  30N  to 
junction  Interstate  Highway  80.  thence 
along  Interstate  Highway  80  to  junction 
U.S.  Highway  30N,  thence  along  U.S. 
Highway  SON  to  junction  Interstate 
Highway  I-15W,  thence  along  Interstate 
Highway  I-15W  to  junction  Interstate 
Highway  80,  thence  along  Interstate 
Highway  80  to  junction  US.  Highway  93, 
thence  along  US.  Highway  93  to  the 
Idaho-Nevada  State  line,  and  to  points 
in  that  part  of  Wyoming  on  and  north 
of  a  line  beginning  at  the  South 
Dakota-Wy(xning  State  line  extending 
along  Wyoming  Highway  111  to  junc¬ 
tion  U.S.  Highway  14,  thence  along  U.S. 
Highway  14  to  junction  Interstate  High¬ 
way  90,  thence  along  Interstate  Hlgli- 
way  90  to  junction  U.S.  Highway  16, 
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thence  along  U£.  Highway  16  to  June- 
tlon  U.S.  Highway  20,  thence  along  UH. 
Highway  20  to  Junction  Wyoming  High¬ 
way  120,  thence  along  Wyoming  High¬ 
way  120  to  jimctlon  UB.  Highways  16, 
14,  and  20,  thence  along  IPB.  Highways 
16,  14,  and  20  to  Junction  U.S.  Highway 
89,  thence  along  UB.  Highway  89  to 
Junction  Wyoming  Highway  22,  thence 
along  Wyoming  Highway  22  to  the 
Wycxning-Idaho  State  line,  and  to  points 
in  that  part  of  California  on  and  north¬ 
west  of  a  line  beginning  at  the  Arizona- 
Califomia  State  line  extending  along 
U.S.  Highway  66  to  Jimction  Interstate 
Highway  15,  thence  along  Interstate 
Highway  15  to  Jimction  Interstate  High¬ 
way  5,  thence  along  Interstate  Highway 
5  to  the  United  States-Mexico  Boundary 
line.  The  purpose  of  this  filing  is  to  elim¬ 
inate  the  gateways  of  that  part  of 
Fargo,  N.  Dak.,  Commercial  Zone  located 
in  Moorhead,  Minn. 

No.  MC  114211  (Sub-No.  E820),  filed 
June  4,  1974.  Applicant:  WARREN 

TRANSPORT,  INC.,  P.O.  Box  420, 
Waterloo,  Iowa  50704.  Applicant’s  rep¬ 
resentative:  Kenneth  R.  Nelson  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carri^,  by  motor  vehicle, 
over  Irregular  routes,  transporting: 
Farm  machinery  and  parts  thereof,  be¬ 
tween  points  in  that  part  of  Nebraska 
on  and  west  of  a  line  beginning  at  the 
lowa-Nebraska  State  line  extending 
along  Nebraska  Highway  2  to  Junction 
U.S.  Highway  75.  thence  along  U.S. 
Highway  75  to  the  Nebraska-Kansas 
State  line  (excluding  Nebraska  City. 
Nebr.),  thence  along  the  Nebraska- 
Kansas  State  line  to  Junction  U.S.  High¬ 
way  77,  thence  along  UB.  Highway  77  to 
the  N^raska-Iowa  State  line,  on  the 
one  hand,  and,  on  the  other,  points  in 
Colorado.  Kansas,  and  Oklahoma  re¬ 
stricted  against  the  transportation  of 
commodities  the  transportation  of 
which,  because  of  size  or  weight,  requires 
the  use  of  special  equipment  or  special 
handling  and  restricted  against  the 
transportation  of  those  commodities  de¬ 
scribed  in  Mercer  Extension-Oil  Field 
Commodities,  74  M.C.C.  459.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the 
gateway  of  Beatrice.  Nebr. 

No.  MC  114211  (Sub-No.  E821),  filed 
June  4,  1974.  Applicant:  WARREN 
TRANSPORT,  INC.,  P.O.  Box  420, 
Waterloo.  Iowa  50704.  Applicant’s  repre¬ 
sentative:  Kenneth  R.  Nelson  (same  as 
above).  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  Farm 
machinery  and  parts  thereof,  between 
points  in  that  part  of  Wyoming  on  and 
west  of  a  line  beginning  at  the  Montana- 
Wyoming  State  line  extending  along 
Wyoming  Highway  120  to  Junction  UB. 
Highway  20.  thence  along  UB.  Highway 
20  to  Junction  Interstate  Hied^way  25, 
thence  along  Interstate  Highway  25  to 
Junction  UB.  Highway  85.  thence  along 
U.S.  Highway  85  to  the  Colorado-Wyo- 
mlng  State  line,  on  the  one  hand,  and,  on 
the  other,  points  in  that  part  of  North 
Dakota  on  and  east  of  a  line  beginning 


at  the  Minnesota-North  Dakota  State 
line  extending  along  Interstate  Highway 
94  to  Junction  U.S.  Highway  18.  thence 
along  U.S.  Highway  18  to  Junction  North 
Dakota  Highway  200,  thence  along  North 
Dakota  Highw'ay  200  to  Jimction  Inter¬ 
state  Highway  29,  thence  along  Inter¬ 
state  Highway  29  to  junction  U.S.  High¬ 
way  2,  thence  along  UB.  Highway  2  to 
the  Minnesota-North  Dakota  State  line, 
restricted  against  the  transportation  of 
commodities  the  transportation  of  which, 
because  of  size  or  weight,  requires  the 
use  of  special  equipment  or  special  han¬ 
dling  and  restricted  against  the  trans¬ 
portation  of  commodities  described  in 
Mercer  Extension-Oil  Field  Commodi¬ 
ties.  74  M.C.C.  459.  'The  purpose  of  this 
filing  is  to  eliminate  the  gateways  of 
points  in  South  Dakota  and  Nassua, 
Minn. 

No.  MC  114211  (Sub-No.  E822).  filed 
June  4,  1974.  Applicant:  WARREN 

TRANSPORT,  INC.,  P.O.  Box  420, 
Waterloo,  Iowa  50704.  Applicant’s  repre¬ 
sentative:  Kenneth  R.  Nelson  (same  as 
above).  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Concrete 
pipe  making  machinery  and,  when  mov¬ 
ing  with  concrete  pipe  making  machin¬ 
ery  with  ^Ich  it  is  to  be  used,  parts  of 
such  machinery  and  auxiliary  equipment 
to  be  used  therewith,  and  comme^ties. 
the  transportation  of  which,  because  of 
size  or  weight,  requires  sjiecial  equip¬ 
ment,  from  points  in  that  part  of  Ne¬ 
braska  on  and  north  of  a  line  beginning 
at  the  lowa-Nebraska  State  line  and  ex¬ 
tending  along  U.S.  Highway  20  to  Junc¬ 
tion  U.S.  Highway  81,  thence  along  U.S. 
Highway  81  to  Junction  U.S.  Highway  20, 
thence  along  U.S.  Highway  20  to  Junc¬ 
tion  U.S.  Highway  83.  thence  along  U.S. 
Highway  83  to  the  South  Dakota-Ne- 
braska  State  line,  to  points  in  Missis¬ 
sippi,  Alabama,  (Georgia,  and  Florida. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  Waterloo.  Iowa. 

No.  MC  114211  (Sub-No.  E823),  filed 
June  4.  1974.  Applicant:  WARREN 
TRANSPORT,  INC.,  P.O.  Box  420,  Wa¬ 
terloo,  Iowa  50704.  Applicant’s  represent¬ 
ative:  Kenneth  R.  Nelson  (same  as 
above) .  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  Concrete 
pipe  making  machinery  and.  when  mov¬ 
ing  with  concrete  pipe  making  machinery 
with  which  it  is  to  be  used,  parts  of  such 
machinery  and  auxiliary  equipment  to 
be  used  therewith,  and  commodities  the 
transportation  of  which,  because  of  size 
or  weight,  require  the  use  of  special 
equipment,  from  points  in  Nebraska,  to 
points  in  that  part  of  Florida  on  and 
east  of  a  line  beginning  at  the  Florlda- 
Qeorgia  State  line  extending  along  Flor¬ 
ida  Highway  145  to  Junction  Florida 
Highway  14,  thence  along  Florida  High¬ 
way  14  to  junction  U.S.  Highway  221, 
thence  along  U.S.  Highway  221  to  Junc¬ 
tion  U.S.  Highway  27.  thence  along  UB. 
Highway  361,  thence  along  UB.  Highway 
361  to  the  Oulf  of  Mexico  and  to  points 
in  that  part  of  Georgia  on  and  east  of  a 


line  beginning  at  the  South  Carollna- 
Georgla  State  line  extending  along  Geor¬ 
gia  Highway  72  to  Junction  U.S.  Highway 
129,  thence  along  U.S.  Highway  129  to 
Junction  Interstate  Highway  75,  thence 
along  Interstate  Highway  75  to  the 
Florlda-Georgia  State  line.  The  purpose 
of  this  filing  is  to  eliminate  the  gateway 
of  Waterloo,  Iowa. 

No.  MC  114211  (Sub-No.  E824).  filed 
June  4,  1974.  Applicant:  WARREN 

TRANSPORT.  INC.,  P.O.  Box  420,  Wa¬ 
terloo,  Iowa  50704.  Applicant’s  represent¬ 
ative:  Kenneth  R.  Nelson  (same  as 
above) .  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Concrete 
pipe  making  machinery  and,  when  mov¬ 
ing  with  concrete  pipe  making  machinery 
with  which  it  is  to  be  used,  parts  of  such 
machinery  and  auxiliary  equipment  to  be 
used  therervith.  and  commodities,  the 
transportation  of  which,  because  of  size 
or  weight,  requires  special  equipment, 
from  points  in  that  part  of  Nebraska  on 
and  west  of  a  line  beginning  at  the  South 
Dakota-Nebraska  State  line  extending 
along  U.S.  Highway  83  to  the  Kansas- 
Nebraska  State  line,  to  points  in  Georgia, 
Florida,  and  to  points  in  that  part  of 
Alabama  on  and  east  of  a  line  beghming 
at  the  Tennessee-Alabama  State  line  ex¬ 
tending  along  Alabama  Highway  17  to 
junction  U.S.  Highway  43.  thence  along 
U.S.  Highway  43  to  Junction  U.S.  High¬ 
way  78,  thence  along  U.S.  Highway  78  to 
Junction  U.S.  Highway  11.  thence  along 
U.S.  Highway  11  to  Junction  iUabama 
Highway  5,  thence  along  Alabama  High¬ 
way  5  to  Junction  U.S.  Highway  43, 
thence  along  U.S.  Highway  43  to  Junction 
U.S.  Highway  84,  thence  along  U.S. 
Highway  84  to  Junction  Alabama  High¬ 
way  21,  thence  along  Alabama  Highway 
21  to  the  Alabama-Florlda  State  line. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateway-  of  Waterloo,  Iowa. 

No.  MC  114211  (Sub-No.  E825).  filed 
June  4.  1974.  Applicant:  WARREN 
TRANSPORT,  INC.,  P.O.  Box  420, 
Waterloo,  Iowa  50704.  Applicant’s  repre¬ 
sentative:  Kenneth  R.  Nelson  (same  as 
above) .  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Farm 
machinery  and  parts  thereof,  between 
points  in  Wyoming,  on  the  one  hand, 
and,  on  the  other,  points  in  that  part 
of  Missouri  on  and  west  of  a  line  be¬ 
ginning  at  the  lowa-Mlssouri  State  line 
and  extending  along  U.S.  Highway  63 
to  Junction  Business  Route  U.S.  High¬ 
way  63,  thence  along  Business  Route 
U.S.  Highway  63  through  Moberly,  Mo., 
to  Junction  U.S.  Highway  63,  thence 
along  U.S.  Highway  63  to  Junction  Busi¬ 
ness  Route  U.S.  Highway  63.  thence 
along  Business  Route  U.S.  Highway  63 
through  Columbia.  Mo.,  to  Junction  U.S. 
Highway  63,  thence  along  U.S.  Highway 
63  to  Junction  Missouri  Highway  137, 
thence  along  Missouri  Highway  137  to 
Junction  Texas  County  Highway  T, 
thence  along  Texas  County  Highway  T 
to  Junction  U.S.  Highway  63,  thence 
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along  n.S.  Highway  63  to  Junction  Busi¬ 
ness  Route  U.S.  Highway  63,  thence 
along  Business  Route  n.S.  Highway  63 
through  West  Plains,  Mo.,  to  jiinctlon 
U.S.  Highway  63,  thence  along  U.S.  High¬ 
way  63  to  the  Missouri-Arkansas  State 
line,  thence  along  the  Missouri-Arkansas 
State  line  to  junction  Missouri-Okla- 
homa  State  line,  thence  along  the  Mis- 
souri-Oklahoma  State  line  to  junction 
U.S.  Highway  66,  thence  along  U.S. 
Highway  66  to  junction  Missouri  High¬ 
way  97,  thence  along  Missouri  Highway 
97  to  junction  Missouri  Highway  32, 
thence  along  Missouri  Highway  32  to 
junction  U.S.  Highway  54,  thence  along 
U.S.  Highway  54  to  junction  U.S.  High¬ 
way  65,  thence  along  U.S.  Highway  65 
to  the  Missouri-Iowa  State  line  re¬ 
stricted  against  the  transportation  of 
commodities,  the  transportation  of 
which,  because  of  size  or  weight,  re¬ 
quires  the  use  of  special  equipment  or 
special  handling  and  restricted  against 
the  transportation  of  those  commodities 
described  in  Mercer  Extension-Oil  Field 
Commodities,  74  M.C.C.  459.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the 
gateways  of  points  in  South  Dakota, 
Nassau.  Minn.,  and  Des  Moines,  Iowa. 

By  the  Commission. 

[SEAL]  Robert  L.  Oswald, 

Secretary. 

[FR  Doc.75-9424  FUed  4-9-75;8:45  am] 


[Notice  No.  28] 

MOTOR  CARRIER,  BROKER.  WATER  CAR¬ 
RIER  AND  FREIGHT  FORWARDER  AP- 

PUCATIONS 

April  4,  1975. 

The  following  applications  (exc^t  as 
otherwise  qiecificsdly  noted,  each  appli¬ 
cant  (<xi  ai^lications  filed  after 
March  27, 1972)  states  that  there  will  be 
no  significant  effect  on  the  quality  of  the 
human  environment  resulting  from  ap¬ 
proval  of  its  application),  are  governed 
by  special  rule  1100.247^  of  the  Com- 
mission’s  general  rules  of  practice  (49 
CFR,  as  amended) ,  published  in  the  Fed¬ 
eral  Register  issue  of  April  20,  1966, 
effective  May  20,  1966.  These  rules  pro¬ 
vide,  amcmg  other  things,  that  a  protest 
to  the  granting  of  an  application  must 
be  filed  with  the  Ccmunission  wtihin  30 
days  after  date  of  notice  of  filing  of  the 
application  is  published  in  the  Federal 
Register.  Failure  seasonably  to  file  a 
protest  will  be  construed  as  a  waiver  of 
opposition  and  participation  in  the  pro¬ 
ceeding.  A  protest  imder  these  rules 
should  c<xnp^  with  section  247(d)  (3)  of 
the  rules  of  practice  which  requires  that 
it  set  forth  specifically  the  groimds  upon 
which  it  is  made,  contain  a  detailed 
statement  of  protestant’s  interest  in  the 
proceeding  (including  a  copy  of  the  spe¬ 
cific  portions  of  its  authority  which  pro- 
testant  believes  to  be  in  confiict  with 
that  sought  in  the  application,  and  de- 


1  Copies  of  Special  Rule  247  (as  amended) 
can  be  obtained  by  writing  to  the  Secretary, 
Interstate  Commerce  Commission,  Washing¬ 
ton,  D.C.  20423. 


scribing  in  detail  the  method — whether 
by  joinder,  interline,  or  other  means — 
by  which  protestant  would  use  such  au¬ 
thority  to  provide  all  or  part  of  the  serv¬ 
ice  proposed),  and  shall  specify  with 
particularity  the  facts,  matters,  and 
things  relied  upon,  but  shall  not  Include 
issues  or  allegations  phrased  genersilly. 
Protests  not  in  resusonable  complisince 
with  the  requirements  of  the  rules  may 
be  rejected.  The  original  and  one  (1) 
copy  of  the  protest  shsdl  be  filed  with 
the  Commission,  and  a  copy  shall  be 
served  concurrently  upon  applicant’s  rep¬ 
resentative,  or  applicant  if  no  representa¬ 
tive  is  named.  If  the  protest  includes  a 
request  for  oral  hearing,  such  requests 
shall  meet  the  requirements  of  section 
247(d)  (4)  of  the  special  rules,  and  shall 
include  the  certification  required  therein. 

Section  247(f)  of  the  Commission’s 
rules  of  practice  further  provides  that 
each  applicant  shall,  if  protests  to  its 
application  have  been  filed,  and  on  or 
before  June  9.  1975,  notify  the  Commis¬ 
sion  in  writing  (1)  that  it  is  ready  to  pro¬ 
ceed  and  prosecute  the  application,  or 
(2)  that  it  wishes  to  withdraw  the  appli¬ 
cation,  failure  in  which  the  application 
will  be  dismissed  by  the  Commission. 

Further  processing  steps  (whether 
modified  procedure,  oral  hearing,  or  other 
procedures)  will  be  determined  generally 
in  accordance  with  the  CX)mmlssi<»i’s 
general  policy  statement  concerning  mo¬ 
tor  carrier  licensing  procedures,  pub¬ 
lished  in  the  Federal  Register  issue  of 
May  3,  1966.  This  assignment  will  be 
by  Commission  order  which  will  be  served 
on  each  party  of  record.  Broadening 
amendments  will  not  be  accepted  after 
Aixll  10,  1975,  except  for  good  cause 
shown,  and  restrictive  amendments  will 
not  be  entertained  following  publication 
in  the  Federal  Register  of  a  notice  that 
the  proceeding  has  been  assigned  for 
oral  hearing. 

No.  MC  200  (Sub-No.  271),  filed 
March  3,  1975.  Applicant:  RISS  INTER- 
ANTIONAL  CXJRPORAnON,  903  Grand 
Avenue,  Kansas  Cfity,  Mo.  64142.  Appli¬ 
cant’s  representative:  Ivan  E.  Moody, 
12  th  Flom*,  Temple  Building,  903  Grand 
Avenue,  Kansas  (Tity,  Mo.  64106.  Author¬ 
ity  sought  to  operate  as  a  common  car¬ 
rier,  by  motor  vehicle,  over  iiregular 
routes,  transporting:  Meats,  meat  prod- 
vets,  meat  by-products,  and  articles  dis¬ 
tributed  by  meat  packinghouses,  as  de¬ 
scribed  in  Sections  A  and  C  of  Appendix 
I  to  the  report  in  Descriptions  in  Motor 
Carrier  Certificates,  61  M.C.C.  209  and 
766  (except  hides  and  commodities  in 
bulk),  from  the  plantsite  and  storage 
facilities  of  MBPXL  Corp.,  looated  at  or 
near  Plainview  and  Frlona,  Tex.,  to  the 
MBPXL  facilities  at  Wichita,  Kans.,  and 
Chicago,  HI.,  restricted  to  traffic  origi¬ 
nating  at  the  above-named  origin  and 
destined  to  the  above-named  destina¬ 
tions. 

Note. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  it  be  held  at  Kansas 
City,  Mo.,  or  Amarillo,  Tex. 

No.  MC  2366  (Sub-No.  4).  filed 
March  5.  1975.  Applicant:  WILLIAM 


CORBITT,  INC.,  129  Davidson  Avenue, 
Somerset,  N.J.  08873.  AiH>licant’s  repre¬ 
sentative:  S.  J.  CTrane  (same  address  as 
applicant).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Re¬ 
fractory  products,  from  Philadelphia  and 
York,  Pa.,  to  points  in  Alabama,  Arkan¬ 
sas.  Connecticut,  Delaware,  Florida, 
Georgia,  Illinois,  Indiana,  Iowa,  Kansas, 
Kentucky,  Louisiana,  Maine,  Maryland, 
Massachusetts,  Michigan,  Minnesota, 
Mississippi,  Missouri,  Nebraska,  New 
Hampshire,  New  Jersey,  New  York,  North 
Carolina,  Ohio,  Oklahoma,  Pennsylvania, 
Rhode  Island,  South  Carolina,  Tennes¬ 
see,  Texas,  Utah,  Virginia,  West  Virginia, 
and  Wisconsin. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  either  Har¬ 
risburg,  Pa.,  Washington,  D.C.,  or  Newark, 
N.J. 

No.  MC  2754  (Sub-No.  27),  filed 
March  14. 1975.  Applicant:  NEUENDORF 
’TRANSPORTA'nON  CO.,  121  South 
Stoughton  Rd.,  Madison,  Wis.  53714. 
Applicant’s  representative:  Joseph  E. 
Ludden,  309  State  Bank  Bldg.,  La  Crosse, 
Wis.  54601.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  regular  routes,  transporting:  Sweet¬ 
ening  compounds  (except  no  transporta¬ 
tion  of  these  commodities  in  bulk  in  tank 
vehicles) ,  serving  the  plant  site  and 
warehouse  facilities  of  Abbott  Labora¬ 
tories  at  or  near  North  Chicago,  Ill.,  as  an 
off -route  point  in  conjunction  with  appli¬ 
cant’s  presently  authorized  authority,  re¬ 
stricted  to  traffic  originating  at  Vesper, 
Wis.,  and  destined  to  the  plant  site  and 
warehouse  facilities  of  Abbott  Labora¬ 
tories  at  or  near  Chicago,  HI. 

Note. — ^If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  It  be  held  at  either 
Madison  or  Milwaukee,  Wis.,  or  Chicago,  m. 

No.  MC  2900  (Sub-No.  273),  filed 
March  14,  1975.  Applicant:  RYDER 
TRUCK  ONES,  INC.,  P.O.  Box  2408, 
Jacksonville,  Fla.  32203.  Applicant’s  rep¬ 
resentative:  S.  E.  Somers,  Jr.  (same  ad¬ 
dress  as  applicant) .  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  regular  routes,  transporting : 
General  commodities  (except  Classes  A 
and  B  explosives,  household  goods  as  de¬ 
fined  by  the  Commission,  commodities  in 
bulk  and  those  requiring  special  equip¬ 
ment)  ,  serving  De  Rldder,  La.,  as  an  off- 
route  point  in  connection  with  appli¬ 
cant’s  presently  authorized  regular 
routes. 

Note. — Common  control  may  be  Involved. 
If  a  hearing  is  deemed  necessary,  the  appli¬ 
cant  requests  it  be  held  at  either  Shreveport, 
OT  New  Orleans,  La.,  or  Washington,  D.C. 

No.  MC  10761  (Sub-No.  274),  filed 
March  19,  1975.  Applicant:  ’TRANS- 
AMERICAN  FREIGHT  LINES,  INC., 
5650  Foremost  Drive  SE.,  Grand  Rapids. 
Mich.  49506.  Applicant’s  representative: 
L.  R.  Knapp  (same  address  as  applicant) . 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  regular 
routes,  transporting:  Elevators,  con¬ 
veyors  and  parts  Including  supplies  and 
materials  required  for  installation  of 
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conveyor  system,  serving  the  plantsite  of 
E.  I.  Du  Pont  de  Nemoiurs  and  Company 
located  at  or  near  Seaford,  Del.,  as  an  off- 
route  point  in  connection  with  carrier’s 
regular-route  operations. 

Note. — If  a  hearing  Is  deemed  necessary, 
applicant  requests  it  be  held  at  Philadelphia, 
Pa. 

No.  MC  17002  (Sub-No.  50).  filed 
March  12,  1975.  Applicant:  CASE 

DRIVEWAY,  INC,,  100  22nd  Street, 
Huntington,  W.  Va.  25714.  Applicant’s 
representative:  John  M.  Friedman.  2930 
Putnam  Ave.,  Hurricane.  W.  Va.  25526. 
Authority  sought  to  operate  as  a  com¬ 
mon  carrier,  by  motor  vehicle,  over  ir¬ 
regular  routes,  transporting:  Coal,  in 
bulk,  between  points  in  Kentucky,  on  the 
one  hand,  and.  on  the  other,  points  in 
Illinois,  Indiana,  Kentucky.  Missouri. 
Ohio.  Tennessee,  Virginia,  and  West 
Virginia. 

Note. — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  It  be  held  at  either 
Charleston,  W.  Va.,  or  Columbus,  Ohio. 

No.  MC  26739  (Sub-No.  84).  filed 
March  18,  1975.  Applicant:  CTIOUCH 
FREIGHT  SYSTEMS.  INC.,  P.O.  Box 
1059,  St  Joseph,  Mo.  64502.  Applicant’s 
representative:  Roland  Rice.  1111  E 
Street  NW..  Suite  618,  Washington.  D.C. 
20004.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
regular  routes,  transporting:  General 
commodities  (except  those  of  unusual 
value,  classes  A  and  B  explosives,  house¬ 
hold  goods  as  defined  by  the  Commis¬ 
sion,  commodities  in  bulk,  and  those  re¬ 
quiring  special  equlinnent),  serving  the 
plant  site  and  warehouse  facilities  of 
Tennant  Cmnpany  at  or  near  Maple 
Grove,  Minn,  as  an  off-route  point  in 
connection  with  carrier’s  regular  route 
operations. 

Note. — Common  control  may  be  lnv<dTed. 
If  a  hearing  la  deemed  necessary,  applicant 
requests  It  be  held  at  Minneapolis,  Minn. 

No.  MC  29990  (Sub-No.  11).  filed 
March  3,  1975.  Applicant:  BADGE31 
LINES,  INC.,  3109  West  Lisbon  Ave.,  Mil¬ 
waukee.  Wis.  53208.  Applicant’s  repre¬ 
sentative:  Richard  D.  Alexander,  710 
North  Plankinton  Ave.,  Milwaukee.  Wis. 
53203.  Authority  sought  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  (1)  Malt 
beverages,  in  containers,  (a)  from  Mil¬ 
waukee.  Wis.,  to  St.  Charles.  Mo.,  and 
(b)  from  Peoria,  m.,  to  Milwaukee.  Wis.; 
and  (2)  Empty  glass  malt  beverage  con¬ 
tainers  from  Milwaukee,  Wis.,  to  Peoria, 
m..  under  a  continuing  contract  or  con¬ 
tracts  with  Miller  Brewing  Co.,  and  Pabst 
Brewing  Co. 

Note. — ^If  a  hearing  Is  deemed  necessary, 
the  ^>pllcant  requests  It  be  held  at  Milwau¬ 
kee.  Wis. 

No.  MC  30887  (Sub-No.  218),  filed 
March  13,  1975.  Applicant:  SHIPLEY 
TRANSFER.  INC.,  1550  E.  Patapsco  Ave¬ 
nue,  P.O.  Box  3483,  Baltimore,  Md.  31225. 
Applicant’s  representative:  Theodore 
Polydoroff,  1250  Connecticut  Avenue 
NW..  Washington,  D.C.  20036.  Authority 
sought  to  operate  as  a  common  carrier. 


by  motor  vehicle,  over  irregular  routes, 
transporting:  Molten  polypropylene, 
from  Longview,  Tex.,  to  points  in  the 
United  States  in  and  east  of  Minnesota, 
Iowa,  Missouri,  Arkansas  and  Louisiana. 

Note. — If  a  hearing  Is  deemed  necessary, 
applicant  requests  It  be  held  at  Washington, 
D.C. 

No.  MC  30844  (Sub-No.  535),  filed 
March  13,  1975.  Applicant:  KROBLIN 
REFRIGERATED  EXPRESS,  INC.,  2125 
Commercial  Street,  Waterloo,  Iowa 
50702.  Applicant’s  representative:  Paul 
Rhodes  (same  address  as  applicant). 
Authority  sought  to  operate  as  a  com¬ 
mon  carrier,  by  motor  vehicle,  over  irreg¬ 
ular  routes,  transporting:  Unfrozen  food¬ 
stuffs  (except  in  bulk) ,  from  Owensboro, 
Ky.,  to  points  in  Ahdiama,  Arkansas, 
Georgia,  Illinois,  Indiana,  Iowa,  Kansas, 
Louisiana,  the  lower  peninsula  of  Michi¬ 
gan.  Minnesota,  Mississippi,  Missouri, 
Nebraska,  Ohio,  Oklahoma,  Tennessee, 
and  Wisconsin,  restricted  to  traffic  origi¬ 
nating  at  the  plantsite  of  Ragu  Foods, 
Inc.  at  Owensboro,  Ky.  and  destined  to 
points  in  the  named  states. 

Note. — Common  control  may  be  inv<rfved. 
If  a  healing  Is  deemd  necessary,  applicant 
requests  It  be  held  at  Washington.  D.C. 

No.  MC  30844  (Sub-No.  536),  filed 
March  12,  1975.  Applicant:  KROBLIN 
REFRIGERATED  EXPRESS,  INC.,  2125 
Commercial  Street,  Waterloo,  Iowa  50702. 
Applicant’s  representative:  Paul  Rhodes 
(same  address  as  applicant).  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Foodstuffs,  and  materials, 
supplies  and  equipment,  used  by  the  food 
processing  industry,  from  Lawton  and 
Mattawan,  Mich.,  to  points  in  North 
Carolina,  South  Carolina,  Georgia,  and 
Florida,  restricted  to  shipments  originat¬ 
ing  at  the  warehouses  and  facilities  of 
Welch  Foods.  Inc.,  at  the  above  named 
origins,  and  destined  to  the  above  named 
states. 

Note. — Common  control  may  be  Invcdved. 
If  a  hearing  Is  deemed  necessary,  applicant 
requests  It  be  held  at  Washington,  D.C. 

No.  MC  51146  (Sub-No.  420),  filed 
March  17. 1975.  Applicant:  SCHNEIDER 
TRANSPORT,  INC.,  2661  South  Broad¬ 
way,  Green  Bay,  Wis.  54304.  Applicant’s 
representative:  Neil  A.  DuJardin,  P.O. 
Box  2298,  Green  Bay,  Wis.  54306.  Author¬ 
ity  sought  to  operate  as  a  common  car¬ 
rier.  by  motor  vehicle,  over  irregular 
routes,  transporting:  (1)  Such  merchan¬ 
dise  as  is  dealt  in  by  discount  and  variety 
stores  (except  foodstuffs,  furniture,  and 
commodities  in  bulk) ,  and  (2)  foodstuffs 
(except  in  bulk)  and  furniture,  in  mixed 
loads  with  the  commodities  in  (1)  above, 
from  the  facilities  of  U.S.  Packing  and 
Shipping  Company,  Inc.,  located  at  Jer¬ 
sey  City,  N.J.,  to  points  in  C(dorado, 
Nebraska.  Kansas,  Missouri,  Illinois, 
Minnesota,  Michigan,  Indiana,  and 
Ohio,  the  above  authority  is  restricted  to 
tndfic  originating  at  the  facilities  of  U.S. 
Packing  and  Shipping  Company  at  J&e- 
icy  City,  N.J.,  and  destined  to  the  above- 
named  destination  points. 


Note. — Common  control  may  be  involved. 

If  a  hearing  is  deemed  necessary,  the  appli¬ 
cant  requests  It  be  held  at  Chicago,  HI. 

No.  MC  52657  (Sub-No.  724),  filed 
March  14. 1975.  Applicant:  ARCO  AUTO 
CARRIERS,  INC.,  2140  West  79th  St.. 
Chicago.  Ill.  60620.  Applicant’s  represen¬ 
tative:  S.  J.  Zangri  (same  address  as  ap¬ 
plicant)  .  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
Irregular  routes,  transporting:  (1)  Trail¬ 
ers,  semi-trailers,  and  trailer  chassis  (ex¬ 
cept  trailers,  semi-trailers  and  trailer 
chassis  designed  to  be  dravm  by  passen¬ 
ger  automobiles),  trailer  converter  dol¬ 
lies,  in  initial  truckaway  and  driveaway 
ser^ce,  from  Pike  County,  Ohio,  to  points 
in  the  United  States,  including  Alaska, 
but  excluding  Hawaii;  (2)  trailers,  semi¬ 
trailers  and  trailer  chassis  (except  trail¬ 
ers,  semi-trailers  and  trailer  chassis  de¬ 
signed  to  be  drawn  by  passenger  auto¬ 
mobiles).  and  trailer  converter  dollies,  in 
secondary  truckaway  and  driveaway 
service,  between  Pike  Coimty,  Ohio,  on 
the  one  hand,  and,  on  the  other,  points 
in  Alaska.  Arizona.  California,  Colorado, 
Idaho,  Montana.  Nevada,  New  Mexico, 
Oklahoma,  Oregon,  Texas.  Utah,  Wash¬ 
ington,  and  Wyoming;  (3)  tractors,  in 
secondary  movements,  in  driveaway 
service,  only  when  drawing  trailers, 
semi-trailers  and  trailer  chassis  (except 
trailers,  semi-trailers  and  trailer  chas¬ 
sis  designed  to  be  drawn  by  passenger 
automobiles),  in  initial  or  secondary 
movements  between  Pike  County,  Ohio, 
on  the  one  hand,  and,  on  the  other,  points 
in  Alabama,  Alaska.  Arizona.  Arkansas, 
California,  Colorado,  Geor^a,  Idaho, 
Kansas.  Louisiana,  Maine,  Mississippi. 
Montana,  Nevada,  New  Hampshire,  New 
Mexico.  North  Dakota,  Oklahoma, 
Oregon,  South  Carolina,  Tennessee, 
Texas,  Utah,  Vermont,  Washington, 
Wyoming,  and  the  District  of  Columbia; 
(4)  motor  vehicle  bodies  and  containers, 
between  Pike  County,  Ohio,  on  the  one 
hand,  and,  on  the  other,  points  in  the 
United  States,  including  Alaska,  but  ex¬ 
cluding  Hawaii;  and  (5)  materials,  sup¬ 
plies.  and  parts  (except  commodities  in  * 
bulk)  used  in  the  manufacture,  assembly, 
or  servicing  of  the  commodities  described 
in  paragraphs  (1),  (2).  and  (4)  above, 
when  moving  mixed  loads  with  such 
commodities,  between  Pike  County,  Ohio, 
on  the  one  hand,  and,  on  the  other, 
points  in  the  United  States,  including 
Alaska,  but  excluding  Hawaii. 

Note. — If  a  hearing  la  deemed  necessary, 
the  applicant  requests  it  be  held  at  Detroit, 
Mich. 

No.  MC  59856  (Sub-No.  62),  filed 
March  14,  1975.  Applicant;  SALT 

CREEK  FREIGHTWAYS,  a  corporation, 
3333  West  Yellowstone  Street,  Caj^>er, 
Wyo.  82601.  Applicant’s  representative: 
John  R.  Davidson,  Room  805,  Midland 
Bank  Building,  Billings.  Mont.  59101. 
Authority  sought  to  operate  as  a  com¬ 
mon  carrier,  by  motor  vehicle,  over  regu¬ 
lar  routes,  transporting:  General  com¬ 
modities  (exc^  Classes  A  and  B  ex¬ 
plosives,  commodities  in  bulk,  livestock. 
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household  goods  as  defined  by  the  Com¬ 
mission,  and  commodities  requiring  the 
use  of  special  equipment) ,  Between  Bil¬ 
lings,  Mont.,  and  Miles  City,  Mont.:  From 
Billings  over  Interstate  Highway  94  and 
U.S.  Highway  10  to  Miles  City,  and  re- 
tium  over  the  seime  route,  serving  the 
intermediate  point  of  Forsyth,  Mont. 

Not*. — Common  control  may  be  Involved. 
If  a  hearing  la  deemed  necessary,  the  ap¬ 
plicant  requests  It  be  held  at  Billings  or 
Miles  City,  Mont. 

No.  MC  60012  (Sub-No.  93),  fUed 
March  10,  1975.  Applicant:  RIO 

GRANDE  MOTOR  WAY,  INC.,  1400 
West  52nd  Ave.,  Denver,  Colo.  80221. 
Applicant’s  representative:  John  S. 
Walker,  Jr.,  1515  Arapahoe  Street,  Den¬ 
ver,  Colo.  80202.  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Commodities  requiring  the  use  of 
special  equipment  (except  commodities 
in  bulk) ,  be^een  Alamosa,  Colo.,  on  the 
one  hand,  and,  on  the  other,  the  Four 
Comers  Electric  Power  Generating  Plant 
located  near  Fruitland,  N.  Mex.,  the  Ssm 
Juan  Power  Station  located  near  Water- 
flow,  N.  Mex.,  the  site  of  the  Western 
Gasification  Company  (WESCX))  Coal 
Gasification  Plant  located  near  Bum- 
ham,  N.  Mex.,  and  the  site  of  the  Bum- 
ham  Coal  Gasification  Complex  at  or 
near  Burnham,  N.  Mex.,  restricted  to  the 
transportation  of  shipments  having  an 
Immediately  prior  or  immediately  sub¬ 
sequent  movement  by  rail. 

Note. — Ckxnmon  control  may  be  Involved. 
If  a  hearing  is  deemed  necessary,  the  appli¬ 
cant  requests  it  be  held  at  either  Farming- 
ton,  Santa  Fe  ot  Albuquerque,  N.  Mex. 

No.  MC  61016  (Sub-No.  40),  filed 
March  3,  1975.  Applicant:  PETER  PAN 
BUS  LINES,  INC.,  1776  Main  Street, 
Springfield,  Mass.  01103.  Applicant’s 
representative:  Frank  Daniels,  15  Court 
Square,  Boston,  Mass.  02108.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Passengers,  in  special 
roimd-trip  operations  during  the  racing 
season  at  Green  Mountain  Race  Track, 
at  Pownal,  Vt.,  beginning  and  ending 
at  Lee,  Lenox,  Pittsfield,  Lanesborough, 
New  Ashford  smd  Williamstown,  Mass., 
and  extending  to  Green  Mountain  Race 
Track,  Pownal,  Vt. 

Note. — If  a  hearing  is  deemed  necessary, 
the  tqjpllcant  requests  It  be  held  at  Pitts¬ 
field  or  Springfield,  Mass. 

No.'  MC  61592  (Sub-No.  344),  filed 
March  3,  1975.  Applicant:  JENKINS 
TRUCKLINE,  INC.,  P.O.  Box  697,  R.R. 
3,  Jeffersonville,  Ind.  47130.  Applicant’s 
representative:  E.  A.  DeVine,  P.O.  Box 
737,  101  First  Avenue,  Moline,  HI.  61265. 
Authority  sought  to  operate  as  a  com¬ 
mon  carrier,  by  motor  vehicle,  over  ir¬ 
regular  routes,  transporting:  Wood 
products  (except  commodities  in  bulk), 
from  Bradford,  Pa.,  to  Memphis,  Tenn. 

Note. — Common  control  may  be  Involved, 
^f  a  hearing  is  deemed  necessary,  applicant 
Requests  It  be  held  at  Memphis,  Tenn. 

No.  MC  61592  (Sub-No.  345),  filed 
February  14,  1975,  Applicant:  JENKINS 


TRUCK  LINE,  INC.,  R.R.  3,  Box  697, 
Jeffersonville,  Ind.  47130.  Applicant’s 
representative:  Donald  W.  Smith,  Suite 
2465,  One  Indiana  Square,  Indianapolis, 
Ind.  46204.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Castings,  forgings,  engines,  tractor  and 
engine  parts,  and  agricultural  implement 
parts,  between  points  in  Louisville,  Ky., 
and  Rock  Island,  and  East  Moline,  HI., 
restricted  to  traffic  originating  at  and 
destined  to  the  plant  sites  and  ware¬ 
house  facilities  used  by  International 
Harvester  Company. 

Note. — Common  control  may  be  Involved. 
If  a  hearing  is  deemed  necessary,  the  appli¬ 
cant  requests  it  be  held  at  Chicago,  Ill. 

No.  MC  76036  (Sub-No.  6),  filed 
March  7,  1975.  Applicant:  CANADIAN 
FREIGHTWAYS  EASTERN  LIMITED. 
401  Woodward  Avenue,  Box  151,  Station 
C,  Hamilton,  Ontario,  Canada  L8H-7K7. 
Applicant’s  representative:  Eugene  T. 
Liipfert,  Suite  1100,  1660  L  Street  NW., 
Washington  D.C.  20036.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle:  (1)  over  regular  routes,  trans¬ 
porting:  General  commodities  (except 
those  of  imusual  value.  Classes  A  and  B 
explosives,  household  goods  as  defined 
by  the  Commission,  commodities  in  bulk, 
and  commodities  requiring  special  equip¬ 
ment)  ,  Between  the  port  of  entry  on  the 
International  Boundary  line  between  the 
United  States  and  Canada  located  at 
Port  Huron,  Mich.,  and  the  p>ort  of  entry 
on  the  International  Boundary  line  .be¬ 
tween  the  United  States  and  Canada  lo¬ 
cated  at  Detroit,  Mich.:  PYom  the  port 
of  entry  on  the  International  Boundary 
line  between  the  United  States  and  Can¬ 
ada  located  at  Port  Huron,  Mich.,  over 
Port  Huron  city  streets  to  junction  In¬ 
terstate  Highway  94,  thence  over  Inter¬ 
state  Highway  94  to  Detroit,  Mich., 
thence  over  Detroit  city  streets  to  the 
port  of  entry  on  the  International 
Boundary  line  between  the  United  States 
and  Canada  located  at  Detroit.  Mich., 
and  return  over  the  same  route,  serving 
Port  Huron  and  Detroit,  Mich,  as  inter¬ 
mediate  p>oints;  and  (2)  over  irregular 
routes,  transporting  General  commodi¬ 
ties  (except  those  of  unusual  value. 
Classes  A  and  B  explosives,  household 
goods  as  defined  by  the  Commission, 
commodities  in  bulk,  and  commodities 
requiring  special  equipment) :  (a)  be¬ 
tween  points  in  the  Detroit,  Mich.  Com¬ 
mercial  Zone;  and  (b)  between  points  in 
the  Port  Huron,  Mich.  Commercial  Zone, 
restricted  in  (1)  and  (2)  above  to  the 
transportation  of  traffic  originating  at  or 
destined  to  points  in  Canada. 

Note. — Common  control  may  be  Involved. 
If  a  hearing  Is  deemed  necessary,  the  appli¬ 
cant  requests  it  be  held  at  Detroit,  Mich.,  or 
Buffalo,  N.Y. 

No.  MC  79065  (Sub-No.  3),  filed 
March  17,  1975.  Applicant:  R.  PAUL 
McKEEN,  RD.  No.  4,  Wheeling.  W.  Va. 
26003.  Applicant’s  representative:  D.  L. 
Bennett,  129  Edglngton  Lane.  Wheeling, 
W.  Va.  26003.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irr^^ular  routes,  transpiorting:  Coal, 


in  truck  loads,  from  Moundsville  and 
Triadelphla,  W.  Va.,  to  Sciota  Village, 
Delaware  County,  Ohio. 

Note. — ^If  a  hearing  is  deemed  necessary, 
applicant  requests  It  be  held  at  either  Pitts¬ 
burgh,  Pa.  or  Washington,  D.C. 

No.  MC  82063  (Sub-No.  58),  filed 
March  14,  1975.  Applicant:  KLIPSCH 
HAULING  CO.,  119  East  Loughborough, 
St.  Louis,  Mo.  63111.  Applicant’s  repre¬ 
sentative:  E.  Stephen  Heisley,  Suite  805, 
666  Eleventh  St.  NW.,  Washington,  D.C. 
20001.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Nitric 
Acid,  in  bulk,  in  tank  vehicles,  from 
Atlas,  Mo.,  to  ix>ints  in  Alabama,  Hlinois, 
Indiana,  Kentucky,  Louisiana,  Michigan, 
Minnesota,  Mississippi,  Nebraska,  and 
New  Mexico. 

Note. — ^If  a  hearing  is  deemed  necessary, 
the  applicant  requests  it  be  held  at  either 
Kansas  City,  or  St.  Louis,  Mo. 

No.  MC  87379  (Sub-No.  15),  filed 
March  3,  1975.  Applicant:  C.  H. 

HOOKER  TRUCKING  CO.,  a  corpora¬ 
tion,  1475  Roanoke  Avenue,  Uhrichsvllle, 
Ohio  44683.  Applicant’s  representative: 
James  W.  Muldoon,  50  West  Broad 
Street,  Columbus,  Ohio  43215.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Clay  products,  and  plastic 
products  (except  commodities  in  bulk), 
from  Junction  City,  suid  points  in 
Tuscarawas  County,  Ohio,  to  points  in 
Florida,  Georgia,  North  Carolina,  South 
Carolina,  and  Hawaii. 

Note. — Applicant  holds  contract  carrier 
authority  in  MC  126851  Sub-Nos.  2  and  3, 
therefore  dual  operations  may  be  involved. 
If  a  hearing  is  deemed  necessary,  applicant 
requests  it  be  held  at  Columbus,  Ohio,  or 
Washington,  D.C. 

No.  MC  93840  (Sub-No.  17).  filed 
March  19,  1975.  Applicant:  W.  W. 
GLESS,  doing  business  as  GLESS  BROS., 
P.O.  Box  216,  Blue  Grass,  Iowa  52726. 
Applicant’s  representtive:  James  M. 
Hodge,  1980  Financial  Center,  Des 
Moines,  Iowa  50309.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Scrap  iron  and  scrap  steel,  from 
points  in  Decatur,  Peoria  and  Rockford, 
HI.,  to  Durant,  Iowa. 

Note. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  it  be  held  at  Chicago. 
Ill. 

No.  MC  95540  (Sub-No.  927),  filed 
March  20.  1975.  Applicant:  WATKINS 
MOTOR  LINES,  INC.,  1940  Monroe 
Drive,  P.O.  Box  1636,  Atlanta,  Ga.  30301. 
Applicant’s  representative:  Jerome  F. 
Marks  (seme  SMldress  as  applicant).  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Meats,  meat  prod¬ 
ucts,  meat  by-products,  and  articles  dis¬ 
tributed  by  meat  packinghouses  as  de¬ 
scribed  in  Sections  A  and  C  of  Appendix 
I  in  Descriptions  in  Motor  Carrier  Cer¬ 
tificates,  61  M.C.C.  209  and  766,  and 
frozen  foods  (except  commodities  In 
bulk) ,  from  points  in  Fulton,  Cobb,  Gwin¬ 
nett,  De  Kalb  and  Clayton  Counties,  Ga., 


FEDERAL  REGISTER,  VOL.  40,  NO.  70— THURSDAY,  APRIL  10,  1975 


NOTICES 


16279 


to  points  in  Texas,  Louisiana,  Mississippi, 
Alabama,  Tennessee,  Kentucky,  West 
Virginia,  Virginia,  North  Carolina,  South 
Carolina  and  Florida. 

Notb. — CX>minoii  control  may  be  involved. 
It  a  hearing  is  deemed  neceenary,  the  appU- 
cant  requests  It  be  held  at  either  Atlanta, 
Oa.,  or  Washington,  D.C. 

No.  MC  100666  (Sub-No.  294),  filed 
March  13,  1975.  Ai^llcant:  MELTON 
TRUCK  LINES,  INC,,  P.O.  Box  7666, 
Shreveport.  La.  71107.  Applicant’s  repre¬ 
sentative:  Wilburn  L.  Williamson,  3535 
NW.  58th,  280  Nationskl  Foimdation  Life 
Bldg.,  Oklahcmia  City,  Okla.  73112.  Au¬ 
thority  sought  to  <^rate  as  a  common 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  (1)  Lumber  and 
lumber  products:  (a)  from  points  in  Ari¬ 
zona,  to  points  in  Alabama,  Colorado, 
Mississippi,  Oklahoma,  Tennessee  and 
Texas;  (b)  from  points  in  Colorado,  to 
points  in  Arizona,  Missouri  and  Tennes¬ 
see;  (c)  from  points  in  Kansas,  Missouri, 
Oklahoma  and  Texas,  to  points  in  Ari¬ 
zona,  Colorado  and  New  Mexico;  (d) 
from  points  in  Arkansas  and  Tennessee, 
to  points  in  Colorado;  (e)  from  points  in 
New  Mexico,  to  points  in  Arizona  and 
Colorado;  and  (f)  between  points  in 
Utah  and  Wyoming,  on  the  one  hand, 
and,  on  the  other,  points  in  Alabama, 
Arkansas,  Kansas,  Ix)ulsiana,  Mississippi, 
Mlssoiu’i,  Oklahoma,  Tennessee  $tnd 
Texas;  and  (2)  composition  board,  be¬ 
tween  points  in  Arizona,  Colorado,  New 
Mexico,  Utah  and  Wyoming,  on  the  one 
hand,  and,  on  the  other,  points  in  Ala¬ 
bama,  Arkansas,  Kansas,  Louisiana, 
Mlsst^ippl,  Missouri,  Oklahoma,  Tennes¬ 
see  and  Texas. 

Not*. — If  a  hearing  Is  deemed  necessary, 
applicant  requests  It  be  held  at  Dallas,  Tex. 
or  Albuquerque,  N.  Mex. 

No.  MC  103051  (Sub-No.  340),  filed 
March  17,  1975.  Applicant:  FLEET 
TRANSPORT  COMPANY,  INC.,  934  44th 
Ave.  North,  Nashville,  Tenn.  37209.  Ap¬ 
plicant’s  representative:  Russell  E.  Stone 
(same  address  as  applicant).  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Liquid  sugar,  in  bulk,  in 
tank  vehicles,  from  Belle  Olade,  Fla.,  to 

Stints  in  Alabama,  Georgia  (except  At- 
nta,  Athens  and  Savannah,  Oa.), 
South  Carolina,  North  Carolina  (except 
Elkin,  Greensboro  and  Winston-Salem, 
N.C.),  Tennessee  and  Virginia. 

Note. — Common  control  and  dual  opera¬ 
tions  may  be  Involved.  If  a  hearing  is  deemed 
necessary,  applicant  requests  It  be  held  at 
NashvUle,  Tenn.  or  Atlanta,  Oa. 

No.  MC  103051  (Sub-No.  341),  filed 
March  17,  1975.  Applicant:  FLEET 

TRANSPORT  COMPANY,  INC.,  934  44th 
Ave.  North,  Nashville,  Tenn.  3*7209.  Ap¬ 
plicant’s  representative:  Russell  E.  Stone 
(same  address  as  applicant).  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Petroleum  and  petroleum 
products,  in  bulk,  in  tank  v^cles,  from 
Savannah,  Oa.,  to  Richmond,  Va.,  Mor¬ 
ristown,  Tenn.  and  Washington,  Pa. 


Note. — Common  control  and  dxial  opera¬ 
tions  may  be  Involved.  If  a  hearing  Is  deemed 
necessary,  i4>pllcant  requests  It  be  held  at 
NashvlUe,  Tenn.  or  Atlanta,  Oa. 

No.  MC  103051  (Sub-No.  342),  filed 
March  17,  1975.  Applicant:  FLEET 
TRANSPORT  COMPANY,  INC.,  934  44th 
Ave.  North,  Nashville,  Tenn.  37209.  Ap¬ 
plicant’s  representative :  Russell  E.  Stone 
(same  address  as  applicant).  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  Irregular  routes, 
transporting:  Limestone  slurry,  in  bulk, 
in  tank  vehicles,  from  Tate,  Ga.,  to  points 
in  Virginia. 

Note. — Common  control  may  be  involved. 
If  a  hearing  Is  deemed  necessary,  the  appli¬ 
cant  requests  it  be  held  at  either  NashvlUe, 
Tenn.,  or  Atlanta,  Oa. 

No.  MC  103498  (Sub-No.  43).  filed 
March  17, 1975.  Applicant:  W.  D.  SMITH 
TRUCK  LINE,  INC.,  P.O.  Drawer  C, 
Dequeen,  Ark.  71832.  Applicant’s  repre¬ 
sentative:  Bruce  J.  Klnnee,  1550  Tower 
Bldg.,  Little  Rock.  Ark.  72201.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Building  materials,  and 
materials  used  in  or  related  to  road  and 
bridge  construction  (except  machinery 
suid  commodities  in  bulk),  from  Dallas, 
Tex.,  to  points  in  Missouri,  Arksuisas, 
Louisiana,  Mississippi,  Tennessee,  Okla¬ 
homa,  and  Alabama.  * 

Note. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  It  be  held  at  either 
Dallas,  Tex.,  or  Little  Rock,  Ark. 

No.  MC  104589  (Sub-No.  28).  filed 
March  13,  1975.  Applicant:  SOUTHERN 
FREIGHTWAYS.  INC.,  P.O.  Box  374, 
EusUs.  Fla.  32726.  Applicant’s  represent¬ 
ative:  David  C.  Venable,  Suite  805,  666 
11th  Street  NW.,  Washington,  D.C.  20001. 
Authority  sought  to  operate  as  a  con¬ 
tract  carrier,  by  motor  vehicle,  over  irreg¬ 
ular  routes,  transporting:  Welding 
equipment,  materials  and  supplies,  and 
electric  motors  and  parts  and  accessories 
tor  welding  equipment,  materials  and 
supplies  and  electric  motors,  from  the 
plantsltes  and  storage  facilities  of  the 
Lincoln  Electric  Company  located  in 
Cleveland,  Ohio  and  its  Commercial 
Zone,  to  points  in  the  United  States  on 
and  west  of  a  line  beginning  at  the 
mouth  of  the  Mississippi  River  to  its 
Jimction  with  the  Western  boundary  of 
Itasca  County,  Minn.,  thence  northward 
along  the  western  boundaries  of  Itasca 
and  Koochiching  Coimtles,  Minn.,  to  the 
International  boundary  line  between  the 
United  States  and  Canada,  and  points 
in  Minnesota,  Tennessee,  Mississippi, 
Alabama,  Georgia  and  Florida  (except 
Alaska  and  Hawaii) ,  under  a  continuing 
contract  or  contracts  with  The  Lincoln 
Electric  Company. 

Note. — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  it  be  held  at  Cleve¬ 
land,  Ohio. 

No.  MC  104589  (Sub-No.  29),  filed 
March  19,  1975.  AppUcant:  SOU'THERN 
FREIGHTWAYS.  INC.,  P.O.  Box  874, 
Eustis,  Fla.  32726.  i^plicant’s  represent¬ 
ative:  David  C.  Venable.  Suite  805,  666 


11th  St.  NW.,  Washington,  D.C.  20001. 
Authority  soiight  to  operate  as  a  con¬ 
tract  carrier,  by  motor  vehicle,  over  ir¬ 
regular  routes,  transporting:  Citrus 
products,  from  Winston-Salem,  N.C.,  to 
points  in  the  United  States  in  and  east 
of  Minnesota,  Iowa,  Missouri,  Arkansas, 
and  Louisiana  (except  North  Carolina) 
under  a  continuing  contract  with  World 
Citrus,  Inc.,  a  subsidiary  of  Citrus 
World. 

Note. — If  a  hearing  is  deemed  necessary, 
the  ai^llcant  requests  it  be  held  at  either 
Tampa  or  Orlando,  Fla. 

No.  MC  106603  (Sub-No.  139),  filed 
March  20.  1975.  Applicant:  DIRECT 
TRANSIT  LINES,  INC.,  200  Colrain  St. 
SW..  P.O.  Box  8008,  Grand  Rapids,  Mich. 
49508.  Applicant’s  representative:  Mar¬ 
tin  J.  Leavitt,  22375  Haggerty  Road,  P.O. 
Box  400,  Northville,  Mich.  48167.  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Clay  and  clay  prod¬ 
ucts  (except  in  bulk),  from  points  in 
Scott  County,  Mo.,  to  points  in  Illinois, 
Indiana,  Iowa,  Kentucky,  Michigan,  Mis¬ 
souri,  New  York,  Ohio,  Pennsylvania, 
Tennessee,  West  Virginia,  and  Wiscon¬ 
sin.  Note:  Applicant  holds  contract  car¬ 
rier  authority  in  MC^-46240  and  subs 
thereunder,  therefore  dual  operations 
may  be  Involved. 

Note. — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  it  be  held  at  either 
Chicago,  III.,  or  Washington,  D.C. 

No.  MC  106674  (Sub-No.  162),  filed 
March  17,  1975.  Applicant:  SCHILLI 
MOTOR  LINES,  INC.,  P.O.  Box  123, 
Remington,  Ind.  47977,  Applicant’s  rep¬ 
resentative:  Jerry  L.  Johnson  (same  ad¬ 
dress  as  applicant) .  Authority  sought  to 
operate  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 

(1)  Railroad  ties,  wooden  mining  mate¬ 
rials,  and  lumber,  treated  or  untreated, 
from  Sutton,  W.  Va.,  to  points  in  Illinois, 
Indiana,  Michigan,  and  Wisconsin,  and 

(2)  fertilizer,  in  bulk,  in  dump  vehicles, 
from  Danville,  HI.,  to  points  in  Warren, 
Vermilion  and  Fountain  Counties,  Ind.' 

Note. — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  it  be  held  at  Chicago, 
Ill.  or  Indianapolis,  Ind. 

No.  MC  107010  (Sub-No.  56),  filed 
March  17,  1975.  Applicant:  BULK  CAR¬ 
RIERS,  INC.,  P.O.  Box  423,  Auburn,  Nebr. 
68305.  Applicant’s  representative:  Patrick 
E.  Quinn,  605  South  14th  Street,  P.O. 
Box  82028,  Lincoln,  Nebr.  68501.  Author¬ 
ity  sought  to  operate  as  a  common  car¬ 
rier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Crushed  rock.  rock, 
sand  and  gravel,  from  points  in  Richard¬ 
son  and  Nemaha  Coimtles,  Nebr.,  to 
points  in  Kansas  and  MlssourL 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Lincoln, 
Nebr. 

No.  MC  107012  (Sub-No.  217),  filed 
March  10,  1975.  Applicant  NORTH 
AMERICAN  VAN  LINES,  INC.,  P.O.  Box 
988,  Lincoln  Hwy.  and  Meyer  Rd.,  Fort 
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Wayne.  Ind.  46801.  Applicant’s  repre¬ 
sentative.  Michael  !<.  Harvey  (same  ad¬ 
dress  as  aiK>Ucant) .  Authority  sought  to 
iterate  as  a  common  carrier,  by  moUff 
vriiicle.  over  Irregidar  routes,  transpcKrt- 
ing:  (1)  HotuehoUL  appliances,  from  the 
planteate  and  sknage  facilities  of  West- 
inghouse  Electric  Corp..  at  or  near  Atlan¬ 
ta,  Oa.,  to  points  in  North  Carolina, 
South  Carolina,  Florida,  Alabama,  Ten¬ 
nessee,  and  lifississippi;  and  (2)  Jiouse- 
hold  appliances,  (except  new  kitichm 
eqiiipment) ,  from  the  plantsite  and  stor¬ 
age  facilities  of  Westinghouse  Electric 
Corp.,  at  or  near  Memphis.  Tenn.,  to 
P(^t6  in  Mississippi,  Louisiana,  Arkan¬ 
sas,  Missouri.  Kansas,  Oklah<nna.  Texas 
and  New  Mexico. 

Note. — Commui  control  may  be  Involved. 
If  a  bearing  Is  deemed  necessary,  the  ap- 
lUlcant  requests  It  be  beld  at  either  Atlanta, 
Oa.,  or  Washington,  D.C. 

No.  MC  107515  (Sub-No.  974),  filed 
March  3.  1975.  Applicant:  REFRIGER¬ 
ATED  TRANSPORT  CO,  INC.,  P.O.  Box 
308,  Forest  Park,  Ga.  30050.  Apidicant’s 
representative.  Alan  K  Serby,  3379 
Peachtree  Road,  NE.,  Suite  375,  Atlanta, 
Ga.  30326.  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
irregular  routes,  tran^rting:  Meats, 
meat  products,  and  meat  "by-products, 
from  Ellensburg  and  Seattle,  Wash,  to 
points  in  Massachusetts,  New  York. 
Pmnsylvanla  and  the  District  of  Colum¬ 
bia. 

Note. — Common  control  and  dual  opera¬ 
tions  may  be  Involved.  If  a  hearing  is  deemed 
necessary,  applicant  requests  It  be  held  at 
Seattle.  Wash,  or  San  Randsoo,  Calif. 

No.  MC  108207  (Sub-No.  414),  filed 
March  10,  1975.  Applicant:  FROZEN 
POOD  EXPRESS,  me,  318  Cadiz  Street. 
P.O.  Box  5888,  Dallas,  Tex.  75222.  Ap¬ 
plicant’s  representative:  J.  B.  Ham 
(same  address  as  applicant).  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  Irregular  routes, 
transporting:  Meats,  meat  products, 
meat  byproducts,  and  articles  distributed 
by  meat  packinohouses,  as  described  in 
Sections  A  and  C  of  Ai^ndix  I  to  the 
r^jort  In  Descriptions  in  Motor  Carrier 
Certilicates,  61  M.C.C.  209  and  766  (ex¬ 
cept  hides  and  commodities  in  bulk), 
from  the  idantsites  and  storage  facili¬ 
ties  of  MBPXL  Corporation  located  at  or 
near  ^Hncblta,  Kans,  to  points  in  Arkan¬ 
sas.  ofcinhnma,  Tcxas,  Louisiana,  Missis¬ 
sippi,  Tennessee,  Missouri,  IHinois,  Indi- 
ansL,  Michigan,  Wisconsin.  Minnesota, 
Ndaraska,  Iowa,  New  Mexico,  Arizona 
nnd  CalifcHUla,  restricted  to  traffic  origi¬ 
nating  at  the  above-named  (Higin,  and 
destined  to  the  above-named  desti¬ 
nations. 

Note. — ^If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  It  be  held  at  Wichita, 
Kane,  or  Dallaa,  Tex. 

No.  MC  108207  (Sub-No.  415),  filed 
March  17.  1975.  Applicant:  FROZEN 
POOD  EXPRESS,  me.,  318  Cadiz 
Street,  P.O.  Box  5888,  Dallas,  Tex.  75222. 
Api^lcant’s  representative:  J.  B.  Ham 
(same  address  as  applicant).  Authority 


sought  to  operate  as  a  common  carrier, 
by  motor  vdiicle,  over  irregular  routes, 
transporting:  Foodstuffs  (except  com¬ 
modities  in  bulk),  from  Hudson,  Iowa, 
to  points  In  Ailcansas,  Kansas.  Louisiana, 
Ifississipt^  Missouri,  CAJahoma,  Texas 
and  Tennessee,  restricted  to  traffic  orig¬ 
inating  at  the  plant  sites  and  faculties 
of  and  used  by  Land  O’  Lakes,  Inc.,  and 
destined  to  the  above  named  desti¬ 
nations. 

Note. — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  It  be  held  at  either 
Minneapolis,  Minn.,  or  Dallas,  Tex. 

No.  MC  108207  (Sub-No.  416),  filed 
March  20,  1975.  AppUcant:  FROZEN 
FOOD  EXPRESS,  a  oorporation,  P.O. 
Box  5888,  Dallas,  Tex.  75222.  Ai^iUcant’s 
representative:  J.  B.  Ham  (same  ad¬ 
dress  as  apt^cant) .  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irreguk^j*  routes,  transport¬ 
ing:  Resin  impregnated  broadgoods  and 
rovings,  adhesive  cements,  molding  com¬ 
pound,  granulated  resin,  and  liquid  plas¬ 
tics  (except  in  bulk) ,  in  vdiicles  equipped 
with  mechanical  refrigeration,  from 
points  in  Illinois,  Indiana,  Kansas,  Mich¬ 
igan,  Minnesota,  Missouri,  Nebraska. 
CMilo,  C^aJuxna,  Texas,  and  Wisconsin, 
to  petots  in  CTattfomia. 

Note. — ^If  a  bearing  Is  deemed  necessary, 
the  applicant  requests  It  be  held  at  L09 
Angeles,  Calif. 

No.  MC  110098  (Sub-No.  150),  filed 
March  20,  1975.  AppUcant:  2^ERO  RE¬ 
FRIGERATED  LINES.  1400  Ackerman 
Rd..  P.O.  Box  20380,  San  Antonio,  Tex. 
78220.  AppUcant’s  representative:  T.  W. 
Cothren  (same  address  as  i^licant). 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Meat,  meat  prod¬ 
ucts,  meat  "by-products,  and  articles  dis¬ 
tributed  by  meat  packinghouses  Us  de¬ 
scribed  in  Sections  A  and  C  of  Appendix 
I  in  Descriptions  in  Motor  Carrier  Certif¬ 
icates.  61  M.C.C.  209  and  766,  and  food¬ 
stuffs  (except  hides  and  ccnnmoditles  in 
bulk),  (1)  from  the  plant  site  and  or 
warehouse  faculties  utilized  by  Geo.  A. 
Hormel  fc  Co.,  at  or  near  Ottumwa,  Iowa 
to  points  In  Arkansas,  Louisiana,  New 
Mexico,  Oklahoma,  and  Texas;  and  (2) 
from  the  destination  states  In  part  (1) 
above  to  the  plantsite  and  or  warrtuMise 
facilities  utilized  by  Oea  Hormel  b  Co., 
at  or  near  Ottumwa,  Iowa,  restricted  In 
1  and  2  above  to  traffic  originating  at  the 
above-named  states  and  destined  to  the 
above-named  destinations. 

Note. — ^If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  It  be  hrid  at  either 
Si.  Paul.  Minn.,  or  Omaha,  Nebr. 

No.  MC  110563  (Sub-No.  154),  filed 
March  10,  1975.  AM>Ucant:  COLDWAY 
P(X)D  EXPRESS.  INC.,  P.O.  Box  747, 
Ohio  BuUding,  Sidney,  Ohio  45365.  Ap¬ 
plicant’s  representative:  Josei^  M. 
Scanlan,  111  W.  Washington,  Chicago, 
HL  60602.  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vdaicle,  over 
Irregular  routes,  transporting:  Bakery 
products,  trom  the  plantsltes  and  ware¬ 
house  facilities  utilized  by  Arnold  Bakers, 


Inc.,  at  or  near  New  Ha,ven.  Greenwich, 
and  Stamford.  Conn.,  to  points  in  Ohio, 
Michigan,  and  Virginia. 

Note. — ^If  a  hearing  la  deemed  necessary, 
applicant  requests  It  he  bMd  at  either  Hart¬ 
ford,  Coon.,  or  New  York,  N.Y. 

No.  MC  112304  (Sub-No.  96) '(CJorrec- 
tion),  filed  E^bruary  27,  1975,  published 
in  the  Federal  Register  issue  March 
27,  1975,  and  republished  as  corrected 
this  issue.  Applicant:  ACTE  DORAN 
HAULINO  b  RIOGINO  CO.,  a  Corpora¬ 
tion,  1601  Blue  Rock  Street,  Cincinnati. 
Cttiio  45223.  ApiUlcant’s  representative: 
John  D.  Herb^  (same  address  as  ap¬ 
plicant)  .  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  (1)  Road 
building,  earth  moving,  construction 
equipment,  cranes  and  attachments,  ac¬ 
cessories,  and  parts  of  such  commodities: 
and  (2)  parts,  materials,  and  supplies 
used  in  the  construction  of  items  in  (1) 
above,  between  the  plantsltes  and  ware¬ 
house  facilities  of  Grove  Manufacturing 
Company,  at  on  near  Shady  Grove,  Pa., 
on  tile  one  hand,  and,  on  the  other, 
points  in  the  United  States  including 
Alaska,  but  excluding  Hawaii. 

Note. — ^The  purpose  of  this  republlcatlon 
is  to  indicate  the  terrltcMial  portion  of  ap¬ 
plicant’s  request  for  authority  which  was 
previously  published  In  error.  Common  con¬ 
trol  may  be  Involved.  If  a  hearing  Is  deemed 
necesaary,  applicant  requests  It  be  held  at 
either  Washington,  D.C.,  or  Philadelphia,  Pa. 

No.  MC  112304  (Sub-No.  97),  filed 
March  10.  1975.  AiH>licant:  ACE  DORAN 
HAULINO  b  RIGioiNO  CJo.,  a  CoriJora- 
tion,  1601  Blue  Rock  Street,  Cincinnati, 
Ohio  45223.  Applicant’s  representative: 
John  D.  Herbert  (same  address  as  141- 
plicant) .  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  v^lcle,  over 
irregular  routes,  transporting:  (1)  In- 
dustrial  storage  batteries,  (a)  from  ECan- 
kakee.  Ill.,  to  points  in  the  United  ti's, 
including  Alaska  but  excluding  Ha\vali: 
(b)  from  Fort  Smith,  Ark.,  to  points  in 
the  United  States,  including  Alaska  but 
excluding  Hawaii;  (2)  lead,  from  Her¬ 
culaneum,  MOn  to  Fort  Smi^  Ark.;  (3) 
lead  oxide  and  litharge,  in  containers, 
from  St.  Paul,  Eflnn..  Joplin,  Mo.,  and 
Dallas,  Tex.,  to  Fort  Smith,  Ark.;  and 
(4)  scrap  batteries  for  remelting  pur¬ 
poses  only,  (a)  from  points  in  Ohio, 
Kentucky,  Pennsylvania,  and  Tazewell, 
Va.,  to  Detroit,  Mich.;  (b)  from  points 
in  Kentucky,  Pennsylvania,  and  Taze¬ 
well.  Va.,  to  Cleveland  and  Lima,  Ohio. 

Note. — CkMnmon  otmtrol  may  be  Involved. 
If  a  hearing  la  deemed  necesaary,  the  appli¬ 
cant  requests  It  be  held  at  Washington,  D.C., 
or  Philadelphia,  Pa. 

No.  MC  112593  (Sub-No.  19),  filed 
March  13,  1975.  AppUcant:  SIDNEY  W. 
JOHNSON,  doing  business  as  SOUTH- 
WES’TERN  FILM  SERVICE,  6767  Guad¬ 
alupe  TraU  NW..  Albuquerque.  N. 
Mex.  87107.  AppUcant’s  representative: 
Thomas  J.  Burke,  Jr.,  1600  Lincoln  Cen¬ 
ter,  1660  Lincoln  Street,  Denver,  Colo. 
80203.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
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irregxilar  routes,  transporting:  Newspa~ 
pera  and  magazines,  from  Denver.  Colo., 
and  El  Paso.  Tex.,  to  Albuquerque  and 
Oallup,  N.  Mex. 

Note. — ^If  »  hearing  U  deemed  necessary, 
appUcont  requests  It  be  held  at  Albuquer¬ 
que,  N.  Mex.,  or  Denver,  Colo. 

No.  MC  112801  (Sub-No.  171),  filed 
March  17.  1975.  AppUcant:  TRANS¬ 
PORT  SERVICE  CO.,  a  Corporation,  2 
Salt  Creek  Lane,  Hinsdale,  HI.  60521. 
Applicant’s  representative:  Carl  L.  Stein¬ 
er,  39  South  LaSalle  Street,  Chicago,  HI. 
60603.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  (1)  Corn 
and  com  products,  in  bulk,  from  Dan¬ 
ville.  HI.,  to  points  in  the  United  States 
(except  Alaska  and  Hawaii);  and  (2) 
soya  arid  soya  products,  in  bulk,  from 
Danville.  HI.,  to  points  in  the  United 
States  (except  Alaska.  Hawaii,  Indiana, 
Michigan,  and  Ohio) . 

Note. — If  a  hearing  Is  deemed  necessary, 
applicant  requests  it  be  held  at  Chicago,  Ill. 

No.  MC  112822  (Sub-No.  369),  filed 
March  14, 1975.  Applicant:  BRAY  LINES 
INCORPORATED.  1401  N.  litUe  Street. 
(P.O.  Box  1191),  Cushing,  Okla.  74023. 
Applicant’s  representative:  Charles  D. 
Midklfl  (same  address  as  applicant). 
Authority  sought  to  operate  as  a  com¬ 
mon  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Foodstuffs 
(except  commodities  in  bulk) ,  from 
points  in  Minnesota  and  Wisconsin,  to 
points  in  Arkansas,  Missouri,  Kansas, 
Iowa,  Oklah(»na.  Texas.  Nebraska,  Mis¬ 
sissippi.  and  Louisiana,  restricted  to 
traffic  originating  at  the  facilities  and 
plantsltes  used  by  Land  O’Lakes,  Inc., 
and  destined  to  the  named  destinations. 

Note. — ^If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Minneapolis. 
Minn.,  or  Kansas  City,  Mo. 

No.  MC  112822  (Sub-No.  370),  filed 
March  14. 1975.  Applicant:  BRAY  LINES 
INCORPORATED.  1401  N.  LitUe  Street 
(P.O.  Box  1191),  Cushing,  Okla.  74023. 
Applicant’s  representative:  Charles  D. 
Midklff  (same  address  as  applicant). 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Foodstuffs  (except 
commodities  In  bulk),  from  Hudson, 
Iowa,  to  points  in  Arkansas,  Missouri, 
Kansas,  Iowa,  Oklahoma,  Texas,  Ne¬ 
braska,  Mississippi,  and  Louisiana,  re¬ 
stricted  to  traffic  originating  at  the 
plantsltes  and  facilities  used  by  Land 
O’Lakes,  Inc.,  and  destined  to  the  above 
named  destinations. 

Note. — If  a  hearing  is  deemed  necessary, 
oppUeont  requests  It  be  held  at  either 
Kansas  City,  Mo.,  or  Chicago,  HI. 

No.  MC  113165  (Sub-No.  8),  filed 
March  13.  1975.  Applicant:  PENINSULA 
TRUCK  LINES,  INC.,  6314  7th  Ave. 
South,  Seattle,  Wash.  98108.  Applicant’s 
representative:  Ous  Vander  Pol  (same 
address 'as  applicant).  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Used  househoUd  goods,  between 
points  In  Clallam,  Jefferson,  Kitsap, 


Pierce,  Grays  Harbor.  Mason,  and  Thurs¬ 
ton  Counties,.  Wash.,  restricted  to  the 
transportation  of  traffic  having  a  prior 
or  subsequent  movement  beyond  said 
points,  in  containers,  and  further  re¬ 
stricted  to  the  performance  of  pickup 
and  delivery  service  in  connection  with 
packing,  crating,  and  containerization  or 
unpacking,  imcrating,  and  decontainerl- 
zatlon  of  such  traffic. 

Note. — ^If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Seattle, 
Wash. 

No.  MC  113410  (Sub-No.  94),  filed 
March  14,  1975.  Applicant:  DAHLEN 
TRANSPORT,  INC.,  1680  Fourth  Ave¬ 
nue,  Newport.  Minn.  55055.  Applicant’s 
representative:  Joseph  A.  Eschenbacher, 
Jr.  (same  address  as  applicant) .  Author¬ 
ity  sought  to  operate  as  a  common  car¬ 
rier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  (1)  Cotton  piece 
goods  and  materials  and  supplies  used  in 
the  manufacture  and  distribution  of 
abrasive  cloth  and  paper,  from  Mlnne- 
apolls-St.  Paul,  Minn.,  to  the  plant  site 
and  storage  facilities  of  Minnesota  Min¬ 
ing  and  Manufacturing  Company  at 
Alexandria,  Minn.,  restricted  to  traffic 
having  an  immediately  prior  movement 
by  rail;  (2)  abrasive  cloth  and  paper, 
from  the  plant  site  and  storage  facilities 
of  Minnesota  Mining  and  Manufactmr- 
ing  Company  at  Alexandria,  Minn.,  to 
Minneapolis-St.  Paul.  Minn.,  restricted 
to  traffic  having  an  Immediately  subse¬ 
quent  movement  by  rail;  and  (3)  general 
commodities  (except  those  of  unusual 
value.  Classes  A  and  B ‘Explosives,  house¬ 
hold  goods  as  defined  by  the  Cmnmls- 
si<xi,  commodities  in  bulk  and  those  re¬ 
quiring  special  equipment) ,  between 
MixmeapoUs-St.  Paul,  Minn.,  and  the 
plant  site  and  storage  facilities  of  Min¬ 
nesota  Mining  and  Manufacturing  Com¬ 
pany  at  Cottage  Grove,  Minn.,  restricted 
to  traffic  having  an  immediately  prior  or 
subsequent  movement  by  rail. 

Note. — Common  oontrcA  may  be  involved. 
If  a  hearing  Is  deemed  necessary,  applicant 
requests  It  be  held  at  Minneapolis  or  8t. 
Paul,  Minn. 

No.  MC  113651  (Sub-No.  182),  filed 
March  12.  1975.  Applicant:  INDIANA 
REFRIGERATOR  LINES.  INC.,  2404 
North  Broadway,  Munde,  Hid.  47303. 
Applicant’s  representative:  Daniel  C. 
Sullivan,  327  South  LaSaUe  Street.  Chi¬ 
cago,  HI.  60604.  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  Irregular  routes,  transporting: 
Meat,  meat  products,  meat  by-products 
and  articles  distributed  by  meat  packing¬ 
houses,  as  described  in  Sections  A  and  C 
of  Appendix  I  to  the  report  in  Descrip¬ 
tions  in  Motor  Carrier  Certificates,  61 
M.C.C.  209  and  766  (except  hides  and 
commodities  in  bulk) ,  from  the  plantsite 
and  storage  facilities  of  or  utilized  by 
Farmland  Foods,  located  at  or  near 
Crete.  Nebr.,  to  points  in  Alabama,  Con¬ 
necticut,  Delaware,  ITorlda,  Ge<xgia, 
Kentucky.  Louisiana,  Maine.  Maryland, 
Massachusetts,  Mississippi,  New  Hamp¬ 
shire,  New  Jersey,  New  Yoi^  North  Car¬ 
olina,  CMilo,  Pminsylvanla,  Rhode  Island, 


South  Carolina.  Tennessee,  Vermmit, 
Virginia,  West  Virginia,  and  the  District 
of  Columbia,  restricted  to  the  transporta¬ 
tion  of  traffic  originating  at  the  above 
origin,  and  destined  to  the  above  named 
destinations. 

Note. — Common  control  may  be  tovolvi^. 
If  a  hearing  Is  deemed  necessary,  the  iq>pli- 
cont  requests  It  be  held  at  Kansas  City,  Mo. 

No.  MC  113843  (Sub-No.  219),  filed 
March  17,  1975.  Applicant:  REFRIGER¬ 
ATED  FOOD  EXPRESS,  INC.,  316  Sum¬ 
mer  Street,  Boston.  Mass.  02210.  Appli¬ 
cant’s  representative:  William  J.  Boyd, 
600  Enterprise  Drive,  Suite  222,  Oak 
Brook,  HI.  60521.  Authority  sought  to  <8;>- 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transport¬ 
ing:  Foods,  foodstuffs,  and  food  products, 
from  Portland.  Maine,  and  points  in 
Aroostook  County,  Maine,  to  points  in 
Georgia,  Florida,  Alabama,  ItdsslssiiH?!* 
and  Louisiana. 

Note. — Common  control  may  be  involved. 
If  a  hearing  is  deemed  necessary,  the  oppU- 
cont  requests  tt  be  held  at  Boston,  Moss. 

No.  MC  114211  (Sub-No.  244),  filed 
March  19,  1975.  AppUcant:  WARREN 
TRANSPORT.  INC.,  324  Manhard 
Street,  P.O.  Box  420,  Waterloo,  Iowa, 
50704.  AppUcant’s  representative  Ken¬ 
neth  R.  Nelson.  327  South  La  Salle,  Chi¬ 
cago,  HI.  60604.  Authority  sought  to  oper¬ 
ate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 
Materials,  equipment,  and  supplies  (ex¬ 
cept  commodities  in  bulk),  us^  in  the 
manufacture  and  distribution  of  road 
building  machinery,  contractor’s  equip¬ 
ment  and  suppUes,  self-propelled  vehicles 
(except  passenger  vehicles  or  truck  trac¬ 
tors)  ,  and  attachments  and  parts  there¬ 
for.  between  the  faculties  of  Schleld 
Bantam,  Division  Koehring,  at  or  near 
Waverly,  Iowa,  and  Parsons.  Division  of 
Koehring.  at  or  near  Newton,  Iowa,  on 
the  one  hand,  and,  on  the  other.  p<^t8  in 
the  United  States  (except  Alaska  and 
Hawaii). 

Note. — ^If  a  hecudng  is  deemed  necessary, 
the  applicant  requests  it  be  held  at  either 
Minneapolis,  Minn.,  or  Washington.  DX- 

No.  MC  114273  (Sub-No.  232),  filed 
March  20.  1975.  AppUcant:  CRST,  INC., 
P.O.  Box  68,  Cedar  Rapids,  Iowa  52406. 
AppUcant’s  representative:  Robert  E. 
Konchar,  Suite  315,  Commerce  Exchange 
Bldg.,  2720  First  Ave.  NE..  P.O.  Box  1943, 
Cedar  Rapids.  Iowa  52406.  Authcurity 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  Irregular  routes, 
transporting:  Coming  glasstoare  prod¬ 
ucts,  pyrex,  cominguxire,  and  correUe- 
voare,  frtun  Oreencastle,  Pa.,  to  pt^nts  in 
Iowa. 

Note.— If  a  hearing  is  deemed  necessary, 
the  applicant  requests  it  be  held  at  Wash¬ 
ington,  D.C. 

No.  MC  114457  (Sub-No.  226),  filed 
March  19.  1975.  AppUcant:  DART 

TRANSIT  COMPANY,  a  Oorpturation, 
780  N.  Prior  Avenue,  St.  Paul.  Minn. 
55104.  ApiUicant’s  represmtattve:  Mi¬ 
chael  P.  Zell  (same  address  as  applicant) . 
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Authority  soa^t  to  operate  as  a  com- 
vum  carrier,  by  motor  vehicle,  over  ir> 
regular  routes,  tran^^rting:  Bakery 
products,  from  the  plantslte  and  facil> 
Ities  of  Johnson  Biscuit  Company  located 
at  or  near  ^oux  City,  Iowa,  and  points 
in  Union  County,  S.  Dak.,  to  points  in 
the  United  States  in  and  east  of  the 
western  boundaries  of  North  Dakota. 
South  Dakota,  N^raska,  Kansas,  Okla* 
homa,  and  Texas,  restricted  to  traffic 
originating  at  or  destined  to  the  named 
points. 

Note. — ^If  a  bearing  la  deemed  necessary, 
the  applicant  requests  It  be  held  at  Minne¬ 
apolis  or  St.  Paul.  Minn.,  or  Sioux  City. 
Iowa. 

No.  MC  114486  (Sub-No.  31).  Med 
ICarch  18,  1975.  Applicant:  AUTREY  F. 
JAMES,  doing  business  as  JAMES 
TRUCK  LINE,  107  Lelia  Street.  Texar¬ 
kana,  Tex.  75501.  Applicant’s  representa¬ 
tive:  John  H.  Wilbur,  112  We^  Adams 
Street,  1700  Barnett  Bank  Building, 
JackscmviUe,  Fla.  32202.  Authority  sought 
to  operate  as  a  contract  carrier,  by  mo¬ 
tor  vehicle,  over  Irregular  routes,  trans¬ 
porting:  Clay  and  clay  products  and 
iointing  materials  and  attendant  eguip- 
metU.  materials,  and  supplies  (except  in 
bulk  in  famir  v^cles)  used  in  the  in¬ 
stallation  thereof,  including  compounds 
t^ch  are  manufactured  and  distributed 
by  manufactarens  of  clay  products,  from 
the  plant  site  of  the  W.  S.  Dickey  day 
Manufacturing  Company  at  or  near 
Plney  Point,  Manatee  County.  Fla.,  to 
points  in  Alabama,  Oeorgia,  Arkansas, 
Kansas,  Kentm^,  North  Carolina, 
Mlsslssiivi,  Missouii,  (pkla- 
homa.  South  Carolina,  Texas.  Tennes¬ 
see,  Virginia,  Nebra^a,  New  Mexico, 
and  Arizona,  under  a  continuing  con¬ 
tract  or  contracts  with  W.  S.  Dickey 
day  Manufacturing  Co. 

Note. — It  a  bearing  lx  deemed. necessary, 
applicant  requests  it  be  held  at  Tampa  or 
St.  Petersburg,  Fla. 

No.  MC  114569  (Sub-No.  117),  Med 
March  14,  1975.  Applicant:  SHAETER 
TRUCKING,  INC.,  P.O.  Box  418,  New 
Kingstown,  Pa.  17072.  Applicant’s  rep¬ 
resentative:  Stanley  C.  Oeist  (same  ad¬ 
dress  as  applicant).  Authority  sought 
to  operate  as  a  common  carrier,  by  mo¬ 
tor  vehicle,  over  irregular  routes,  trans¬ 
porting:  Candy,  confectionery,  and 
rOLated  confectkmery  products  and  by- 
products.  from  the  Port  of  New  York  lo¬ 
cated  at  or  near  New  York  City,  N.Y., 
the  Port  of  Newark  located  at  or  near 
Newark.  N.  J.,  and  Port  Elizabeth  located 
or  near  Elizabeth.  NJ.,  to  points  in 
Alabama,  Arizona,  Arkansas,  California, 
CMorado,  Idaho.  Illinois,  Indiana,  Iowa, 
Kansas,  Kentucky,  Louisia^  Michigan, 
Minnesota,  Mlssissipiri.  Missouri.  Mon¬ 
tana,  Nebraska,  Nevada,  New  Mexico, 
North  Dakota,  Ohio,  Oklahoma,  Oregon, 
Pennsylvania,  Soiith  Dakota,  Teimessee, 
Texas,  Utah,  Virginia,  Washington, 
West  Virginia,  Wisconsin,  and  Wyoming. 

Note. — Oonunoii  control  may  be  InTOlved. 
If  a  bearing  le  deemed  neoeaeary,  tbe  ^- 
pUcant  requesta  ft  be  beld  at  either  Wash¬ 
ington,  D.Cn  or  Scranton  or  Harrlsbiirg,  Pa. 


No.  MC  114569  (Sub-No.  118),  Med 
March  17.  1975.  Ai^cant:  SHAFFER 
TRUCKINO.  ING  P.G  Box  418,  New 
Kingstown,  Pa.  17072.  ApiMcant’s  mire- 
sentatlve:  Stanley  C.  Gelst  (same  address 
as  luiplicant).  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  Irregular  routes,  transport¬ 
ing:  (1)  Motorcycles,  recreational  ve¬ 
hicles,  and  machines,  accessories,  and 
parts.  (2)  equipment,  materials,  and  sup¬ 
plies  used  in  the  manufacture,  distribu¬ 
tion,  or  sale  of  the  commodities  in  (1) 
above,  between  Lincoln,  Nebr.,  on  the  one 
hand,  and,  on  the  other,  points  in  Cali¬ 
fornia.  and  points  in  the  United  States 
in  and  east  of  Wisconsin.  Illinois,  Ken¬ 
tucky,  Tennessee,  and  Mississippi,  and 
(3)  bicycles,  accessories  and  parts,  from 
Long  Beach  and  El  Segundo,  Calif.,  to 
points  in  the  United  States  in  and  east 
of  Wisconsin,  Illinois,  Kentucky,  Tennes¬ 
see,  and  MississiiH>i. 

Note^— Common  control  may  be  InvolTed. 
If  a  bearing  Is  deemed  necessary,  tbe  appli¬ 
cant  requests  It  be  beld  at  either  Lincoln, 
Nebr.,  or  Omaha,  Nebr. 

No.  MC  114725  (Sub-No.  72).  Med 
March  3.  1975.  AppUcant:  WYNNE 
TRANSPORT  SERVICE,  INC.,  2606 
North  11th  Street,  Omaha,  Nebr.  68110. 
ApiMcant’s  representative:  Bradford  E. 
KisUer,  P.O.  Box  82028,  Lincoln.  Nebr. 
68501.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  (1)  Liquid 
fertilizer  solutions  and  liquid  feeds,  in 
bulk,  in  tank  v^cles,  firxn  the  plantslte 
and  facilities  of  NaChurs  Plant  Food  Co., 
located  at  or  near  Red  Oak,  Iowa,  to 
points  in  Wisconsin.  Illinois.  Misacaul. 
Minnesota.  Kansas.  Neluaska,  South  Da¬ 
kota,  North  Dakota,  Colorado,  Wyoming, 
and  Montana:  and  (2)  ingredients  uti¬ 
lized  in  the  manufacture  and  production 
of  the  ccmunodlties  specified  in  ( 1)  above, 
in  bulk,  fitxn  points  in  Wisconsin,  Illinois, 
Missouri,  Minnesota.  Kansas.  Nebraska, 
South  Dakota,  North  Dakota,  C<dorado, 
Wycxning,  and  Mcmtana,  to  the  plant- 
site  and  facilities  of  NaChurs  Plant  EVxxl 
Co.,  located  at  or  near  Red  Oak,  Iowa, 
restricted  in  (1)  and  (2)  above  to  traffic 
(xlglnating  at  the  named  origins  and 
destined  to  tbe  named  destinati<Mis. 

Note. — It  a  bMUing  1b  deemed  neeeesary, 
the  applicant  requests  It  be  held  at  Onuha, 
Nebr. 

No.  MC  114890  (Sub-No.  71),  Med 
March  10.  1975.  Applicant:  C.  E.  REYN¬ 
OLDS  TRANSPORT,  INC.,  P.O.  Box  A. 
Joplin,  Mo.  6480L  Applicant’s  represent¬ 
ative:  T.  M.  Brown,  223  Ciudad  Build¬ 
ing.  Oklahoma  City,  Okla.  73112.  Author¬ 
ity  sought  to  operate  as  a  common  car¬ 
rier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Liquid  fertilizer 
and  liquid  fertilizer  materials,  in  bulk,  in 
tank  vehicles,  from  the  plantslte  of 
Agrlco  Chemical  Company  located  at  or 
near  Verdigris.  Okla.,  to  points  in  Arkan¬ 
sas,  Kansas,  Louisiana,  Missouri,  and 
Texas. 

Note. — If  s  bearing  Is  deemed  necessary, 
tbe  iq>pllcant  reqvtests  it  be  beld  at  Tulsa  or 
Oklahoma  City,  (Xla. 


No.  MC  114969  (Sub-No.  51),  Med 
March  20,  1975.  Applicant:  PROPANE 
TRANSPORT,  INC.,  P.O.  BOX  232,  1734 
State  Route  131,  Milford,  Ohio  45150.  Ap¬ 
plicant’s  representative;  James  R. 
Stiverson,  1396  West  Firth  Ave.,  Colum¬ 
bus,  Ohio  43212.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  (1)  Liquid  com  silage  additive  and 
feed  supplement,  in  bulk,  in  tank  vehi¬ 
cles,  from  Arcade,  N.Y..  to  points  in 
Connecticut,  Delaware.  Maine,  Maryland, 
Massachusetts,  New  Hampshire.  New 
Jersey,  New  Yonc,  Pennsylvania,  Rhode 
Island.  Vermont,  Virginia,  and  West  Vir¬ 
ginia;  and  (2)  returned  or  rejected  ship¬ 
ments  of  the  same  commodity  on  return. 

Note. — If  a  hearing  is  deemed  necessary, 
the  ai^lioant  requests  It  be  held  at  either 
Buffalo,  N.Y.,  or  Washington,  D.C. 

No.  MC  115003  (Sub-No.  6).  Med 
March  19,  1975.  Applicant:  RED  RIVEIR 
TRUCKING  CX>MPANY,  a  corporation, 
P.O.  Drawer  299,  Commerce.  ’Tex.  75248. 
Applicant’s  representative:  James  W. 
Hightower,  136  Wynnewbod  Professional 
Bldg.,  Dallas.  Tex.  75224.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting;  Sand,  gravel,  crushed 
stone,  aggregate,  flexible  base,  rock,  rip¬ 
rap,  limestone  and  agricultural  lime,  from 
points  in  Atoka  and  Bryan  Coimties, 
Okla.,  on  the  one  hand,  and,  on  the  other, 
points  in  Delta,  F’annin,  Lamar,  Red 
River,  Bowie,  Franklin,  Rockwall.  Wood 
Upshur.  Van  Zandt,  Sailth,  Gregg.  Camp 
CTass,  Hanis(m,  Marion.  Morris,  Panola, 
titus,  Kaufman,  Rains,  Hopkins,  and 
Hunt  (bounties,  Tex. 

Note. — ^If  a  hearing  is  deemed  neoessary, 
the  applicant  requests  It  be  held  at  Dallas, 
Tex. 

No.  MC  115331  (Sub-No.  389),  Med 
March  19,  1975.  Applicant:  ’TRUCK 
’TRANSPORT  INCORPORA’TED.  29 
Clayton  Hills  Lane,  St.  Louis,  Mo.  63131. 
Applicant’s  representative:  J.  R  Ferris, 
230  St.  CHair  Avenue,  Elast  St.  Louis.  HL 
62201.  Authority  sou^t  to  operate  as  a 
common  carrier,  by  mot(»'  vehicle,  over 
Irregular  routes,  transporting:  Lead  and 
lead  alloys  (except  commodities  which 
because  of  size  or  weight  require  use  of 
special  transportation  equipment) .  from 
Glover,  Mo.,  to  points  In  the  United 
States  (except  Alaska  and  Hawaii) . 

Note. — It  a  hearing  Is  deemed  necessary, 
iq}pUcaat  requests  It  be  held  at  St.  Louis, 
Mo. 

No.  MC  115603  (Sub-No.  12),  Med 
March  14,  1975.  Applicant:  TURNER 
BROS.  TRUCKING  COMPANY,  INC., 
P.O.  Box  94626.  Oklahoma  City,  Okla. 
73109.  Applicant’s  representative:  J. 
Michael  Alexander,  136  Wynnewood 
Professional  Bldg.,  Dallas,  Tex.  75224. 
Authortiy  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Iron  and  steel  ar¬ 
ticles,  aluminum  articles,  iron  and  steel 
tanks,  aluminum  tanks,  and  parts,  at¬ 
tachments  and  accessories  for  Iron  and 
steel  tanks  and  aluminum  tanks,  between* 
points  in  Liberty  Coimty,  Tex,,  on  the 
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one  hand,  and.  on  the  other,  points  In 
Louisiana,  Artauisas,  Oklahoma,  New 
Mexico,  Kansas,  Missouri,  and  Mlssis- 
sippL 

Notk. — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  it  be  held  at  either 
Birmingham,  Ala.,  or  Washington,  D.C. 

No.  MC  116014  (Sub-No.  72),  filed 
March  10,  1975.  Applicant;  OLIVER 
TRUCKINa  CXJMPANY,  INC.,  P.O.  Box 
53.  Winchester.  Ky.  40391.  Applicant’s 
representative:  Louis  J.  Amato,  P.O.  Box 
E,  Bowling  Green,  Ky.  42101.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Furniture  stock,  wooden  in 
the  white,  lumber,  finished  and  ttn- 
ftnished  wood  products,  wood  chips," 
spent,  ground,  not  ground  or  loose,  from 
Scottsville,  Louisville  and  Montic^lo, 
Ky.,  to  points  in  Nebraska.  Colorado, 
Oklahoma,  Texas,  and  points  in  the 
United  States  in  and  east  of  Minnesota, 
Iowa,  Missouri,  Arkansas,  and  Louisiana. 

Note. — ^If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  It  be  held  at  Louis¬ 
ville,  Ky. 

No.  MC  116254  (Sub-No.  149),  filed 
March  17,  1975.  Applicant:  CHEM- 
HAULERS,  INC.,  P.O.  Drawer  M,  Shef¬ 
field.  Ala.  35660.  Applicant’s  representa¬ 
tive:  Walter  Harwood,  P.O.  Box  15214, 
Nashville,  Tenn.  37215.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport¬ 
ing:  Liquid  fertilizer,  in  bulk,  in  tank 
vehicles,  from  Forrest  Cfity.  Ark.  to  points 
In  Alabama,  Florida,  Georgia,  Illinois, 
Kansas,  Kentucky,  Louisiana,  Missis¬ 
sippi,  Missouri,  Nm^  Carolina,  Okla¬ 
homa,  South  (?ar<^a,  Tennessee,  and 
Texas. 

Note. — ^If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  It  be  held  at  Bir¬ 
mingham,  Ala., ‘and  Memphis  or  Nashville, 
Tenn. 

No.  MC  116763  (Sub-No.  305),  filed 
March  11,  1975.  Applicant:  CARL  SUB- 
LER  TRUCKING.  INC.,  North  West 
Street,  Versailles,  Ohio  45380.  Applicant’s 
represen totlve:  H.  M.  Richters  (same  ad¬ 
dress  as  applicant) .  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport¬ 
ing:  (1)  Printed  matter,  publications, 
and  exempted  printed  matter  as  de¬ 
scribed  by  section  203(b)  (7)  of  the  In¬ 
terstate  Ckanmerce  Commission  Act. 
when  tran^XMted  by  the  same  time  and 
In  the  same  v^icle  with  printed  matter 
and  publications:  and  (2)  materials  and 
supplies  used  in  the  maintenance  and 
operation  of  printing  plants,  between  the 
plantsltes  and  facilities  of  R.  R.  Don¬ 
nelley  &  Sons  Company  and/or  its  sub¬ 
sidiaries  at  or  near  Glasgow.  Ky.,  on  the 
one  hand,  and,  on  the  other,  points  in 
the  United  St^jt^ss  (except  Alaiska  and 
Hawaii) . 

Note. — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  It  be  held  at  Chicago, 

m. 

No.  MC  116763  (Sub-No.  306),  filed 
March  11,  1975.  Applicant:  CARL  SUB- 
LER  TRUCKING,  INC.,  North  West 


Street,  Versailles,  Ohio  45380.  Applicant’s 
representative:  H.  M.  Richters  (same 
address  as  applicant).  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
v^dcle,  over  Irregular  routes,  transport¬ 
ing:  (1)  Such  commodities  as  are  pro¬ 
duced,  used,  or  distributed  by  manufac¬ 
turers  and  converters  of  paper  and  paper 
products  (except  in  bulk,  in  tank  ve¬ 
hicles),  from  the  facilities  of  Georgia- 
Pacific  Corporation  at  or  near  Muncie, 
Ind.,  and  Norwood  and  Cincinnati,  Ohio 
to  points  in  Alabama,  Arkansas,  Florida, 
(Georgia,  Louisiana,  Mississippi,  North 
Carolina,  Oklsdioma,  South  Carolina, 
Tennessee,  and  Texas;  and  (2)  materials, 
equipment  and  supplies  (except  in  bulk, 
in  tank  vehicles) ,  u^  by  manufacturers 
and  converters  of  paper  and  paper  m'od- 
ucts  from  points  in  Alabama,  Arkansas, 
Florida,  Georgia,  Louisiana,  Mississippi, 
North  Carolina,  Oklahoma,  Tennessee, 
Texas,  and  South  Carolina,  to  the  facili¬ 
ties  of  Georgia-Pacific  at  or  near  Mimcie, 
Ind.,  and  Norwood,  and  Cincinnati,  Ohio. 

Note. — If  s  hearing  Is  deemed  necessary, 
the  applicant  requests  It  be  held  at  Chicago, 
Ill. 

No.  MC  116763  (Sub-No.  307),  filed 
March  11,  1975.  Applicant:  CARL 

SUBLER  TRUCKING,  INC.,  North  West 
Street,  Versailles,  Ohio  45380.  Appli¬ 
cant’s  representative:  H.  M.  Richters 
(same  address  as  applicant).  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Charcoal  briquets,  fire¬ 
place  logs,  and  related  items,  from 
Marion,  Ohio,  to  points  in  the  United 
States  in  and  east  of  North  Dakota, 
South  Dakota,  Nebraska.  Kansas,  Okla¬ 
homa.  and  Texas,  restricted  to  traffic 
originating  at  the  named  origin,  and 
destined  to  the  above  states. 

Note. — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  It  be  held  at  Chicago, 

m. 

No.  MC  117644  (Sub-No.  41).  filed 
March  7, 1975.  Applicant:  D  &  T  TRUCK¬ 
ING  CO.,  INC.,  P.O.  Box  2611,  New 
Brighton,  Minn.  55112.  Applicant’s  rep¬ 
resentative;  William  J.  Boyd,  600  Enter¬ 
prise  Drive,  Suite  222,  Oak  Brook,  Ill. 
60521.  Authority  sought  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Food¬ 
stuffs,  from  Hudson,  Iowa,  to  points  in 
Louisiana,  Alabama,  Mississippi,  'Ten¬ 
nessee,  Georgia.  North  Carolina,  South 
Carolina,  and  Florida,  imder  a  continu¬ 
ing  contract  or  contracts  with  Land  O’ 
Lakes,  Inc. 

Note. — If  s  hearing  is  deemed  necessary, 
the  applicant  requests  it  be  held  at  Minne¬ 
apolis,  Minn. 

No.  MC  118039  (Sub-No.  24),  filed 
March  17,  1975.  Applicant:  MUSTANG 
’TRANSPORTATION,  INC.,  833  Warner 
Street  SW.,  Atlanta,  Ga.  30310.  Appli¬ 
cant’s  representative;  Virgil  H.  Smith, 
1587  Phoenix  Boulevard,  Suite  12,  At¬ 
lanta,  Ga.  30349.  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 


ing:  MaU  beverages,  friun  Baltimore, 
Md^  to  points  in  Georgia. 

Note. — If  a  hearing  Is  deemed  necessary, 
applicant  requests  It  be  held  at  Atlanta,  Oa. 

No.  MC  118130  (Sub-No.  73).  filed 
March  14.  1975.  AppUcant:  SOUTH 
EASTERN  XPRESS,  INC.,  P.O.  Box 
6985,  Fort  Worth,  Tex.  76115.  Applicant’s 
representative:  Billy  R.  R^,  6108 
Sharon  Rd.,  Fort  Worth,  Tex.  76116. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Bananas,  and  agri¬ 
cultural  commodities  otherwi^  exempt 
from  economic  regulations  under  Sec¬ 
tion  203(b)  (6)  of  the  Act.  when  trans¬ 
ported  in  mixed  loads  with  bananas, 
from  Long  Beach,  Calif ..  to  points  in  Ari- 
z<ma,  Colorado,  Idaho,  Nevada,  New 
Mexico.  Oregon,  Texas,  Utah,  and  Wash¬ 
ington,  restrict^  to  the  transportation 
of  traffic  having  a  prior  movement  by 
water. 

erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transport- 

Note. — It  a  hearing  Is  deemed  necessary, 
the  applicant  requests  it  be  held  at  either 
Port  Worth,  Tex.,  or  Los  Angeles,  Calif. 

No.  MC  119305  (Sub-No.  13).  filed 
March  19,  1975.  Applicant:  C.  ROBERT 
NA’TTRESS  AND  DONALD  NA’TTRESS. 
a  partnership,  doing  business  as  B  4  D 
TRUCKING  SERVICE.  33  West  Garfield 
Avenue,  Norwood  (Delaware  County). 
Pa.  19074.  Applicant’s  representative: 
Ralph  C.  Busser,  Jr..  1710  Locust  Street. 
Philadelphia,  Pa.  19103.  Authority  sought 
to  operate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Edible  bakery  products,  from  Marys¬ 
ville.  Pa.,  to  Baltimore,  Md.,  Greenbelt, 
Md..  and  the  District  of  Columbia,  under 
a  continuing  contract  or  contracts  with 
Specialty  Bakers.  Inc.,  Marysville,  Pa. 

Note. — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  It  be  held  at  Phila¬ 
delphia  or  Harrisburg,  Pa. 

No.  MC  119340  (Sub-No.  8),  filed 
March  17,  1975.  Applicant:  CENTRAL 
COAST  TRUCK  SERVICE.  INC.,  P.O. 
Box  AD,  Watsonville,  Calif.  95076. 
Applicant’s  representative:  Michael  P. 
Groom,  500  The  Swenson  Building,  777 
No.  First  Street,  San  Jose,  Calif.  95112. 
Authority  sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  irregu¬ 
lar  routes,  transporting;  Ice  cream,  in 
vehicles  equipped  with  mechanical  re¬ 
frigeration,  from  points  in  Maricopa, 
Mojave,  Yavapai  and  Yiuna  Counties. 
Ariz.,  to  point  in  Imperial,  Los  Angeles. 
Orange,  Riverside,  San  Bernardino,  San 
Diego,  and  Ventura  Counties,  Calif., 
under  a  continuing  contract  or  contracts 
with  Safeway  Stores,  Incorporated. 

Note. — If  %  hearing  Is  deemed  necessary, 
appUcant  requests  It  be  held  at  either  San 
Francisco  or  Los  Angeles,  Calif. 

No.  MC  119619  (Sub-No.  81),  filed 
March  10,  1975.  AppUcant:  DlS’TIBU- 
TORS  SERVICK  CO.,  a  corporation, 
2000  West  43rd  Street,  CThlcago,  BL 
60609.  Apidicant’s  representative: 
Arthur  J.  Piken,  One  Lefrak  City  Plaza» 
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Flushing,  N.Y.  11368.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transpm^ 
ing:  MetUs,  meat  products  and  meat  by¬ 
products  and  articles  distributed  by  meat 
packinghouses,  as  described  in  Sections 
A  A  C  of  Appendix  I  to  the  report  in 
Descriptions  in  Motor  Carrier  Certifi¬ 
cates,  61  M.C.C.  209  and  766  (except 
cominodlUes  in  bulk,  in  tank  vehicles, 
and  hides) ,  from  the  plantsite  and  stor¬ 
age  facilities  of  Rosral  Packing  CO.,  loca¬ 
ted  at  or  near  National  Stockyards,  Na¬ 
tional  City,  m..  to  points  in  New  Tort^ 
Pennsylvania,  Masstudiusetts,  Connecti¬ 
cut,  Rhode  Island,  New  Jersey,  Mary¬ 
land.  and  the  District  of  Ckdumbia. 

Non. — If  a  hearing  Is  deemed  neoeaeary, 
the  applicant  requests  It  be  held  at  Chicago, 
XU. 

No.  MC  119619  (Sub-No.  82),  filed 
March  20,  1975.  Applicant:  DISTRI¬ 
BUTORS  SERVICIE  CO.,  2000  West  43rd 
Street.  Chicago,  Ill.  60609.  Applicant's 
r^resentative:  Arthur  J.  Piken,  One 
Lefrak  City  Plaza.  Flushing.  N.Y.  11368. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Meats,  meat  prod¬ 
ucts,  meat  by-products,  and  articles  dis¬ 
tributed  by  meat  packinghouses,  as  de¬ 
scribed  in  Sections  A  and  C  of  Appendix 
I  in  Descriptions  in  Motor  Carrier  Certifi¬ 
cates,  61  M.C.C.  209  and  766  (except  hides 
and  commodities  in  bulk),  from  Denver, 
Oolo.,  to  points  in  Connecticut,  Delaware, 
Illinois,  Indiana,  Iowa,  Kentucky,  Maine, 
Maryland.  Massachusetts,  Michigan, 
Minnesota,  Missouri,  New  Hampshire, 
New  Jersey.  New  York,  Ohio,  Pennsyl¬ 
vania,  Rhode  Island.  Virginia,  Vermont. 
West  Virginia,  Wisconsin,  and  the  Dis¬ 
trict  oi  Columbia. 

Non. — ^If  a  healing  is  deemed  necessary, 
the  i4>pUcant  requests  It  be  held  at  Denver, 
Colo. 

No.  MC  119619  (Sub-No.  83).  filed 
March  20,  1975.  Applicant:  DISTRIB¬ 
UTORS  SERVICE  CO.,  a  corporation, 
2000  West  43rd  Street,  Chicago,  HI.  60609. 
Applicant's  r^resentative:  Arthur  J. 
Piken,  One  Lefrak  City  Plaza,  Flushing. 
N.Y.  11368.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Meats,  meat  products,  and  meat  by¬ 
products,  and  articles  distributed  by 
meat  pa<±inghouses,  as  described  in  Sec- 
tlmis  A  and  C  of  Appoidlx  I  to  the  report 
in  Descriptions  in  Motor  Carrier  Certif¬ 
icates,  61  M.C.C.  209  and  766  (except 
hides  and  commodities  in  bulk),  from 
the  plantsltes  and  facilities  of  Sterling 
Ckdorado  Beef  Co.,  located  at  or  near 
Sterling,  Colo.,  to  points  in  Connecticut. 
Dc^ware,  Illinois,  Indiana,  Kentucky, 
Maryland,  Massachusetts,  Michigan, 
New  Jersey,  New  Yoi^,  North  Carolina. 
Ohio,  Pennsylvania.  South  Carolina, 
Virghila,  West  Virginia.  Wisconsin,  and 
the  District  of  Colmnbia. 

Note. — ^If  a  hearing  is  deemed  necessary, 
the  ^^Ucant  requests  It  be  held  at  Sterling 
or  Denvw,  0(do. 

No.  MC  119726  (Sub-No.  58),  filed 
March  17,  1975.  Applicant:  N.A3. 


TTtUCKINO  CO^  INC.,  3220  Bluff  Road. 
Indianf^Mlis,  Ind.  46217.  Apidieant’s  rep¬ 
resentative:  H.  Frederick  Heller  (same 
address  as  applicant).  AuUkhH^  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregxilar  routes,  transport¬ 
ing:  Shower  bath  stalls,  plastic  and/or 
metal,  with  or  wtthout  frames  or  do(»e, 
with  or  without  receptors,  set  up.  and 
plastic  and/or  metal  bath  tubs  and  ac¬ 
cessories,  plumbing  supplies  and  acces¬ 
sories  including  wooden  pallets:  (1)  from 
the  plant  and  warehouse  facilities  of 
Powers  Fiat  Corporati<m  at  or  near  Mon¬ 
roe,  Ohio  to  points  in  Maine,  Vermont, 
New  Hampshire.  Massachusetts,  Rhode 
Island.  Connecticut,  New  Yoii:,  New  Jer¬ 
sey,  Delaware.  Maryland,  and  the  Dis¬ 
trict  of  Columbia;  (2)  from  Rosemont 
and  C^tralia,  HI..  Columbus,  and  Water- 
ville,  Ohio  to  the  plant  and  warehouse 
facilities  of  Powers  Fiat  Corporation,  at 
or  near  Plainvlew,  Long  Island,  N.Y.; 
(3)  from  Centralia.  HI.,  to  the  plant 
and  warehouse  facilities  of  Powers  Flat 
(Corporation,  at  or  near  Monroe,  Ohio; 
and  (4)  frcHn  the  plant  and  warehouse 
facilities  of  Powers  Flat  (Corporation  at 
or  near  Plainvlew,  Long  Island,  N.Y.,  to 
points  in  North  Dakota,  South  Dakota, 
Nebraska,  Kansas,  (^dahoma,  Texas, 
Minnesota,  Iowa,  Missouri.  Arkansas. 
Louisisina,  Wisconsin,  Illinois,  Michi¬ 
gan,  Indiana,  Ohio.  Kentucky,  West  Vir¬ 
ginia,  Virginia,  Tennessee,  North  Caro¬ 
lina,  South  Carolina,  Mississippi,  Ala¬ 
bama.  Oeorgia,  Florida,  Pennsylvcuiia, 
Maryland,  Delaware,  New  Jersey,  and  the 
District  of  Columbia. 

Non. — ^If  a  bearing  la  deemed  necessary, 
the  applicant  requests  it  be  held  at  either 
Indianapc^,  Ind.,  or  CSiloago,  Ill. 

No.  MC  119741  (Sub-No.  52),  filed 
March  13,  1975.  Applicant:  OREEN 
FIELD  TRANSPORT  CXIMPANY,  INC., 
(P.O.  Box  1235),  3225  5th  Avenue  South, 
Fort  Dodge,  Iowa  50501.  Applicant’s  rep¬ 
resentative:  Joseph  W.  Harvey  (same 
address  as  applicant).  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Meats,  meat  products,  and  articles 
distributed  by  meat  packinghouses,  as 
described  in  Sections  A  and  C  of  Appen¬ 
dix  I  to  the  report  in  Descriptions  in 
Motor  Carrier  Certificates,  61  M.C.C.  209 
and  766  (except  hides  and  commodities 
in  bulk,  in  tank  vehicles) ,  from  Denison 
and  LeMars,  Iowa,  to  points  in  Illinois, 
Kansas.  Indiana,  kiichlgan,  Minnesota, 
Wisconsin,  Ohio,  Nebraska,  and  Louisville 
and  Covington,  Ky. 

Note. — If  a  bearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  either  Omaha, 
Nebr.,  or  St.  Paul,  Minn. 

No.  MC  119767  (Sub-No.  324)  (amend¬ 
ment)  ,  filed  December  9, 1974,  and  pub¬ 
lished  in  the  Federal  Register  issue  of 
lished  in  the  Federal  Register  Issue  of 
January  3,  1975,  and  republished  as 
amended  t^  issue.  Applicant:  BEAVER 
TRANSPORT  CX).,  a  corporation,  P.O. 
Box  186,  Pleasant  Prairie,  Wis.  53158. 
Applicant’s  representative:  David  A. 
Petersen  (same  address  as  applicant). 
Authority  sought  to  operate  as  a  common 


carrier,  by  motor  vehicle, -over  irregular 
routes,  transporting:  Canned  and  pre¬ 
served  foodstuffs,  in  vehicles  equipped 
with  mechanical  refrigeration,  from  Ot¬ 
tawa  and  Columbus  Grove,  Ohio,  to 
points  in  North  Dakota,  South  Dakota, 
Iowa,  Minnesota,  and  Wisconsin. 

Note. — ^The  purpose  of  this  amendment  Is 
to  substitute  Columbus  Orove  for  Cottage 
Orove  as  an  origin  In  the  above  application. 
Common  control  may  be  Involved.  If  a  hear¬ 
ing  Is  deemed  necessary,  applicant  requests 
It  be  held  at  Minneapolis,  Minn. 

No.  MC  119789  (Sub-No.  241),  filed 
March  20.  1975.  AppUcant:  CARAVAN 
REFRIGERATED  CARGO,  INC.,  P.O. 
Box  6188,  Dallas.  Tex.  75222.  Applicant’s 
•representative:  James  K.  Newbold,  Jr., 
(same  address  as  applicant).  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Coffee,  from  Simbury, 
Ohio,  and  Freehold,  N.J.,  to  Hazelwood, 
Mo.,  Dallas  and  Houston,  Tex.,  Denver, 
Colo.,  Watsonville,  Calif.,  and  Milwaukie, 
Oreg. 

Note. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  It  be  held  at  New 
Tork,  N.Y.,  or  DaUas,  Tex. 

No.  MC  123405  (Sub-No.  40),  filed 
March  12,  1975.  Applicant:  POOD 

TRANSPORT,  INC.,  RX).  No.  1,  Thomas- 
ville.  Pa.  17364.  Applicant’s  representa¬ 
tive:  Christian  V.  Graf,  407  North  Front 
Street,  Harrisburg,  Pa.  17101.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
tran^xirting:  Foodstuffs  (except  frozm 
foods  and  commodities  in  bulk) :  (1) 
from  North  East,  Pa.  and  Geneva,  Ohio, 
to  the  facilities  of  Heinz  U.SA.  Division 
at  Arlington,  Tex.  and  Greenville.  S.C.: 
(2)  from  Geneva,  Ohio,  to  the  facility 
of  Heinz  UBA.  Division  at  Jacksonville. 
Fla.;  and  (3)  from  the  facility  of  Heinz 
U.SA.  Divisicm  at  Greenville,  S.C.,  to  the 
facilities  of  Heinz  UBA.  Division  at 
Arlington.  Tex.,  Mechanicsburg.  Pa.,  and 
Harrison,  N.J.,  and  points  in  Florida,  re¬ 
stricted  in  (1)  through  (3)  above  to 
traffic  originating  at  and  destined  to  the 
above  named  points. 

Note. — Common  control  may  be  Involved. 
If  a  hesuing  Is  deemed  necessary,  applicant 
requests  It  be  held  at  Harrisburg,  Pa.,  or 
Washington,  D.C. 

No.  MC  123407  (Sub-No.  227),  filed 
March  20,  1975.  Applicant:  SAWYER 
TRANSPORT.  INC.,  South  Haven 
Square,  U.S.  Highway  6,  Valparaiso,  Ind. 
46383.  Applicant’s  representative:  Ste¬ 
phen  H.  Loeb  (same  address  as  appli¬ 
cant)  .  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Scrap 
iron,  crushed  car  bodies,  and  recycleable 
material  including  engines  and  compo¬ 
nent  parts,  from  points  in  South  Dakota, 
North  Dakota,  Montana.  Idaho  and  Ne¬ 
braska.  to  points  in  Nevada,  Utah,  Cali¬ 
fornia,  Washington.  Wisconsin,  Illinois 
and  Kansas. 

Nois^-Common  control  may  be  involved. 
If  a  hearing  Is  deemed  neceaeuY,  the  appli¬ 
cant  requests  It  be  held  at  Denver,  Cdo. 
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No.  MC  124211  (Sub-No.  262).  filed 
March  17,  1975.  Applicant;  HlfjT 

TRUCK  LINE,  INC.,  Post  Office  Box  988, 
Downtown  Station,  Omaha,  Nebr.  68101, 
AppUcant’s  representative:  Thomas  L. 
Hilt  (same  address  as  applicant). 
Authority  sought  to  operate  as  a  com¬ 
mon  carrier,  by  motor  vehicle,  over  irreg¬ 
ular  routes,  transporting:  Junk  and 
scrap,  metals,  metal  articles,  and  metal 
products,  and  waste  materials  (except 
waste  materials  in  bulk,  and  except 
hides,  skins  and  parts  thereof) :  (1)  be¬ 
tween  points  in  Sarpy  (bounty,  Nebr.,  and 
the  facilities  of  Aaron  Ferer  and  Sons  Co. 
located  in  Douglas  County,  Nebr.,  on  the 
one  hand,  and,  on  the  other  points  in 
Nebraska;  and  (2)  between  points  in  the 
United  States,  including  ports  of  entry 
located  (m  the  International  Boundary 
line  between  the  United  States  and  the 
Republic  of  Mexico  (except  Alaska  and 
Hawaii,  and  except  service  between 
points  in  the  United  States,  on  the  one 
hand,  and,  on  thp  other  points  in  Sarpy 
County,  Nebr.,  and  the  facilities  of  Aaron 
Ferer  and  Sons  Co.  located  at  Douglas 
Coimty,  Nebr.) . 

Not*. — Common  control  may  be  Involved. 
If  a  hearing  Is  deemed  necessary,  applicant 
requests  it  be  held  at  Chicago,  Ill.,  or  Wash¬ 
ington,  D.C. 

No.  MC  125777  (Sub-No.  153),  filed 
March  10. 1975.  Applicant:  JACK  GRAY 
TRANSPORT,  INC.,  4600  East  15th  Ave., 
Gary,  Ind.  46403.  Applicant’s  representa¬ 
tive:  Carl  L.  Steiner,  39  South  La  Salle 
Street,  CThlcago,  Ill.  60603.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting;  (1)  Such  commodities  as 
are  usually  transported  in  dump  vehicles, 
from  points  in  Iowa,  Missouri,  Arkansas. 
Oklahoma,  Kansas,  Nebraska,  Kentucky, 
Tennessee,  to  points  in  Illinois,  Indiana, 
Kentucky,  Tennessee,  Michigan.  Wiscon¬ 
sin,  Minnesota,  Iowa,  Missouri,  Arkan¬ 
sas,  Oklahoma,  Kansas,  Nebraska,  North 
Dakota,  South  Dakota,  Colorado,  New 
Mexico.  Arizona,  Utah,  Wyoming,  Mon¬ 
tana,  Idaho,  Nevada,  California,  Oregon, 
Washington,  restricted  to  traffic  having 
a  prior  movement  by  water  in  foreign 
commerce;  and  (2)  from  points  in  Mary¬ 
land  to  points  in  the  United  States  (ex¬ 
cept  Hawaii  and  Alaska),  restricted  to 
traffic  having  a  prior  movement  by  water 
in  foreign  commerce. 

Not*. — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  It  be  held  at  Chicago, 
HI. 

No.  MC  125925  (Sub-No.  17).  filed 
March  19. 1975.  Applicant:  SAM  TOWL- 
ER,  3359  Bannerwood  Drive,  Annandale, 
Va.  22003.  Applicant’s  representative: 
Prank  B.  Hand.  Jr.,  P.O.  Box  187,  Berry- 
vUle,  Va.  22611.  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transport¬ 
ing:  Scrap  metal  and  scrap  metal  alloys, 
in  dump  vehicles,  from  points  in  the 
District  of  Columbia,  to  points  in  Dela¬ 
ware,  Ohio  and  Pennsylvania. 

Not*. — ^ir  a  hearing  la  deemed  necessary, 
applicant  requests  It  be  held  at  Washington, 
D.a 


No.  MC  126276  (Sub-No.  116),  filed 
March  14.  1975.  Applicant:  FAST  MO- 
’TOR  SERVICE.  INC.,  9100  Plainfield 
Road,  Brookfield,  HI.  60513.  Applicant’s 
representative:  Albert  A.  Andrin,  127 
Nortii  Dearborn  Street,  Chicago.  HL 
'60602.  AuHiority  sought  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Contain¬ 
ers  and  container  ends  and  closures,  and 
materials  and  supplies  used  in  the  manu¬ 
facture  and  distribution  of  containers 
and  container  closures  (except  commodi¬ 
ties  in  bulk),  from  the  plantsites  of  Na¬ 
tional  Can  Company  at  or  near  Archbold 
and  Zanesville,  Ohio,  to  points  in  the 
United  States  (except  Alaska  and  Ha¬ 
waii),  under  a  continuing  contract  or 
contracts  with  National  Can  Company. 

Note. — If  a  hearing  Is  deemed  necessary, 
applicant  requests  It  be  held  at  Chicago,  lU. 

No.  MC  126276  (Sub-No.  118),  filed 
March  17,  1975.  Applicant;  PAST 

MO’TOR  SERVICJE,  INC.,  9100  Plainfield 
Rd..  Brookfield,  HI.  60513.  Applicant’s 
representative:  Albert  A.  Andrin,  127 
North  Dearborn  Street,  Chicago,  HI. 
60602.  Authority  sought  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Contain¬ 
ers,  container  ends  and  closures  and  ma¬ 
terials  and  supplies  used  in  the  manufac¬ 
ture  and  distribution  of  containers  and 
container  closures  (except  commodities 
in  bulk),  and  scrap  m^tal,  between  the 
plantsite  of  American  Can  Company  lo¬ 
cated  at  Whit^ouse,  Ohio,  on  the  one 
hand,  and,  on  the  other,  points  in  the 
United  States  (except  Indiana,  Hlinois, 
Missouri,  Wisconsin,  Kentucky  and  West 
Virginia),  under  continuing  contract 
with  American  Can  Company. 

Note. — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  It  be  held  at  Chicago, 
Ill. 

No.  MC  126436  (Sub-No.  6),  filed 
March  17,  1975.  Applicant;  REFRIG¬ 
ERATED  TRANSPORT  CO.,  INC.,  P.O. 
Box  308,  Forest  Paiic,  Ga.  30050.  Appli¬ 
cant’s  representative:  Alan  E.  Serby, 
3379  Peachtree  Rd.  NE.,  Suite  375,  At¬ 
lanta.  Ga.  30050.  Authority  sought  to  op¬ 
erate  as  a  contract  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport¬ 
ing:  Iron  and  steel  shot  (except  ammu¬ 
nition)  ,  from  Mishawaka,  Ind.,  to  points 
in  Texas,  restricted  to  the  transporta¬ 
tion  service  to  be  performed  under  a 
continuing  contract  or  contracts  with 
Wheelabrator  Corporation  of  Misha¬ 
waka,  Ind. 

Not*. — Common  control  may  be  involved. 
If  a  hearing  Is  deemed  necessary,  the  appU- 
cant  requests  It  be  held  at  Chicago.  IlL 

No.  MC  128273  (Sub-No.  178),  filed 
March  13,  1975.  Applicant:  MIDWEST¬ 
ERN  DISTRIBUTION,  INC.,  P.O.  Box 
189,  Fort  Scott,  Kans.  66701.  Applicant’s 
representative:  Harry  Ross,  1403  S.  Hor¬ 
ton  Street,  Fort  Scott,  Kans.  66701.  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  (1)  Sugar,  in  con¬ 
tainers  and  packages,  tnm  New  Orleans, 
Gramercy,  Houma,  Reserve,  Mathews 


and  Supreme,  La.,  to  points  in  Missls- 
sii^,  Alabcuna,  Georgia,  South  Carolina, 
North  Carolina,  Virginia,  West  Virginia, 
Michigan,  and  the  Commercial  Zones  of 
Chicago,  m..  Louisville,  Ky.,  Memphis, 
Tenn.  and  Kansas  City  and  St.  Louis, 
Mo.;  and  (2)  condiments,  in  Individual 
servings  when  moving  in  mixed  loads 
with  sugar,  from  New  Orleans,  Gramercy, 
Houma.  Mathews,  Reserve  and  Su¬ 
preme,  La.,  to  points  in  Mississippi,  Ala¬ 
bama,  Georgia.  South  Carolina,  North 
Carolina.  Virginia,  West  Virginia,  Michi¬ 
gan,  Arkansas,  Kansas,  Missouri,  Iowa, 
Illinois,  Indiana,  Ohio,  Kentucky,  and 
Tennessee. 

Not*. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  New  Orleans, 
La. 

No.  MC  128273  (Sub-No.  179),  filed 
March  13,  1975.  Applicant;  MIDWEST¬ 
ERN  DISTRIBUTION,  INC.,  P.O.  Box 
189,  Port  Scott,  Kans.  66701.  Applicant’s 
representative:  Harry  Ross,  1403  S.  Hor¬ 
ton  Street,  Port  Scott,  Kans.  66701.  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting;  Foods  and  food¬ 
stuffs  (except  frozen),  from  points  in 
Oregon  and  Washington,  to  points  in 
Montana,  Wyoming,  Colorado,  New  Mex¬ 
ico,  and  points  in  the  United  States  east 
of  Montana,  Wyoming,  Ccdorado  and 
New  Mexico,  restricted  against  move¬ 
ment  of  canned  goods  from  Portland, 
Salem,  West  Salem,  Dimdee  and  Hood 
River,  Oreg.,  Vancouver  and  Seattle, 
Wash,  and  points  in  Yakima  County, 
Wash,  to  points  in  Wyoming,  Colorado, 
New  Mexico  and  points  in  the  United 
States  east  of  Montana,  Wyoming,  Ck>lo- 
rado,  and  New  Mexico. 

Nc3t*. — ^If  a  hearing  Is  deemed  necessary, 
applicant  requests  It  be  held  at  either  Seattle, 
Wash.,  or  Pco’tland,  Oreg. 

No.  MC  128273  (Sub-No.  180),  filed 
March  18,  1975.  Applicant:  MIDWEST¬ 
ERN  DISTRIBUTION,  INC.,  P.O.  Box 
189,  Port  Scott,  Kans.  66701.  Applicant’s 
representative:  Harry  Ross,  1403  S.  Hor¬ 
ton  Street,  Port  Scott,  Kans.  66701.  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Ammonium  molyb¬ 
date,  ammonium  di-molybdate,  ammo¬ 
nium  hepta  molybdate,  ammonium  para 
molybdate,  calcium  molybdate,  chemi¬ 
cals,  ferro-molybdenum.  molybdenum 
concentrates,  molybdenum  dioxide,  mo¬ 
lybdenum  trioxide,  mdybdic  oxide,  mo- 
lybdic  oxide  briquettes,  molysulfide,  ores, 
sodium  molybdate  and  materials  and 
supplies  used  in  production  or  distribu¬ 
tion  of  the  above  commodities  (except 
commodities  in  bulk  and  commodities 
which  because  of  size  or  weight  require 
use  of  special  transportation  equipment) , 
between  the  plant  site  and  storage  facili¬ 
ties  of  AMAX  Inc.  and  its  subsidiaries  at 
or  near  Fort  Madison,  Iowa,  on  the  one 
hand,  and,  on  the  other,  points  in  the 
United  States  (except  Alaska  and  Ha¬ 
waii). 

Not*. — If  a  hearing  is  deemed  necessary, 
applicant  requests  It  be  held  at  Wadilngton. 
DXI.  ' 
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No.  MC  128616  (Sub-No.  16),  filed 
March  19,  1975,  Applicant:  BANKERS 
DISPATCH  CORPORATION,  1106  West 
35th  St.,  Chicago,  HI.  60609.  Applicant’s 
representative:  Warrwi  W.  Wallin  (same 
address  as  applicant).  Authority  sought 
to  operate  as  a  contract  carrier,  by  mo¬ 
tor  vehide,  over  irregular  routes,  trans¬ 
porting:  Commercial  papers,  documents, 
and  written  instruments  (except  coins, 
currency  and  negotiable  securities)  as 
are  used  in  the  conduct  and  operation  of 
banks  and  banking  institutions,  betwe^ 
Goodland,  Kans.,  on  the  one  hand,  and. 
on  the  other,  points  in  Kit  Carson,  Chey¬ 
enne,  and  Yuma  Counties,  Colo.,  xinder  a 
continuing  contract  with  The  First  Na¬ 
tional  Bank  and  Trust  Company. 

NoTB. — ^AppUcant  holds  conunon  carrier 
authority  In  MC-11463S  and  subs  thereunder, 
therefore  dual  opertlons  may  be  involved.  If 
a  hearing  is  deemed  necessary,  the  applicant 
requests  it  be  held  at  elUier  Denver,  Colo., 
or  Kansas  City,  Mo. 

No.  MC  129981  (Sub-No.  4),  filed 
March  7,  1975.  Applicant:  BRIDGFORD 
DISTRIBUTING  CO.,  a  corporation.  One 
Frozen  Pood  Plaza,  S^aucus,  N.Y.  07094, 
Applicant’s  representative:  J.  Max  Hard¬ 
ing.  605  South  14th  St..  P.O.  Box  82028, 
Lincoln,  Nebr.  68501.  Authority  sought  to 
operate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  (1)  Frozen  bread  doiLgh  and  frozen 
bakery  products,  from  the  plantsite  and 
wardiouse  facilities  of  Bridgford  Foods 
Corporation  at  or  near  Dallas,  Tex.,  to 
points  in  Idaho.  Montana,  Oregon, 
Washington,  and  Wyoming;  and  (2)  ma¬ 
terials  and  supplies  used  in  the  manufac¬ 
ture  of  frozen  bread  dough  and  frozen 
bakery  products,  from  points  in  Idaho, 
Montana,  Oregon,  Washington  and  Wyo¬ 
ming.  to  the  plantsite  and  warehouse  fa¬ 
cilities  of  Bridgford  Foods  Corporation 
at  or  near  Dallas,  Tex.,  under  a  con¬ 
tinuing  contract  or  contracts  with  Bridg¬ 
ford  Foods  Corporation. 

Nor. — ^If  a  hearing  is  deemed  necessary, 
appUcant  requests  It  be  held  at  Los  Angeles^ 
Calif. 

No.  MC  133288  (Sub-No.  3).  filed 
March  7,  1975.  Applicant:  HARTLEY 
OIL  COMPANY,  INC.,  Route  2,  South, 
P.O.  Box  398,  Ravenswood,  W.  Va.  26164. 
Applicant’s  representative:  John  M. 
Friedman,  2930  Putnam  Avenue,  Hurri¬ 
cane,  W.  Va.  25526.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
v^cle,  over  irregular  routes,  transport¬ 
ing:  (1)  Crude  rubber,  in  bulk,  on  pal¬ 
lets,  and  clay,  in  bags,  on  pallets,  from 
Ravenswood,  W.  Va.,  to  Spencer,  W.  Va.; 
(2)  telephone  cable,  on  reels,  from 
Ravenswood.  W.  Va..  to  points  in  West 
Virginia;  and  (3)  newsprint,  on  rolls, 
from  Ravenswood,  W.  Va.,  to  Ravens¬ 
wood,  Spencer  and  Wasme,  W.  Va.,  re¬ 
stricted  to  traffic  having  prior  movement 
by  rail  and  motor  carrier,  mid  further 
restricted  to  traffic  ofiglnating  at  the 
warehouse  facility  of  the  Hartley  Oil 
C(xnpany,  Inc.,  located  at  or  near 
Ravenswood,  W.  Va. 

Non.— Common  control  may  be  involved. 
Applicant  holds  contract  carrier  auth<n1ty 


In  MC  1S83S6,  therefore  dual  operations  may 
be  Involved.  Non. — ^If  a  hearing  is  deemed 
necessary,  the  ^>pUoant  requests  it  he  held 
at  Charleston,  W.  Va.,  w  Columbus,  Ohio. 

No.  MC  134029  (8ub-Nb.  4)  (COR¬ 
RECTION),  filed  March  10,  1975,  and 
published  in  the  Federai.  Register  issue 
of  April  3,  1975,  and  republished  as  cor¬ 
rected  this  issue.  Applicant:  SIOEL’S 
HAULINO,  me.,  RJ).  No.  5,  P.O.  Box 
286,  Cadiz.  Ohio  43907.  Applicant’s  repre¬ 
sentative:  Paul  F.  Beery,  8  East  Broad 
St.,  Columbus,  Ohio  43215.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Machinery,  materials,  sup¬ 
plies,  and  equipment  incidental  to,  or 
used  in  the  construction,  development, 
operation,  smd  maintenance  of  facilities 
for  the  discovery,  developm^t,  and  pro¬ 
duction  of  coal  (except  commodities  in 
bulk),  between  points  in  Monroe.  Bel¬ 
mont,  Jefferson,  Columbiana,  Carroll, 
Harrison,  Noble,  Guernsey,  Tuscarawas, 
Holmes,  Coshocton,  and  Muskingham 
Counties,  Ohio,  on  the  one  hand,  and, 
on  the  other,  F>oints  in  the  United  States 
(except  Alaska  and  Hawaii) . 

Note. — Ihe  purpose  of  this  correction  Is 
to  indicate  that  the  above  counties  are 
located  in  Ohio.  If  a  hearing  Is  deemed  nec¬ 
essary,  applicant  requests  it  be  held  at 
Columbus,  Ohio. 

No.  MC  134105  (Sub-No.  12),  filed 
March  17,  1975.  Applicant:  CELERY- 
VALE  TRANSp6rT,  me..  Route  1,  Box 
96,  Fort  Lupton,  Colo.  80621.  Applicant’s 
representative:  Jack  H.  Blanshan,  29 
South  LaSalle  St.,  Chicago,  HI.  60603. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Meat,  meat  prod¬ 
ucts,  meat  by-products  and  articles  dis¬ 
tributed  by  meat  packinghouses,  as  de¬ 
scribed  in  Sections  A  and  C  of  Appendix 
I  to  the  report  in  Descriptions  in  Motor 
Carrier  Certificates,  61  M.C.C.  209  and 
766  (except  hides  and  commodities  in 
bulk) ,  frmn  the  plantsite  and  storage  fa¬ 
cilities  of  or  utilized  by  Farmland  Foods, 
Inc.,  located  at  or  near  Crete,  Nebr.,  to 
points  in  Alabama,  Arkansas,  Colorado, 
Florida,  Georgia,  Kansas,  Louisiana.  Mis¬ 
sissippi,  Oklahoma,  Tennessee  and  Texas, 
restricted  to  the  transportation  of  traffic 
originating  at  the  above  origin  and  des¬ 
tined  to  the  above-named  destinations. 

Note. — ^If  a  hearing  is  deemed  necessary, 
the  applicant  requests  it  be  held  at  Kansas 
City,  Mo. 

No.  MC  134134  (Sub-No.  17),  filed 
March  17.  1975.  AppUcant:  MAmUNER 
MOTOR  EXPRESS.  mC..  2002  Madiswi 
St.,  Omaha,  Nebr.  68107.  AppUcant ’s  rep¬ 
resentative:  Jack  H.  Blanshan,  29  South 
LaSaUe  St.,  Chicago,  HI.  60603.  Author¬ 
ity  sought  to  operate  as  a  common  car¬ 
rier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Meat,  meat  prod¬ 
ucts,  meat  by-products  and  articles  dis¬ 
tributed  by  meat  packinghouses  as  de¬ 
scribed  in  Sections  A  and  C  of  Appendix 
I  to  the  report  in  Descriptions  in  Motor 
Carrier  Certificates,  61  M.C.C.  209  and 
766  (except  hides  and  commodities  In 
bulk) .  from  the  plantsite  and  storage  fa¬ 
cilities  of  or  utilized  by  Farmland  Foods. 


Inc.,  located  at  or  near  Crete,  Nebr.,  to 
points  in  Connecticut,  Delaware,  Maine, 
Maryland,  Massachusetts,  New  Hamp¬ 
shire,  New  Jersey,  New  York,  Pennsyl¬ 
vania.  Rhode  Island,  Vermont,  Virginia, 
West  Virginia,  and  the  District  of  Co- 
lumbis^  restricted  to  the  transportation 
of  traffic  originating  at  the  above  origin 
and  destined  to  the  above-named  des¬ 
tinations. 

Note. — If  a  bearing  Is  deemed  necessary, 
the  applicant  requests  It  be  held  at  either 
Kansas  City,  Mo.,  or  Omaha,  Nebr. 

No.  MC  134599  (Sub-No.  118),  filed 
March  6,  1975.  AppUcant;  INTERSTATE 
CONTRACT  CARRIER  CXJRPORA- 
TION,  P.O.  Box  748,  Salt  Lake  City,  Utah 
84110.  Applicant’s  representative:  Rich¬ 
ard  A.  Peterson,  P.O.  Box  81849,  Lincoln, 
Nebr.  68501.  Authority  sought  to  operate 
as  a  contract  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Equipment,  material  and  supplies  utUized 
in  the  manufacture  of  office  equipment 
(except  in  bulk,  and  those  commodities 
which  because  of  size  or  weight  require 
the  use  of  special  equipment  or  special 
handling),  from  points  in  Tennessee, 
North  Carolina,  South  CaroUna,  Georgia, 
Florida,  Alabama,  Mississippi,  California, 
Virginia.  Missouri,  Arkansas,  Kansas, 
Louisiana,  Oklahoma,  Texas,  Colorado, 
New  Mexico.  Portland,  Greg.,  Milford, 
Conn.,  North  Bergen,  N.J.  and  Balti¬ 
more.  Md.,  to  the  plantsite  and  faciUtles 
of  Steelcase,  Inc.  at  Grand  Rapids, 
Mich.,  imder  a  continuing  (xmtract  or 
contracts  with  Steelcase,  Inc. 

Note. — Applicant  holds  pending  motor 
common  carrier  authority  In  MC-13990e, 
therefore  dual  operations  may  be  Involved. 
If  a  hearing  Is  deemed  necessary,  applicant 
requests  It  be  held  at  Salt  Lake  City,  Utah, 
or  Lincoln,  Nebr. 

No.  MC  134599  (Sub-No.  120),  filed 
March  17.  1975.  AppUcant:  INTER¬ 
STATE  CONTRACT  CARRIER  CX)R- 
PORATION,  P.O.  Box  81849,  Salt  Lake 
City,  Utah  84110.  AppUcant’s  represent¬ 
ative:  Richard  A.  Peterson  (same  ad¬ 
dress  as  i4>pUcant) .  Authority  sought  to 
operate  as  a  contract  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport¬ 
ing:  Tires,  tubes,  rubber  products  and 
related  articles  and  materials,  and  sup¬ 
plies  used  in  the  manufacture  thereof 
(except  commodities  in  bulk  or  which  be¬ 
cause  of  size  or  weight,  require  special 
handling  or  special  equipment) ,  between 
Neosho,  Mo.,  on  the  one  hand,  and,  on 
the  other,  points  in  the  United  States 
(except  Alaska  and  HawaU),  under  a 
continuing  contract  with  Unlroyal.  Inc. 

Note. — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  It  be  held  at  Salt 
Lake  City,  Utah,  or  Lincoln,  Nebr. 

No.  MC  134922  (Sub-No.  116),  filed 
March  14.  1975.  AppUcant:  B.  J.  Mc- 
ADAMS,  INC.,  Route  6.  Box  15.  North 
Little  Rock,  Ark.  72118.  AppUcant’s  rep¬ 
resentative:  Don  Garrison  (same  ad¬ 
dress  as  applicant) .  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Meat,  meat  products  and  articles 
distributed  by  meat  packinghouses,  m 
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described  in  Sections  A  and  C  of  Appen¬ 
dix  I  to  the  report  in  Descriptions  in 
Motor  Carrier  Certificates,  61  M.C.C. 
209  and  766  (in  v^cles  equipped  with 
mechanical  refrigeration) ,  from  Tupelo, 
Miss.,  to  points  in  California  and  Wash¬ 
ington,  restricted  against  the  transpor¬ 
tation  of  hides  and  commodities  in  bulk, 
in  tank  vehicles. 

Note. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  It  be  held  at  either 
Memphis,  Tenn.,  or  Little  Rock,  Ark. 

No.  MC  134978  (Sub-No.  10),  filed 
March  19, 1975.  Applicant:  C.  P.  BELUE, 
doing  business  as  BELUE’S  TRUCKING, 
Route  2,  Chesnee,  S.C.  29323.  Applicant’s 
representative:  Mitchell  King,  Jr.,  P.O. 
Box  1628,  Greenville,  S.C.  29602.  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Aluminum  dross, 
in  bulk,  in  dump  vehicles,  from  points 
in  Spartanburg  County,  S.C,,  to  Cleve¬ 
land,  Ohio. 

Note. — ^If  a  hearing  Is  deemed  necessary, 
applicant  requests  it  be  held  at  Charlotte, 
N.C. 

No.  MC  136816  (Sub-No.  3),  filed 
March  17,  1975.  Applicant:  THE  UNI¬ 
VERSE  COMPANY,  INC.,  3523  L  St., 
Omaha,  Nebr.  68107.  Applicant’s  repre¬ 
sentative:  Jack  H.  Blanshan,  29  South 
LaSalle  St.,  Chicago,  m.  60603.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  Irregular  routes, 
transporting :  Meat,  meat  products,  meat 
by-products  and  articles  distributed  by 
meat  packinghouses,  as  described  in  Sec¬ 
tions  A  ond  C  of  Appendix  I  to  the  report 
in  Descriptions  in  Motor  Carrier  Certifi¬ 
cates,  61  M.C.C.  209  and  766  (except  hides 
and  commodities  in  bulk),  from  the 
plantsite  and  storage  facilities  of  or 
utilized  by  Farmland  Poods,  Inc,,  located 
at  or  near  Crete,  Nebr.,  to  p>oints  in  Illi¬ 
nois,  Indiana,  Iowa,  Kentucky,  Michigan, 
Missouri,  and  Ohio,  restricted  to  the 
transportation  of  traffic  originating  at 
the  above  origin  and  destined  to  the 
above-named  destinations. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Kansas  City, 
Mo.,  or  Omaha,  Nebr, 

No.  MC  136848  (Sub-No.  7),  filed 
March  10,  1975.  Applicant:  JAMES 

BRUCE  T.KE  AND  STANLEY  LEE.  a 
partnership,  doing  business  as  LEE  CON¬ 
TRACT  CARRIERS.  P.O.  Box  48,  Old 
Route  66,  Pontiac,  ni.  61764.  Applicant’s 
representative:  Edward  F.  Stanula,  77 
West  Washington  St.,  Chicago,  Ill.  60602. 
Authority  sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  (1)  Pulpboard, 
fibreboard  and  leatherboard.  from  Madi¬ 
son,  Ind.,  to  Bridgewater,  Mass.;  Mil¬ 
waukee,  Wis.;  Franklin,  Tenn.;  St.  Louis 
and  Cape  Girardeau,  Mo.;  and  Hanover, 
Pa.;  (2)  offal:  hide  trimmings  or  pieces; 
chrome  or  leather  scrap,  ground  or  not 
ground;  and  tannery  by-products,  from 
Milwaukee,  Wis.;  Boone  Terre  and  Cape 
Girardeau,  Mo.;  Hanover,  Pa.;  Salem, 
Mass.;  and  Nashville,  Tenn.,  to  Madison, 


Ind.,  under  a  continuing  contract  or  con¬ 
tracts  with  Robus  Products  Corporation, 
Madison.  Ind. 

Note. — ^If  a  hearing  is  deemed  necessuy, 
the  applicant  does  not  specify  a  location. 

No.  MC  136931  (Sub-No.  2),  filed 
March  14.  1975.  Applicant:  WRIGHT 
MOTOR  FREIGHT,  INC.,  2520  Lansing 
Ave.,  Jackson,  Mich.  49202.  Applicant’s 
representative:  Eugene  C.  Ewald,  100 
West  Long  Lake  Rd.,  Suite  102,  Bloom¬ 
field  Hills,  Mich.  48013.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  General  commodities  (except  those 
of  unusual  value.  Classes  A  and  B  explo¬ 
sives,  household  goods  as  defined  by  the 
Commission,  commodities  in  bulk,  and 
those  requiring  special  equipment),  (1) 
between  points  in  JackscHi  County  and 
Hillsdale  County,  Mich.,  on  the  one  hand, 
and,  on  the  other.  Willow  Run  Airport 
and  Detroit  Metropolitan  Airport;  and 
(2)  between  points  in  Jackson  County 
and  Hillsdale  County,  Mich.,  on  the  one 
hand,  and,  on  the  other,  Reynolds  Field, 
located  at  Jackson,  Mich.,  restricted  to 
traffic  having  an  immediately  prior  or 
immediately  subsequent  movement  by 
air. 

Note. — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  it  be  held  at  Detroit, 
Mich. 

No.  MC  138104  (Sub-No.  24),  filed 
March  14.  1975.  Applicant:  MCX>RE 
TRANSPORTATION  CO.,  INC.,  3509  N. 
Grove,  Fort  Worth,  Tex.  76106.  Appli¬ 
cant’s  representative:  Billy  M.  Keck, 
(same  address  as  applicant).  Authority 
sought  to  operate  as  a  common  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Mineral  filler  in  bulk,  in 
dump  vehicles,  from  points  in  Texas, 
to  points  in  Arkansas  and  Louisiana. 

Note. — If  a  hecu'ing  is  deemed  necessary, 
applicant  requests  it  be  held  at  either  Fort 
Worth  or  DaUas,  Tex. 

No.  MC  138157  (Sub-No.  17).  filed 
March  10,  1975,  Applicant:  SOUTH¬ 
WEST  EQUIPMENT  RENTAL,  INC.,  do¬ 
ing  business  as  SOUTHWEST  MO’TOR 
FREIGHT.  4284  Mission  Boulevard, 
Pomona,  Calif.  91766.  Applicant’s  repre¬ 
sentative:  Patrick  Quinn,  605  South  14th 
St.,  P.O.  Box  82028,  Lincoln,  Nebr.  68501. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle  over  irregular 
routes,  transporting:  (1)  Upholstery  and 
carpet  tacking  rims,  strips,  adhesives, 
and  hand  tools,  from  the  plantsite  and 
warehouse  facilities  of  Klnkead  Indus¬ 
tries  Incorporated,  at  Garden  Grove, 
Calif.,  to  points  in  the  United  States 
(except  Alaska  and  Hawaii) ;  and  (2) 
materials,  equipment  and  sup^ies,  used 
in  the  manufacture,  production,  and  dis¬ 
tribution  of  the  commodities  named  in 
(1)  above  (except  commodities  in  bulk), 
from  points  in  the  United  States  (except 
Alsuska  and  Hawaii) ,  to  the  plantsite  and 
warehouse  facilities  of  Kiiikead  Indus¬ 
tries  Incorporated,  at  Garden  Grove, 
Calif. 

Note. — AppUcant  holds  contract  carrier 
authority  In  MC  134160  Sub-Nos.  2  and  3, 


therefore  dual  {^rations  may  be  lnvolve(L 
Common  control  may  also  be  Invc^ved.  If  a 
hearing  is  deemed  necessary,  applicant  re¬ 
quests  It  be  held  at  Los  Angeles,  Calif.,  or 
Chicago.  UL 

No.  MC  138469  (Sub-No.  13),  filed 
March  10.  1975.  Applicant:  DONCO 
CARRIERS,  INC.,  1001  South  Rockwell 
St.,  P.O.  Box  75354,  Oklahwna  City,  Okla. 
73107.  Applicant’s  representative:  Wm. 
L.  Peterson,  Jr.,  401  N.  Hudson,  Suite  200, 
P.O.  Box  917,  Oklahoma  City,  Okla. 
73101.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Canned 
goods  and  foodstuffs,  canned,  preserved, 
packaged  and  in  driuns,  including  die¬ 
tary  foods  (except  frozen  commodities) , 
from  points  in  California,  to  points  in 
Arkansas,  Illinois,  Iowa,  Indiana.  Kan¬ 
sas,  Kentucky,  Louisiana,  Michigan,  Mis¬ 
souri,  Nebraska,  Ohio,  Oklahoma,  Ten¬ 
nessee,  Texas  and  Wisconsin. 

Note. — Applicant  holds  contract  carrier 
authority  In  MC  136375,  therefore  dual  op¬ 
erations  may  be  Involved.  If  a  hearing  Is 
deemed  necessary,  the  applicant  requests  It 
be  held  at  San  Francisco,  Calif.,  or  Oklahoma 
City,  Okla. 

No.  MC  139192  (Sub-No.  5),  filed 
March  19,  1975.  Applicant:  JOHN 

PERRY  doing  business  as  JOHN  PERRY 
TRUCKING.  1535  Industrial  Ave.,  San 
Jose.  Calif.  95112.  Applicant’s  represent¬ 
ative:  Marvin  Handler.  100  Pine  St., 
Suite  2550,  San  Francis<x>,  Calif.  94111. 
Authority  sought  to  operate  as  a  con¬ 
tract  carrier,  by  motor  vehicle,  over  ir¬ 
regular  routes,  transporting:  Fiberglass 
parabolic  antennae  and  mounts,  parts, 
accessories,  equipment,  tools  and  sup¬ 
plies  necessary  or  incidental  to  the  con¬ 
struction  and  maintenance  and  repair 
thereof,  from  the  plantsite  of  Prodelin, 
Inc.,  in  Santa  Clara,  Calif.,  to  points  in 
Alabama,  Alaska,  CaUfomia,  Colorado. 
Connecticut,  Delaware,  District  of  Co¬ 
lumbia,  Florida,  Georgia,  Idaho,  Indiana, 
Iowa,  Kentucky,  Maine,  Maryland,  Mas¬ 
sachusetts,  Michigan,  Minnesota.  Mis¬ 
sissippi,  Montana,  Nebraska,  Nevada, 
New  Hampshire,  New  Jersey,  New  York, 
North  Carolina,  North  Dakota,  Ohio, 
Pennsylvania,  Rhode  Island,  South  Caro¬ 
lina,  South  Dakota,  Utah,  Vermont,  Vir¬ 
ginia,  West  Virginia,  Wisconsin,  and 
Wyoming,  under  a  continuing  contract 
with  Prodelin,  Inc. 

Note. — If  a  hearing  Is  deemed  necessary, 
the  applicanf  requests  It  be  held  at  either 
San  Francisco,  or  San  Jose,  Calif. 

No.  MC  139495  (Sub-No.  41),  filed 
March  7,  1975.  Applicant:  NATIONAL 
CARRIERS.  INC.,  1501  East  8th  St.,  P.O. 
Box  1358,  Liberal,  Kans.  67901.  Appli¬ 
cant’s  representative:  Herbert  Alan  Du- 
bin,  1819  H  Street,  NW.,  Washington, 
D.C.  20006.  Authority  sought  to  operate 
as  a  common  carrier,  by  motef  vehicle, 
over  irregular  routes,  transporting: 
Coffee,  tea  and  juices  (except  in  bulk), 
from  Houston,  Tex.,  to  points  in  Indiana, 
Illinois,  Wisconsij^  Iowa,  Missouri, 
Nebraska,  Blansas,  Oklah<mia.  Colorado, 
New  Mexico,  Arizona,  Utah,  Nevada, 
California,  Montana,  Idaho,  Oregon, 
Washington,  Wyoming  and  Minnesota. 
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Non.— AppUeaoi  h<^  contaract  curin’ 
•utborlty  In  MO-1S31O0  uid  Suba  thereunder, 
therefore  dual  operationa  aoey  be  Inroleed. 
If  a  heulng  la  deamed  neoaaaary,  applicant 
requeeta  It  be  held  at  Washington.  D.C. 

No.  MC  139495  (Sub-No.  46).  filed 
March  13.  1975.  Ai^Ucant:  NATIONAL 
CARRIERS.  INC..  1501  East  8th  St.. 
P.O.  Box  1358.  Liberal,  Kans.  67901.  Ap¬ 
plicant’s  representative:  Herbert  Alan 
DuWn,  1819  H  Street.  NW..  Washington, 
D.C.  20006.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Medical  care  products,  and  materials, 
eqvipment  and  supplies  used  in  the  man¬ 
ufacture  or  preparation  of  medical  care 
products:  (1)  from  the  facilities  of  Tra- 
venol  Laboratories.  Inc.  located  at  or 
near  Cleveland.  Miss..  Kingstree,  S.C., 
North  Cove.  N.C..  Memphis,  Tenn., 
Mountain  Home,  Arif.,  Eaton,  Ohio,  and 
Hays,  Kans.,  to  points  in  the  United 
States  in  and  west  of  Minnesota,  Iowa, 
Missouri,  Arkansas  and  Louisiana;  and 
(2)  between  the  facilities  of  Travoiol 
Laboratories,  Inc.  located  at  or  near 
Cleveland,  Miss.,  Eaton,  Ohio,  Kingstree. 
S.C.,  North  Cove,  N.C.,  Mountain  Home, 
Ark.,  Memphis,  Tenn.  and  Hays,  Kans. 

Non. — AppUcuit  holds  motor  contract 
carrier  authority  in  MC  133106  and  subs 
tbarexmder,  therefore  dual  operations  may  be 
Involved.  If  a  hearing  is  deemed  necessary, 
applicant  requests  It  be  held  at  Washington, 
D.a 

No.  MC  139495  (Sub-No.  47).  filed 
March  14.  1975.  AppUcant:  NATIONAL 
CARRIERS.  INC.,  1501  East  8th  Street, 
P.a  Box  1358.  Liberal.  Kans.  67901. 
Applicant’s  representative:  Herbert  Alan 
I>ubin.  1819  H  Street,  NW.,  Washington. 
D.C.  20006.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  Irrwilar  routes,  transpm’ting:  Toys 
and  games,  from  the  plantsite  and  stor¬ 
age  facllltlM  of  the  Milton  Bradley  Com¬ 
pany  located  at  or  near  East  Long- 
meadow,  Maaa-  and  Voorfaeesville,  N.Y., 
to  points  In  Ohio,  Indiana,  Illinois, 
ufifthigan,  Wisconsin,  Minnesota,  Iowa, 
Missouri,  Oklahoma,  Kansas.  Texas, 
North  Dakota.  South  Dakota,  Nebraska, 
Arkansas.  Wyoming,  Colorado.  New 
Mexico.  Montana,  Washington,  Oregon. 
Idaho,  California,  Nevada,  Utah,  Arizcma 
and  Louisiana. 

Nora — ^Applicant  holds  contract  carrier 
auOKsrlty  in  MC  133106  and  s\)bs  theretmder. 
tberafoM  dual  operationB  may  be  involved. 
If  a  hearing  is  deemed  neoeeaary,  applicant 
requests  It  be  hMd  at  Washington,  D.C. 

Na  MC  139495  (Sub-No.  48).  filed 
Maich  17.  1975.  Am>Ucant:  NATIONAL 
CARRIERS.  INC..  1501  East  8th  St.,  P.O. 
Box  1358,  liberal,  Kans.  67901.  AK>Ii- 
cant’s  representative:  Herbert  Alan 
Dubln.  1819  H  St.  NW.,  Washington, 
D.C.  20006:  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  v^cle, 
over  irregular  routes,  transporting: 
Toilet  preparations,  and  related  articles, 
fxoca  the  idantsite  and  facilities  of  the 
Mewivm  Company  located  at  or  near 
MOrristown.  to  points  in  North 

Carolina,  Gemrgia,  Florida,  Toinessee, 
Illinois.  Indiana,  Wisconsin,  Minnesota, 


Iowa,  Missouri.  Kansas,  Texas  and 
Ctdorado. 

Non. — ^Applicant  holds  motor  contract 
carrier  authority  in  MC-133106  and  subs 
thereunder,  therefcm  dual  operations  may 
be  Involved.  If  a  hearing  is  deemed  necessary, 
the  applicant  requests  it  be  held  at  Washing¬ 
ton,  D.C. 

No.  MC  139495  (Sub-No.  49).  filed 
March  19.  1975.  Applicant:  NATIONAL 
CARRIERS,  INC.,  1501  East  8th  St.. 
P.O.  Box  1358,  Liberal,  Kans.  67901. 
Applicant’s  representative :  Herbert  Alan 
Dubin,  1819  H  Street  NW.,  Washing¬ 
ton,  D.C.  20006.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Aluminum  and  aluminum  products 
(except  those  which  because  of  size  and 
weight  require  the  use  of  special  equip¬ 
ment)  ,  from  Lancaster.  Pa.,  to  points  in 
Nebraska,  Oklahoma,  Kansas,  Arkansas, 
Texas,  Mississippi,  Iowa,  and  Wyoming. 

Notb. — ^Applicant  holds  contract  carrier 
authority  in  MC-133106  and  suhc  thereunder, 
therefore  dual  operations  may  be  involved. 
If  a  hearing  is  deemed  necessary,  the  appli¬ 
cant  requests  It  be  held  at  Washington, 
D.C. 

No.  MC  139679  (Sub-No.  1),  filed 
March  14,  1975.  Applicant:  MYRON  L. 
ROSS,  doing  business  as  A-1  MOVING 
ft  STORAGE  CO.,  1219  Eraste  Landry 
Rd.,  Lafayette,  La.  70501.  Applicant’s 
representative:  Myron  L.  Ross  (same  ad¬ 
dress  as  applicant).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport¬ 
ing:  Used  household  goods,  restricted  to 
the  transportation  of  shipments  having  a 
prior  or  subsequent  movement,  in  con¬ 
tainers.  beyond  the  points  authorized, 
and  further  restricted  to  the  perform¬ 
ance  of  pickup  and  delivery  service  in 
connection  with  the  packing,  crating, 
and  containerization  or  impacking,  un¬ 
crating  and  decontainerization  of  such 
shipments,  from  points  in  Louisiana,  to 
points  in  Louisiana. 

Non. — ^If  a  hearing  is  deemed  necessary, 
the  appUcant  does  not  specify  a  location. 

No.  MC  139916  (Sub-No.  2).  filed 
March  3, 1975.  Applicant:  C  ft  B  ENTER¬ 
PRISES.  INC.,  1101  N.  Broadway,  St 
Louis,  Mo.  63102.  Applicant’s  represento- 
tive:  B.  W.  La  Tourette,  Jr.,  11  S.  Mera- 
mec.  Suite  1400,  Clayton,  Mo.  63105.  Au¬ 
thority  sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Carpeting,  from 
CTalhoun,  Chatsworth,  Dalton.  Hedges, 
Rome,  Rossvllle,  and  Sugar  Valley.  Ga., 
and  Chattanooga,  Tenn.,  to  points  in  St. 
Louis.  Mo.,  and  points  in  St.  Louis  Coim- 
ty,  Mo.,  under  continuing  contracts  with 
Standard  Floor  Covering,  Inc.  and  Tile 
Town  of  St.  Louis,  Inc. 

Note. — ^If  a  hearing  is  deemed  necessary, 
the  apidlcant  requests  It  be  held  at  either 
St.  Louis,  Jefferson  City,  or  Kansas  City,  Mo. 

No.  MC  139923  (Sub-No.  4),  filed 
March  12,  1975.  Applicant:  MILLER 
TRUCKING  CO.,  INC.,  P.O.  Drawer  "D”, 
Stroud,  CMda.  74079.  AppUcant’s  repre- 
sentathre:  Jack  H.  Blanahan,  29  South 
La  Sane  St.,  Chicago,  HI.  60603.  Author¬ 


ity  sought  to  operate  as  a  common 
carrier,  by  motor  vdiicle,  over  Irregular 
routes,  transporting:  Meat,  meat  prod¬ 
ucts,  meat  by-products  and  articles  dis¬ 
tributed  by  meat  packinghouses  as  de¬ 
scribed  in  Sections  A  and  C  of  Appendix 
I  to  the  report  in  Descriptions  in  Motor 
Carrier  Certificates,  61  M.C.C.  209  and 
766  (except  hides  and  commodities  in 
bulk),  from  the  plantsite  and  storage 
facilities  of  oc  utilized  by  Farmland 
Foods,  Inc.,  located  at  or  near  Crete, 
Nebr.,  to  points  in  Arkansas,  Arizona. 
California,  Colorado,  Idaho,  Kansas, 
Louisiana,  Montana,  New  Mexico,  Ne¬ 
vada,  Oklahoma.  Oregon,  Texas,  Utah. 
Washington,  and  Wyoming,  restricted  to 
the  transportation  of  traffic  originating 
at  the  above  origin  and  destined  to  the 
above-named  destinations. 

Note. — ^If  a  hearing  la  deemed  necessary, 
the  applicant  requests  It  be  held  at  Kansas 
City,  Mo. 

No.  MC  140059  (Sub-No.  3),  filed 
March  7,  1975.  Applicant:  NETVADA 
DISTRIBUTING  CO.,  INC.,  1051  Alden 
St.,  P.O.  Box  1238,  Ely,  Nev.  89301.  Ap¬ 
plicant’s  representative:  John  R.  Ander¬ 
son,  1100  Boston  Building,  Salt  Lake 
City.  Utah  84111.  Authority  sought  to 
operate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  (1)  Beer,  yogurt  and  other  dairy 
products;  yogurt  and  related  dairy  prod¬ 
ucts,  from  Salt  Lake  CTity,  Utah,  to  Den¬ 
ver,  Colo.,  and  (2)  Beer,  from  Golden, 
Colo.,  to  Reno,  Winnemuccs,  Ely  and 
Elko,  Nev.,  under  a  continuing  contract 
or  contracts  with  O.  K.  Distributing  Oo., 
Reno,  Nev.;  Winneva  Distributing  Co.. 
Winnemucca,  Nev.;  and  Elko  Bottling 
Co.,  Elko.  Nev. 

Note. — ^If  a  hearing  Is  deemed  necessary, 
the  tq>pllcant  requests  It  be  held  at  Salt  Lake 
City,  Utah,  or  Carson  City,  Nev. 

No.  MC  140463  (Sub-No.  1),  filed 
March  10.  1975.  AppUcant:  ORREN  J. 
LEE.  2312  Braemer  Drive.  Sioux  Falls.  S. 
Dak.  57105.  Applicant’s  representative: 
M.  Mark  Menard,  307  West  Fourteenth 
St.,  Sioux  FaUs,  8.  Dak.  57102.  Authority 
sought  to  operate  as  a  contract  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Dairy  products  and  sup¬ 
plies,  as  described  in  Group  B  of  Ap- 
pen^x  I  to  the  report  in  Descriptions 
in  Motor  Carrier  Certificates  61  M.C.C. 
209,  between  Sioux  Flails,  S.  Dak.,  and 
points  in  Iowa,  Nebraska,  Minnesota  and 
South  Dakota,  under  a  continuing  con¬ 
tract  or  contracts  with  Terrace  Pailc 
Dairy. 

Note. — ^If  a  hearing  is  deemed  necessary, 
the  iq>pllcant  requests  it  be  held  at  Sioux 
Falls,  S.  Dak.  or  Sioux  City,  Iowa. 

NO.  MC  140476  (Sub-No.  2).  filed 
March  17,  1975.  AppUcant:  JAMES 
BLYTHE  AND  JULIAN  BLYTHE,  a 
partnership,  doing  business  as  BLYTHE 
COMPANY,  P.O.  Box  6711,  North 
Augusta,  S.  C.  29841.  AppUcant’s  rep¬ 
resentative:  Virgil  H.  Smith,  1587  Phoe¬ 
nix  Boulevard,  Suite  12,  Atlanta,  Ga. 
30349.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
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irregular  routes,  transporting:  AgrictU- 
tural  Ume,  In  bulk,  in  diunp  trucks,  from 
points  in  Blount,  Jefferson  and  Knox 
Counties,  Tenn.,  to  points  in  Georgia  and 
South  Carolina. 

Non. — If  a  hearing  Is  deemed  necessary, 
applicant  requests  It  be  held  at  either 
Atlanta  or  Augusta,  Oa. 

No.  MC  140556  (Correction) ,  filed  Jan¬ 
uary  13,  1975,  published  in  the  Federal 
Register  issue  of  March  27,  1975,  and 
republished  as  reassigned  this  issue.  Ap¬ 
plicant:  LEO  VEST,  doing  business  as 
L  &  P  WRECKER  SERVICE.  R.R.D.  1, 
Buffalo.  Mo.  65622.  Applicant’s  represen¬ 
tative:  Turner  White,  1736  East  Sun¬ 
shine.  Springfield,  Mo.  65804.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  (1)  Wrecked  and  disabled 
motor  vehicles,  from  points  in  the  United 
States,  to  Buffalo,  Springfield,  and  Mt. 
Vernon,  Mo.,  restricted  to  a  service  by 
wrecker  equipment  only. 

Note. — The  purpose  of  this  republlcatlon 
Is  to  Indicate  the  correct  docket  number 
assigned  to  this  proceeding  In  MC  140566,  In 
lieu  of  MC  140550.  If  a  hearing  Is  deemed 
necessary,  applicant  requests  It  be  held  at 
either  Kansas  City  or  St.  Louis,  Mo. 

No.  MC  140559  (Sub-No.  2),  filed 
March  19,  1975.  Applicant:  PAT 

ROMERO,  doing  business  as  PAT 
ROMERO  FEEDS  &  SUPPLY,  Route  1, 
Box  307  Commerce,  Las  Vegas,  N.  Mex. 
87701.  Awilicant’s  representative:  Edwin 
E.  Piper,  Jr..  1115  Sandia  Savings  Bldg., 
Albuquerque,  N.  Mex.  87102.  Authority 
sought  to  operate  as  a  contract  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Pre-cut  log  buildings 
(complete,  disassembled,  or  in  sections) , 
Pre-cut  logs  and  log  building  materials, 
and  accessories,  parts,  supplies,  and  other 
materials  used  in  the  erection,  construc¬ 
tion,  or  completion  of  such  pre-cut  log 
buildings,  fitmi  the  plantsite  and  facili¬ 
ties  of  Air-Lock  Logs  Co.,  Inc.,  at  or  near 
Las  Vegas,  N.  Mex.,  to  points  in  Texas, 
Colorado,  Arizona,  Utah,  Nevada,  and 
California,  under  a  continuing  contract 
with  Air-Lock  Log  Co.,  Inc. 

Note. — ^If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  It  be  held  at  Albu¬ 
querque,  N.  Mex. 

No.  MC  140569  (Sub-No.  1,  filed 
March  7,  1975.  Applicant:  RCXJERS 
TRUCKING.  INC.,  P.O.  Box  271,  Colum¬ 
bia,  Ky.  43728.  Applicant’s  representa¬ 
tive:  Louis  J.  Amato,  P.O.  Box  E,  Bowl¬ 
ing  Green,  Ky,  42101.  Authority  sought 
to  operate  as  a  common  carrier,  by  mo¬ 
tor  vehicle,  over  irregular  routes,  trans¬ 
porting:  Furniture  stock,  wooden  in  the 
white,  lumber,  finished  and  unfinished 
wood  products,  wood  chips,  spent, 
ground,  not  ground  or  loose,  from  Scotts- 
ville,  Louisville,  and  Monticello,  Ky.,  to 
points  in  Nebraska,  Colorado,  Oklahoma, 
Texas,  and  points  in  the  United  States 
in  and  east  of  Minnesota,  Iowa,  Mis¬ 
souri,  Arkansas,  and  Louisiana. 

Note. — Common  control  and  dual  opera¬ 
tions  may  be  Involved.  If  a  hearing  is  deemed 
necessary,  the  applicant  requests  It  be  held 
at  Louisville,  Ky. 
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No.  MC  140667  (Sub-No.  4),  filed 
March  20,  1975.  Applicant:  JOYCE  E. 
HAYNES  ’TRUCKING,  INC.,  221  David¬ 
son  Street,  Independence,  Mo.  64056.  Ap¬ 
plicant’s  representative:  Lucy  Kennard 
BeU,  Suite  910  Fairfax  Building.  101  West 
Eleventh  Street,  Kansas  Cfity  Mo.  64105. 
Authority  sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Svwh  commodities 
as  are  dealt  in  by  retail  variety,  discount, 
and  drug  stores,  and  whole^e  houses 
serving  such  stores,  and  advertising  ma¬ 
terials,  (a)  from  points  in  Arkansas.  In¬ 
diana,  Iowa,  Illinois,  Kansas,  Missouri, 
Ohio,  OklahiHna,  Texas,  and  Wisconsin, 
to  the  warehouse  and  plant  facilities  of 
Shawnee  Evans  Company  located  at  m: 
near  Lenexa,  Kans.;  and  (b)  from  the 
warehouse  and  plant  facilities  of  Shaw¬ 
nee  Evans  Company  located  at  or  near 
Lenexa,  Kans.,  to  points  in  Texas,  Loui¬ 
siana,  Oklahoma,  Ohio,  Kentucky,  Mis¬ 
souri,  Illinois,  Indiana,  Minnesota,  Wis¬ 
consin,  Nebraska,  Iowa,  Arkansas,  Mls- 
sippi,  and  Tennessee,  under  a  continuing 
contract  or  contracts  with  Shawnee 
Evans  Ccxnpany,  of  Lenexa,  Kans. 

Note. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  it  be  held  at  Kansas 
City,  Mo.,  or  Washington,  D.C. 

No.  MC  140683  (Sub-No.  1),  filed  Feb¬ 
ruary  26,  1975.  Applicant:  SHAW  AND 
SONS  EXCAVATING  AND  HAULING. 
INC.,  500  Bennington  Road,  Kansas  City, 
Mo.  64125.  Applicant’s  representative: 
Lucy  Kennard  Bell.  910  Fairfax  Bldg., 
101  W.  11th  Street,  Kansas  City.  Mo. 
64105.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Iron  or 
steel  flue  dust,  from  Kansas  Cfity,  Mo., 
to  Humboldt,  Iowa. 

Note. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  it  be  held  at  Kansas 
City,  Mo. 

No.  MC  140720  (Sub-No.  2) ,  filed  March 
12,  1975.  Applicant:  FORD  PARCEL 
SERVICE,  INC.,  2644  Michigan,  St.  Louis, 
Mo.  63118.  Applicant’s  representative:  B. 
W.  LaTourette,  Jr.,  11  S.  Meramec,  Suite 
1400,  St.  Louis,  Mo.  63105.  Authority 
sought  to  oi>erate  as  a  contract  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Retail  and  catalog  mer¬ 
chandise,  household  appliances,  new 
household  furniture  and  household  fur¬ 
nishings,  musical  instruments,  plumbing 
and  healing  equipment,  fixtures,  acces¬ 
sories  and  supplies,  office  equipment, 
building  and  remodeling  equipment,  ac¬ 
cessories  and  supplies,  and  other  retail 
and  catalog  deliveries,  between  St.  Louis, 
Mo.,  points  in  St.  Louis  Coimty,  Mo.,  and 
points  in  St.  Cfiair,  Madison,  and  Monroe 
Counties,  Ill.,  under  contract  with  Sears, 
Roebuck  &  Company. 

Note. — If  a  hearing  is  deemed  necessary, 
applicatn  requests  it  be  held  at  either  St. 
I^uis  or  Kansas  City,  Mo.,  or  Springfield,  HI. 

No.  MC  140752  (Sub-No.  1),  filed 
March  14,  1975.  Applicant:  LINCOLN 
AUTOMOTIVE  LEASING  CORP.,  1080 
West  Side  Avenue,  Jersey  City,  N.J. 
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07306.  Applicant’s  representatives 
George  A.  Olsen,  69  Tonnele  Avenue; 
Jersey  City,  NJr.  07306.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport^ 
Ing:  Balsa,  plywood  and  products  there¬ 
of,  in  bimdles  and  in  contatoers  and 
empty  containers,  between  Piere  in  New 
York,  N.Y.,  harbor  as  defined  by  the 
Commission,  on  the  one  hand,  and,  on  the 
other,  points  in  Northvale,  N.J.,  Central, 
Valley,  and  Haverstraw,  N.Y.,  restricted 
to  shipments  having  prior  or  subsequ^t 
movement  by  water. 

Note. — ^If  a  hearing  is  deemed  necessary, 
the  applicant  requests  it  be  held  at  either 
New  York,  N.Y,  or  Washington,  D.C. 

No.  MC  140756,  filed  March  9,  1975. 
Applicant:  FANN  R.  McKETiVEY,  doing 
business  as  McKELVEY  TRUCKING, 
5420  West  Missouri,  Glendale,  Ariz. 
85301.  Applicant’s  representative:  A. 
Michael  Bernstein,  1327  United  Bank 
Bldg.,  Phoenix,  Ariz,  85012.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  Irregular  routes, 
transporting:  (1)  Fiberboard  containers; 
(2)  paper  articles;  and  (3)  materials', 
equipment,  and  supplies,  used  in  the  as¬ 
sembling  and  handling  of  ccmtainers,  be¬ 
tween  points  in  California,  Arizona,  New 
Mexico,  Colorado,  Texas,  Utah,  and 
Nevada;  and  (4)  lumber  and  lumber 
products,  (a)  from  points  in  California, 
to  points  in  Arizona,  New  Mexico,^  and 
Colorado;  (b)  from  points  in  Arizona,  to 
points  in  California;  (c)  from  points  in 
Maricopa  Coimty,  Ariz.,  to  points  in  New 
Mexico,  Texas,  and  Colorado;  and  (d) 
from  points  in  Colorado,  to  points  in 
Arizona  and  California. 

Note. — Applicant  seeks  by  this  applica¬ 
tion  to  convert  its  Permits  In  MC  129963  and 
Sub-No.  2,  Into  a  Certificate  of  PubUc  Con¬ 
venience  and  Necessity.  If  a  hearing  is 
deemed  necessary,  applicant  requests  it  be 
held  at  Phoenix,  Ariz.,  or  Los  Angeles,  Calif. 

No.  MC  140758,  filed  March  17,  1975. 
Applicant:  REHAB  TRANSPORTA¬ 

TION,  INC.,  201  Upton  Street,  Rock¬ 
ville,  Md.  20850.  Applicant’s  represent¬ 
ative:  Chester  A.  Zyblut,  1522  K  St.  NW., 
Washington,  D.C.  20005.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Disabled  infirm,  handi¬ 
capped  and  wheel  chair  patients  and 
their  baggage,  and  attendants,  in  special 
operations,  limited  to  transportation  of 
not  more  than  11  passengers  in  any  one 
vehicle,  between  Washington,  D.C.,  and 
Baltimore,  Md.,  on  the  one  hand,  and, 
on  the  other,  points  in  New  York,  New 
Jersey,  Pennsylvania,  Delaware,  Mary¬ 
land,  Virginia,  and  the  District  of 
Columbia. 

Note. — ^If  a  hearing  Is  deemed  necessary, 
applicant  does  not  specify  a  location. 

No.  MC  140759,  filed  March  13,  1975. 
Applicant:  CHAVIS  VAN  &  STORAGE 
OP  MYRTLE  BEACH,  INC.,  P.O.  Box 
1616,  802  Seaboard  Drive,  Myrtle  Beach, 
S.C.  29577.  Applicant’s  representative; 
Ronald  E.  Chavis  (same  address  as  ap¬ 
plicant)  ,  Authority  sought  to  operate  as 
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a  common  carrier,  by  moUv  vehicle,  over 
irregular  routes,  transporting:  Vted 
household  goods,  between  points  In  DQ- 
lon.  Florence.  Qeoivetown.  Hony. 
Marion,  and  Williamsburg  Counties. 
S.C^  and  Brunswick,  Columbus,  and  New 
Hanover  Counties,  N.C.,  restricted  to  the 
transportation  of  shipments  having  a 
prior  or  subsequent  movement,  in  con¬ 
tainers,  beyond  the  points  authorized, 
and  further  restricted  to  the  perform¬ 
ance  cA  pickup  and  delivery  service  in 
connectk)n  with  the  packing,  crating, 
and  containerization  or  tmpacking,  un¬ 
crating,  and  decontainerization  of  such 
shipments. 

Note. — It  a  hearing  is  deemed  necessary, 
the  applicant  requests  It  be  held  at  either 
Myrtle  Beach  or  Columbia,  S.C. 

No.  MC  140780,  filed  March  9,  1975. 
Applicant:  HARTLE  TRUCKING  CO.,  a 
Corporation,  Main  Street,  Shippenville, 
Pa.  16254.  Applicant’s  representative: 
Jerome  Solomon,  3131  United  States 
Steel  Building,  Pittsburgh,  Pa.  15219. 
Authority  sought  to  operate  as  a  con¬ 
tract  carrier,  by  motor  vehicle,  over  irreg¬ 
ular  routes,  transporting:  Coal,  in  dump 
vehicles,  from  points  in  Clarion  County, 
Pa.,  to  i>olnts  in  Ashtabula.  Lake,  Trum¬ 
bull.  Geauga,  Mahoning.  Portage,  and 
Cuyahoga  Counties,  Ohio,  under  con¬ 
tract  with  Black  Gold  Coal  Corporation. 

Note. — s  hearing  Is  deemed  necessary, 
applicant  requests  it  be  htid  at  Pittsbxirgh, 
Pa. 

No.  MC  140761,  filed  March  7,  1975. 
Applicant:  COASTAL  ENVIRONMENT¬ 
AL  SYSTEMS,  INC.,  81-83  Broadway 
Street.  P.O,  Box  752,  Dover,  N.H.  03820. 
Applicant’s  representative:  David  T. 
Parent,  13-B  Walnut  Street,  Rochester, 
N.H.  03867.  Authority  sought  to  operate 
as  a  contract  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Ap¬ 
pliances  and  furniture  (for  home  deliv¬ 
ery  purposes)  for  Sears,  Roebuck  &  Co., 
from  Dover  and  Portsmouth,  N.H.,  areas, 
to  points  in  Toiic  County.  Maine,  under 
a  continuing  contract  or  contracts  with 
Sears  Roebuck  &  Co. 

Note. — If  a  hearing  is  deemed  necessary, 
the  i4>plicant  requests  it  be  held  at  Dover, 
Portsmouth,  at  Concord,  NR. 

No.  MC  140762,  filed  March  18,  1975. 
Applicant:  TRINITY  INDUSTRIES 

TRANSPORTAnON,  INC.,  4001  Irving 
Boulevard,  P.O.  Box  10587,  Dallas,  Tex. 
75207.  Applicant’s  representative:  James 
W.  Hightower,  136  Wynnewood  Profes¬ 
sional  Building,  Dallas,  Tex.  75224.  Au¬ 
thority  sought  to  operate  as  a  contract 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  (1)  Iron  and  steel 
articles,  cylinders,  and  commodities  the 
transportation  of  which,  because  of  size 
or  weight,  require  the  use  of  special 
equipment  and  material  handling  equip¬ 
ment,  between  Beardstowm,  HI.,  Tulsa 
and  Enid,  Okla.,  New  London.  Minn., 
Rocky  Mount.  N.C.,  Lincoln,  Nebr.,  Jack¬ 
sonville,  Fla.,  West  Memphis,  Ark.,  Mont¬ 
gomery,  Ala.,  Madisonville,  New  Orleans, 
and  Shreveport.  La.,  Fort  Worth,  Denton. 
Navasota,  Dallas,  Tyler,  Longview,  Lub¬ 
bock.  HousUm,  and  San  Antonio,  Tex., 


on  the  one  hand,  and,  on  the  other,  points 
in  the  United  States  including  Alaska, 
but  excluding  Hawaii;  (2)  trailer  mount¬ 
ed  equipment,  and  construction  machin¬ 
ery,  equipment,  materials,  supplies  and 
parts,  between  points  in  Arkansas,  Ala¬ 
bama,  Louisiana,  Mississippi,  New  Mex¬ 
ico,  Oklahoma,  and  Texas,  restricted  to 
trajnc  imder  a  continuing  contract  or 
contracts  with  Trinity  Industries,  Inc., 
Hackney  Iron  and  Steel  Co..  Mosher  Steel 
Company.  Mosher  Steel  Co.  of  Louisiana, 
Inc.,  Equitable  Equipment  Company,  Inc., 
Gamble’s,  Inc.,  and  Gorbett  Bros.,  Inc. 

Note. — If  a  hearing  Is  deemed  necessary, 
applicant  requests  It  be  held  at  Dallas,  Tex. 

No.  MC  140763,  filed  March  6,  1975. 
Applicant:  ONEIDA-COLUMBUS  EX¬ 
PRESS  COMPANY,  a  Corporation.  P.O. 
Box  356,  Oneida,  Tenn.  37841.  Appli¬ 
cant’s  representative:  Marshall  Kragen, 
Suite  805,  666  Eleventh  Street  NW.. 
Washington,  DC.  20001.  Authority 
sought  to  operate  as  a  contract  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transiporting:  Such  commodities  as  are 
manufactured,  processed,  or  dealt  in  by 
manufacturers  of  rubber  or  rubber  prod¬ 
ucts,  and  supplies  incident  to  the  con¬ 
duct  of  such  business  (except  commodi¬ 
ties  in  bulk),  between  the  plantsite  of 
the  B.  P.  Goodrich  Company  at  Oneida, 
Tenn.,  and  the  warehouse  sites  of  the 
B.  P.  Goodrich  Compiany  at  Columbus, 
Ohio,  vmder  a  continuing  contract  or 
contracts  with  the  B.  F.  Goodrich  Com¬ 
pany. 

Note. — If  a  hearing  Is  deemed  necessary, 
applicant  requests  It  be  held  at  Knoxville  or 
Nashville.  Tenn. 

No.  MC  140764,  filed  March  17,  1975. 
Applicant:  RICHARD  EVERETT,  doing 
business  as  IRONSIDES  MEDICAL 
TRANSPORTATION  COMPANY,  8510 
Dixon  Ave.,  Silver  Spring,  Md.  20910. 
Applicant’s  representative:  Chester  A. 
Zyblut,  1522  K  Street  NW.,  Washington, 
D.C.  20005.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  Irregular  routes,  transporting:  Dis¬ 
abled,  infirm,  handicapped  and  wheel¬ 
chair  patients  and  th^r  baggage  and 
attendants,  in  special  and  charter  oper¬ 
ations,  limited  to  transportation  of  not 
more  than  11  passengers  in  any  one  ve¬ 
hicle,  between  Washington,  D.C.,  and 
Baltimore,  Md.,  on  the  one  hand,  and. 
on  the  other,  points  in  New  York,  New 
Jersey,  Pennsylvania,  Delaware,  Mary¬ 
land,  Virginia,  and  the  District  of 
Columbia. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  does  not  specify  a  location. 

No.  MC  140765,  filed  March  13,  1975. 
Applicant:  LINDEN  INDUSTRIAL 

SERVICE.  INC.,  Box  6366,  2305  20th 
Avenue,  Rockford,  Ill.  61105.  Applicant’s 
representative:  David  H.  Armstrong,  10 
South  LaSalle  Street,  Chicago,  HI.  60603. 
Authority  sought  to  operate  as  a  com¬ 
mon  carrier,  by  motor  vehicle,  over  ir¬ 
regular  routes,  tr^porting:  Heavy 
machinery  and  parts,  restricted  to  such 
machinery  and  parts  that  are  disas¬ 
sembled,  assembled,  loaded  and  unloaded 
by  the  carrier,  between  Winnebago 


County,  HI.,  and  Rock,  Jefferson,  Wal¬ 
worth,  and  Green  Counties,  Wis. 

Note. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  it  be  held  at  Chicago, 
Hi.,  or  Madison,  Wis. 

No.  MC  140766,  filed  March  13,  1975. 
Applicant:  GULP  COAST  PRE-MIX 
TRUCKING,  INC.,  1700  S.E.  Evangeline 
Thruway,  Lafayette.  La.  70501.  Ap¬ 
plicant’s  representative:  Francis  J. 
Benezech  (same  address  as  applicant). 
Authority  sought  to  operate  as  a  con¬ 
tract  carrier,  by  motor  vehicle,  over  ir¬ 
regular  routes,  transporting:  Petroleum 
products  in  bulk,  in  tank  vehicles,  from 
the  Texaco,  Inc.,  plant,  at  Pt.  Arthur, 
Tex.,  to  points  in  St.  Mary,  Iberia,  St. 
Martin,  Terrebonne,  and  Jefferson 
Parishes,  La.,  restricted  to  traffic  hav¬ 
ing  a  prior  subsequent  movement  by 
water,  for  the  facilities  of  Texaco.  Inc., 
in  inland  waters  and  the  Gulf  of  Mexico, 
under  contract  with  Texaco,  Inc. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  t>e  held  at  either  Baton 
Rouge  or  New  Orleans,  La.,  or  Houston,  Tex. 

No.  MC  140768,  filed  March  11,  1975. 
Applicant:  AMERICAN  TRANS¬ 

FREIGHT,  INC.,  P.O.  Box  499,  South 
Bound  Brook,  N.J.  08880.  Applicant’s  rep¬ 
resentative:  Herbert  Alan  Dubln,  1819 
H  Street  NW.,  Washington,  D.C,  20006. 
Authority  sought  to  operate  as  a  com¬ 
mon  carrier,  by  motor  vehicle,  over  ir¬ 
regular  routes,  transporting:  Medical 
care  products,  and  materials,  equipment, 
and  supplies,  used  in  the  manufacture  or 
preparation  of  medical  care  products, 
from  the  facilities  of  Travenol  Labora¬ 
tories,  Inc.,  located  at  or  near  CHeveland, 
Miss.,  Kingstree,  S.C.,  North  Cove,  N.C., 
Memphis,  Tenn.,  Eaton,  Ohio,  and  Moim- 
tain  Home.  Ark.,  to  points  in  and  east 
of  Minnesota.  Iowa,  Missouri,  Arkansas, 
and  Louisiana;  and  (2)  between  the  fa¬ 
cilities  of  Travenol  Laboratories,  Inc., 
located  at  or  near  Cleveland,  Miss., 
Eaton,  Ohio.  EHngstree,  S.C.,  Mountain 
Home.  Ark.,  North  Cove,  N.C.,  and  Mem¬ 
phis,  Tenn. 

Note. — Applicant  holds  contract  carrier 
authority  in  MC  134404  and  other  subs, 
therefore  dual  operations  may  be  involTed. 
If  a  hearing  is  deemed  necessary,  the  appli¬ 
cant  requests  it  be  held  at  Washington,  D.C. 

No.  MC  140777,  filed  March  17,  1975. 
Applicant:  SUBURBAN  TRUCKINO. 
INC.,  Route  309,  WUkes-Barre,  Pa.  18702. 
Applicant’s  representative:  John  W. 
Frame,  Box  626,  2207  Old  Gettysburg 
Road.  Camp  Hill,  Pa.  17011.  Authority 
sought  to  operate  as  a  contract  carrier. 
by  motor  vehicle,  over  irregular  routes, 
transporting:  (1)  Such  merchandise  as 
is  dealt  in  by  retail  department  stores, 
between  Exeter,  Pa.,  on  the  one  hand, 
and,  on  the  other,  points  in  Connecticut, 
Delaware,  Florida,  Georgia,  Kentucky, 
Maryland.  Massachusetts,  New  Jersey, 
New  York,  Virginia,  and  the  District  of 
Columbia;  and  (2)  printed  matter,  and 
materials  and  supplies  used  in  the  manu¬ 
facture  and  distribution  of  printed  mat¬ 
ter,  between  West  Plttston,  Pa.,  on  the 
one  hand,  and,  on  the  other,  points  in 
Connecticut,  Delaware,  Florida,  Georgia, 
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Kentucky,  Maryland.  Massachusetts, 
New  Jersey,  New  York,  Virginia,  suid 
the  District  of  Columbia,  restricted  to  a 
transportation  service  to  be  performed 
imder  a  continuing  contract  or  contracts 
with  Jewelcor,  Inc. 

Non. — If  a  hearing  Is  deemed  necessary, 
applicant  requests  It  be  held  at  Harrisburg, 
Pa. 

Passenger  Applications 

No.  MC  61802  (Sub-No.  11),  filed 
March  10,  1975.  Applicant:  THE  CO¬ 
LONIAL  TRANSIT  COMPANY,  INCOR¬ 
PORATED,  P.O.  Box  508,  Fredericks¬ 
burg,  Va.  22401.  Applicant’s  representa¬ 
tive:  L.  C.  Major.  Jr.,  Suite  400,  Overlook 
Office  Building,  6121  Lincolnia  Road, 
Alexandria,  Va.  22312.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  regular  routes,  ti-ansport- 
ing:  Passengers  and  their  baggage,  in  the 
same  vehicle  with  passengers.  Between 
Lake  of  the  Woods,  Va.,  and  the  District 
of  Columbia:  Prom  Lake  of  the  Woods, 
over  Virginia  Highway  3  to  its  junction 
with  Interstate  Highway  95.  thence  over 
Interstate  Highway  95  to  the  District  of 
Columbia  and  return  over  the  same 
route,  serving  all  intermediate  points  on 
Virginia  Highway  3  between  Lake  of 
the  Woods  and  the  junction  of  Virginia 
Highway  3  with  County  Highway  734 
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(Green  Gate  Road),  at  a  point  approx¬ 
imately  .6  of  a  mile  west  of  the  Junction 
of  Viiidnla  Highway  3  with  Interstate 
Highway  95. 

Note. — If  a  hearing  Is  deemed  necefsary, 
the  applicant  requests  it  be  held  at  Wash¬ 
ington,  D.C. 

No.  MC  140113  (Sub-No.  4),  filed 
March  13,  1975.  Applicant:  MAPLE¬ 
WOOD  EQUIPMENT  COMPANY,  a 
Corporation,  419  Anderson  Avenue,  Pur¬ 
view,  N.J.  07022.  Applicant’s  representa¬ 
tive:  Edward  F.  Bowes,  744  Broad  Street, 
Newark,  N.J.  07102.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  regular  routes,  transport¬ 
ing:  Passengers  and  their  baggage,  in  the 
same  vehicle  with  passengers,  between 
Cliffslde  Park,  N.J.,  and  West  New  York, 
N.J.:  From  the  jimction  of  Edgewater 
Road,  Gorge  Road,  and  Palisades  Avenue 
at  Cliffslde  Park,  N.J.,'  over  Palisades 
Avenue  to  junction  John  P.  Kennedy 
Boulevard  East  and  Woodcliff  Avenue, 
thence  over  John  P.  Kennedy  Boulevard 
East  to  junction  Hillside  Road  at  West 
New  York,  N.J.,  and  return  over  the  same 
route,  as  an  alternate  route  for  operating 
convenience  only,  serving  no  intermediate 
points,  but  serving  the  jimction  of  Hill- 
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side  Road  and  John  F.  Kennedy  Boule¬ 
vard  East  for  joinder  purpose  only. 

Not*. — Common  control  may  bo  Involved. 
If  a  hearing  is  deemed  necessary,  the  appli¬ 
cant  requests  It  be  held  at  Newark,  N.J.,  or 
New  York,  N.Y. 

No.  MC  140749  (Sub-No.  1),  filed 
March  13, 1975.  Applicant:  SEA  ISLAND 
SERVICES,  INC.,  P.O.  Box  277,  Sea  Is¬ 
land,  Ga.  31561.  Applicant’s  representa¬ 
tive:  Martin  Sack,  Jr.,  1754  Gulf  Life 
Tower,  Jacksonville.  Fla.  32207.  Author¬ 
ity  sought  to  operate  as  a  common  car¬ 
rier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Passengers  and 
their  baggage,  between  Sea  Island,  Ga., 
on  the  one  hand,  and,  on  the  other, 
Jacksonville,  Fla.,  restricted  to  the  trans¬ 
portation  of  passengers  who  are  hotel 
guests  of  Sea  Island  Company,  and  cot¬ 
tage  owners  and  cottage  renters  at  Sea 
Island,  Ga. 

Note. — ^If  a  hearing  Is  deemed  necessary, 
applicant  requests  It  be  held  at  Sea  Island, 
Oa. 

By  the  Commission. 

[seal]  Robert  L.  Oswald, 

Secretary. 

[FR  Doc.75-9273  PUed  4-9-75:8:45  am] 
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This  official  guidebook  provides  useful  information 
about  U.S.  Government  agencies,  including: 

•  Major  programs  and  functions 

•  Listings  of  key  officials 

•  Organization  charts  for  many  agencies 

Most  agency  descriptions  include  a  ''Sources  of 
Information”  section  that  gives  addresses  and 
telephone  numbers  for  obtaining  specifics  on 
employment,  government  contracts,  environmental 
programs,  small  business  opportunities,  publications, 
speakers  and  films  available  to  civic  and  educational 
groups,  and  other  topics  of  public  interest. 


This  handbook  is  a  "must”  for  teachers,  students, 
librarians,  researchers,  businessmen,  and  lawyers 
who  need  current  official  information  about  the 
U.S.  Government. 
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